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No.  1 


QENESAL  STJMMAKY. 

Tlio  month  was  warm  and  cxccssivtvly  wet.  In  the  western 
part  of  the  State,  temperatures  soaiewliat  below  normal  occurred 
in  a  short  period.  Toward  the  east  and  southeast  the  tempera- 
ture level  rose  and  the  departures  above  normal  increased.  In 
the  eastern  districts  there  were  very  few  days  on  which  the 
average  temperature  did  not  exceed  the  normal-  As  a  result 
grains  and  grass  made  considerable  growth,  and  showed  decided 
improvement.  Rye  pastures  could  have  been  used  if  the  con- 
tinued saturation  of  the  soil  had  not  prevented  turning  of  animals 
on  the  fields. 

The  precipitation  exceeded  by  a  wide  margin  the  record  for 
any  month  since  State  averages  were  established.  The  most 
■widespread  flooding  of  bottom  lands  ever  known,  as  well  as  large 
areas  of  standing  water  on  Hat  uplands,  caused  extensive 
damage  to  grains,  meadows  and  pastures  by  drowning.  Sheet 
ice  in  the  western  and  central  counti'  s  in  \Vu-  -frond  wii'k  added 
to  the  damage  by  its  smothering  effects.  'Vh:-  frequent  excessive 
rains,  falling  on  thawing  or  supersaturated  soil,  brought  about 
such  erosion  of  grain  fields,  plowed  and  fallow  lands,  as  has 
never  been  approached  during  a  period  of  the  same  length  in 
the  climatic  history  of  the  State.  Soil  washed  off  the  uplands 
was  to  a  considerable  extent  deposited  on  the  lowlands,  where 
crops  were  smothered  under  the  thick  deposits  of  mud.  After 
the  heavy  rains  set  in  on  the  6th,  outdoor  work  became  impossi- 
ble. Even  the  routine  duties  on  the  farm  were  carried  on  with 
difficulty  during  the  continiMus  downpours  of  rain. 

In  the  first  decade  the  warniiii  and  additional  moisture  were 
welcome  to  handlers  of  tobacco,  but  with  the  persistent  rains 
that  followed  tiie  weed  became  too  damp  and  soft  to  be  placed 
in  bulk.  The  inipussable  condition  of  dirt  roads,  and  the 
cutting  off  of  traffic  by  high  water  over  other  roads,  greatly 
reduced  the  moverr.ents  of  tobacco  to  market.  Other  commer- 
cial movements  by  highway  were  affected  in  the  same  manner. 

TEMPEEATXJB.S. 

Teniperature  averages   ransi'cd  from  al)out  4'-  above  normal  in 

-the  extreme  west  'c  lo       :    ,-:.   ;.,  lo  ,^  ;:■"-"  east.     The  daily 


ness.  worn  so  enoniKHis  and  varlcl  us  to  be  ImposBlble  to  pstlinatc  with  accuracy.  It  Ih 
believed  that  they  will  reach  $75,000,000  at  Louisville.  HecuiiHe  of  tho  lapldlty  of  llio 
rise  in  the  iiisrher  levels  of  the  (lood,  property  losses  were  extremely  larce.    In  the  ( 


of  the  average 
everythiiifr  oxeeiil 
eauprht  and  subm. 
of  Kentucky  arc  .1 
57.1  feet,  upner  Kii;; 
that  tliese  orosts  ii 


story  dw'ellinKS,  they  usually  amounted  to  almottt 
n  at  the  Umoof  exit.  Hundreds  of  automobiles  were 
(f  water.  Some  of  the  crests  reached  by  the  riveri) 
hio.  at  Cincinnati,  80.0  feet,  on  the;  l!6th ;  at  Louisville. 
(  KvansvlUe,  53. 7  feet  on  the  »lst.  It  will  b<-  nf>te(l 
1  Louisville  are  nine  to  ten  feel  above  the  hlKhcHt 
pr.-viouslv  known  (Iciod,  thai  ol'  February.  1S84.  In  the  Kentiuky  Klver,  the  crest  at 
lliKh  r.i-idf?e  was  4'2.'2  f.rt  ou  tlie'2Sd.  and  at  Frankfort  47.2  feet  on  the  2.'>th,  the  hiifheiit 
i!\er  ri'cordcd.  In  tlic  (in'i-u  and  lianuu  lUvers,  the  crest  at  liowliuK  fJreen  wa-s  40.7 
fci't  on  tlie  23d;  at  I'.rouiisviilo  64.7  feet  on  the  2-lth;  at  Woodbury,  69.0  feet  on  the 
25th :  and  at  Kumsey,  54.4  feet  on  the  31st.  Some  preliminary  estimates  of  l0:>ses  are: 
.Teffersonvillo,  Indiana,  $9,000,000:  New  Albany,  Indiana,  $16,000,000;  I'aducah.  Ken- 
tucky, $1«,000.000;  State  of  Kentucky  as  a  whole  $260,000,000. 


PRESSURE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmosphei-ic   pressure 

Wind. 

Relative 

(reduced  to  sea-level.) 

Stations. 

3-& 

t>, 

1 

1 

1 

1 

1 

< 

s 

i 

S 

S 

Cairo  111. 

30.14 

30.53 

in 

29.64 

17 

u.o!  so 

21 

90 

84 

84 

28 

C'incinnati Ohio 

30.20 

30.62 

?7 

29.5' 

2 

R.7 

24 

w. 

21 

88 

TV 

80 

31 

30.16 

30.54 

10 

29. 6, 

17 

10  4 

82 

sw. 

14 

& 

V4 

«0 

20 

Louisville   Ky. 

30.19 

30.68   27 

29.64 

2 

11.2 

30 

s. 

14 

K6 

79 

77 

24 

excess  was  IC  to  2;."  i n  t  i 
cold  wave  advanced  a-  ,, 
eies  of  10°  to  15'-'.     Tb„  li 
on  the  23d  at  Louisville. 


PRECIPITATION, 


i-:ilst.  One  moderate 
id  23d.  with  deflcien- 
s,  and  the  lowest  13° 


hove  tlieliighost 


Wltll 

heav 
ble  I 


curred  in  northern 

!i'V  IT,-:  t.wl  finm  An 


COMPARATIVE  DATA  FOR  JANUARY. 


iMand  center  of  LoiiifVille  d-iring  the  higher  phase  of  the  Hood  was  bv  p,)ntoon  Ijrklse  1 
across  the  Beaigrass  depression.    Losses  from  the  flood,  including  Interruption  to  busi- 


Temperature. 


Precipitation 


3.52 
6.43 
5.40 
2.72 

2.08 
2.91 
S.71 
1.25 
3.25 
8.76 
6.23 
2.80 
1.85 
5.14 


4. 41 


3.09 
11.41 
2.31 
5.03 
7.27 
6.38 
5.09 
3.G2 
6.75 
3.06 
2.25 
6.11 
5.05 
2.60 
4.01 
6.  S3 
2.47 
4.54 
4.85 
1.23 
8.13 
5.18 
1.85 
5.28 
2.99 
15.77 
4.57 


Number  of  days 


>^ 


>i\\,N|^^ 
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WeMern  Dii'ision. 

Birmiugham 

Calhoun   

Earlington 

Fords  Ferry,  Dam  50  . . 

Greenville   

Henderson .... 

HopkiTisville , 

Lovelaceville 

Maytield 

ilnrray 

Owensboro 

Owonsboro.  Dam  46. . . 

Padiicab  •* 

Princeton 

Rumsey,  Lock  2  J 

Riissellville 

Uniontown.  Dam  49. . . 

OentnU  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Hrowiisville.Lock  6t.. 

Burnside 

Carrollton,  Lock  1 

Cold  Sprinf?,  Dam  36. . . 

Danville 

Dix  Dam,  Burgin 

Eadsville   

Kubank  

Frankfort 

GKSt,  Lock  3 

Glasgow   

Grant,  Dam  38 

Greensburg 

nigh  Bridge,  Lock  7.. 

Irvington 

Lancaster 

Leitchtield 

Lexington 

L,ittleHickman,Lock8l 

Lockport,  Lock  2 

Locjs\aLl,E 

Mammoth  Cave 

St.  .lonn 

Salviga,  Lock  61 

Hhelbyville 

Shepherds  ville 

Stearns 

Taylorsville 

Tyrone,  Lock  5K    

Williamstown 

Woodbury,  Lock  4  t . 

Eastern  Divinion. 

Annville 

Ashland   

Barbourville 

Berea 

Colle^'e  Hill.  Lock  11.. 

Cumberland  

Cyntliiiina   

falinouth 

Farmers   

Flemingsburi;   

Ford,  Lock  101 

CJreenup,  Dam  30 

Hazard , 

ileidi^lberg, Lock  14  ... 

Jackson 

.lonkins  ••• 

Livintjslon 

Louisa 

Maysville  

Middlesboro 

Mount  Sterling 

Oneida   

Oneonta.  Dam  351 

PaiutHville 

Fikeville 

PippapasB 

Quicksand 

fcivenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. .. 

Vanceburg,Daai  32 

vVilliamshnrg 

Willow  Lock  13 

StatP  avorftiTPs  and  f>x 


Marshall 

McLean 

Hopkins 

Crittenden  — 
Muhlenourg... 

Henderson 

Christian 

Ballard 

Graves 

Calloway   


Daviess 

McCracken. 
Caldwell  . . . 
McLean  .... 

Logan   

Union 


Breckinridge   •• 

.leffersou 

Warren 

Edmonson  .... 

Pulaski 

Carroll 

Campbell   

Boyle  

Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren   

Boone 

Green 

Jessamine 

Breckinridge   .. 

Garrard  — 

Gray.=ou 

Fayette 

Jessamine  

Henry 

Jefferson 

Edmonson.. 

Hardin 

Mercer 

Shelby 

Bullitt 

McCreary 

Spencer  

Anderson 

Grant 

Bntler 


Jackson 

Boyd 

Knox 

-Madison 

Madison 

Harlan 

Harrison  .  ... 
Pendleton . . . 

Rowan  

Fleming  


Greenup 

Perry 

Lee ... 

Breathitt .....".'..', 

Letcher 

Rockcastle 

Lawrence 

Mason 

Bell 

Montgomery 

Clay 

Campbell 

Johnson 

Pike 

Knott v.'. 

Breathitt 

Estill ;... 

Madison 

Madison 

Lewis 

Whitley 

Lee   

tremes 
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Temperature,  in  degrees  Fahr. 


+  5.6 
f  8.5 


+  5.3 


40.2|+  5.8     67 

42. G| 69 

42.K|+8.5      67 


40.6;+  6. 
'49'8! ".'.!; 


45.1  + 
■40.0!+  8.8 
48.' «[.'.' 

•i5.'4  +  9.8 


+  8.9 
-f    9'.  4 


+10.5 
+  ■7:6 


All  temperature  data  are  taken  from  self-registering  thermometers, 
the  departures  from  normal  temperature  and  precipitation  are  comii 
used  in  determiningsection  or  division  means.  JUnnisey,  Bn 

Iteferenco  letters,  •,  '■, «,  appearing  in  the  table  indicate  number  < 
T  Also  on  other  dates.  +t  Received  too  late  to  he  included  in  mi-i 
IHost-ofRce  addresses:— Lock  5.  La wnMiccburir.Ky.  ;  Lock  fi  Vi.rs-i 
Oneonta,  California.  Ky. 


Precipitation  in  inches 


....  16.53. 
SO  2U.46!- 
32 


3.29 
<.02 
4.15 


19.581+14.61 
18.421  +  1 
18.  67+1.3.33 
17.39+12.37 

1&.37:  +  13.69 
20.  48; +  16. 31 
20.70:+ 15. 48 
9.07|  +  I3.5.i 
.5.12+10.31 
^6.101+12.38 
14.601  +  11. 32 
lfi.0fil  +  12.3,S 
1-5.89+11.63 

14-82 

4.02+10.09 
IG.77I-H2..S3 
18.361  +  14.31 

20.16; 

15.571  +  12.48: 
8.07+12.81 
3.78-1-  9.16 
8.12J  +  13.7l| 
6  871  +  12.561 


21.85 
15  in 

+16.86 
+  10.92 

14.55 

+  10.14 

22.  ,2 

+  18.70 

19.17 

+15.17 

21.0!' 

■n.Af 

+17. 7C 

15.  4S 

+  10.82 

20.0ft 

+  15  50 

17.60 

12.48 

17.67 

+12.96 

15  .51; 

+  11  00 

+  13.11 

19.21 

+  14.0.5 

+  6.29  176 
+  8.06  2,00 
+  9.21    1.6n 


.94 


.32 


7+  7.101  2.25 

12.09 1.93 

15.39+11.91   2.92 

9.96 1.71 

8.39-1-  4.61    1.38 

8.681 1  1.61 

11.94+  S.nS'  2  46 


Number  of  days. 


3  I  25 
3  I  -S 
8      16 


Tennessee  Valley  Authority. 

W.  A.  Taylor. 

Brick  Southworth. 

Lockmaster. 

C.  R.  Lovell. 

Prank  Street. 


ves. 


Blaine  Malone. 
Mrs.  Joe  Payne. 
Harry  B.  Arnold 
Henry  S.  Berry. 
Lockmaster. 
Joe  Lafiore. 
Dr.  W.  L.  Cash. 
Lockmaster. 
Wm.  Shfilton. 
Lockmaster. 

Lockmaster. 


Causey. 


1;.  P.  Cokliron. 
I'..  W.  Williams. 
Lockmaster. 
.Mr.s.   KatiH  Payi 
Lneki-astcr. 
Lo.-kinascor. 


K.L. 

Lockni;istfr. 

Mrs.  Hi-Uii'  K.  H.  Alcorn. 

Lockmaster. 

W.  .),  I'ipTSot. 

Walter  Killion. 

U.   H.  AVi 

U.S.  W.-a 


!lis. 


W.  A.  Worthington. 

Lockmaster. 

Mrs.  KalphTuggle. 

Luther  iM.  Ambrose. 

Lru-kmnitfr. 

'•     1'.. -»,■■-..., 1  Fields, 


Lockmaster. 
MaLi,lH-\v  Woodson 
W.  R    McKee. 
Joe  L.  Gay. 
Loekma.4er. 
Manuel  HohiPson. 
U.  S  \Ve:itlJiT  Biirca 


Cp\ 


lUir 


W 


Lockmaster. 
.1.  W.  crodke. 
Lockmaster. 
lockmaster. 
John  W.Stephens. 
Lockmaster. 


irs  of  record,  but  all  complete  reports  are 
iver;  other  Locks  are  on  tlie  Kentucky  Riv 


"  Precipitation  by 


iiiiin  0.01  inch  n 
0.  K.mI  lions..  Ky. 
.  S.  Engineers. 


in  or  melted  snow 


11: 


Januaky,   lS);i7 
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r 

all 

7  P 

reel 

pltatlon  f( 

>r  J 

anu 

arj/ 

.  1937 

Day  of  month 

stations 

1 

■a 

1 

2 

s 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

28 

27 

28 

29 

80 

81 

g 

WeHern  IHrmon 

r 

Birmingham  

Uallioun 

...... 

'!88 

83 

.47 
.68 

'!02 

1.43 
1.86 

1.02 
1.80 

■."oi 

■:62 

'!88 

1.18 
.69 

2.74 
.60 

3.91'2.93 
4.883.10 

'."94 

H.'en 

2.M 
.09 

'.'oi 

tv 

".it 

16  63 

"ibs 

i!48 

".52 

20^46 

KarlinRton 

....G. 

.23 

.06 

.71 

T. 

1.53 

1.42 

.04 

.75 

.80 

.86 

1.53 

.6n'4.98;4.08 

1.498.49 

.26 

.02 

T. 

.30 

22.97 

Fords  Forry  Dam  60|i  \ 

....0. 

.82 

T. 

.96 

T. 

.87 

1.8H 

'.'io 

't'.' 

T. 

.82 

1.72 

.23 

1.6S 

.14  3.292.47 

1.70    .70 

L41 

.36 

17.60 

(lre(?nville 

....O. 

.25 

.05 

.45 

.90 

1.20 

T. 

.02 

1.16 

l.IO 

1.46 

.4.54. 023. 20|l. 262. 78 

.45 

'.'26 

.3( 

19.22 

Henderson 

....0. 

.62 

.15 

1.3( 

f.' 

2.02 

.80 

T. 

','i'- 

.06 

4:60 

.12 

.67 

1.57 

.92  4.152.87    .17!1.89 

■f. 

.27 

21.00 

Hopktiisville 

....C. 

.46 

.02 

.79 

1.09 

T. 

,04 

.04 

.09 

1.07 

1.91 

1.81 

.964.14  3.88   .89,3.11 

"■66 

'ioe 

T. 

.92 

21 .8B 

Lovelftoevilla 

....M. 

.SO 
.09 

.62 

■!i5 

T. 

2:2! 
1.61 

.90 

.68 

'.'16 

'.'0.3 

1.77 
.45 

".9.i 

1.80 
.83 

i.'67 

.97  5.213.40...     .... 

.31  4.663.201   .40!l.75 

''ie 

"'.: 

.80 

".'37 

i7.r.o 

MayHold  

....M. 

'.'19 

17.0.') 

Mnmiy 

....T. 

tv 

.33 

T. 

.58 

T. 

.87 

.93 

'.'io 

,14 

.07 

1,10 

.18 

8.76 

.3r 

.60  6.881  T.  ll.97jl.89 

1.28 

'f.' 

T. 

19.64 

OwiMisbovo 

....0. 

.29 

tV 

.10 

1.00 

T. 

1.39 

.89 

T. 

.10 

.60 

.8( 

.23 

1.60 

.324.04ll.60il.42i2.IO 

.55 

.01 

.29 

17.69 

Oweiisboro,  Dam  46  11  li 

....O. 

.26 

tV 

T. 

1.15 

.37 

1.01 

'.'io 

.01 

.27 

1.46 

.26 

1.70 

'.'61 

.083. 1612. 65!   .S3    .fis 

2.22 

T. 

'.'03 

16.14 

....0. 

";i5 

.29 
.15 

'.'ie 

.69 
.60 

'."65 

1  40 

I  .<ia 

'.'08 

'tv 

.02 

T. 
.05 

.27 
.90 

.80 
.30 

.18 
1.47 

1.60 
1.05 

t.- 

17  3  45!  3. 72!  1.  on'    o.-i 

.45 

'sf 

.06 

17  63 

Princeton; 

1.40    '.88 

;40  5.10l8.60 

.40,2.63 

'.'34 

19.68 

Uumscy.  Lock  No.  2  Oil 

....G. 

.30 

.72 

.60!l.70 

.18 

.,30 

1.20 

.28il.7a 

.1812.7714. 52 

1.98  0.25 

i:i7 

.■;;■ 

.03 

'tv 

.01 

.46 

18.42 

Hnssellvillelll   

....O. 

.45 

.13 

.15 

1.80 

.16 

''i4 

.OS 

.07 

1.04 

.55  3.60 

1.05 

1.902.73 

1.80 

1.021.16 

.26 

.05 

.47 

18. .57 

Unioiitown.  Dam  49il,! 

....0. 

.22 

tV 

tV 

.64 

.94 

1.19 

T, 

.50 

3.86 

.112.00 

.25 

2.1811.98 

2.16 

.621.26 

.10 

17.39 

Cenlrnl  IH  vision 

Addison.  Dam  45.  Ill 

....o. 

.43 

.01 

T. 

1.07 

..34 

1.68 

.24 

.01 

.26 

1.65 

.24  1.94 

.19 

3.283.68 

.82 

.80 

2.18 

T. 

.20 

.35 

19.37 

Anclioraiw 

....0. 

■,25 

T 

.27 

1.46 

.90 

2.76 

.05 

.50  1.10;.... 

6.581.... 

6.82 

.27 

.16 

.30 

20.48 

BowliuK  Green 

...  G. 

.92 

T. 

.42 

.05 

1.77 

'.'28 

'!22 

f,' 

.05 

1.22 

.82  8.7.5.... 

'.'82 

2. 502. 60 

2!  90 

.80 

.75 

.42 

'.'m 

.41 

20.70 

lirowiisvillcLoclvNo.  6111 

....G. 

.58 

.62 

.10 

2.0.S 

.30 

.03 

.04 

.03 

.97 

'.'62 

.4.5I3.5O... 

.40 

1.65I3.25  2.43 
.65    .731.68 

1.26 

.50 

.30 

.26 

.41 

19.07 

Rurnsi.lPllli    

....C. 

2.63 

'.'69 

.6( 

'."02 

.14 

.42 

.17 

06 

T, 

1.62 

T. 

L33!l.69    .17 

1.60 

.22 

.78 

.07 

.42 

.28 

15.12 

Carroll  ton  nil  ( I<ock  No.  1).... 

....  K. 

.53 

1.04 

.07 

,33',,,, 

.23!  1 .  41' . .  ■ .  Il .  80'2. 23'2.;i3'!  .08 

.85 

2.20 

12 

.22 

16.10 

Cold  Spring,  Dam  361111 

....O.I,    ,    1   .■:;)'   .13 

:."::i  .43 

.01 

.23 

.75 

.16 

V"i,,      1   .l!-i'2,S7'    ,ni'l,-2      n-i    ,f«?,|f;2  2fii  ,34 

.15  2.58 

T. 

.26 

14.60 

UnuviUo 

.    ..K     1   ■.'i     

'.'.'.'. 

tV 

.lol  .43 

.44 

T. 

■f.' 

.0-     'CI   ;.;           1    ,,.  1   -;,,    T     1    '7  •   <,-'   -■     .76!1,6.5|   .75 

'.'i2 

.23 

16.06 

Dix  !>.im.  iiurgin  ||11 

!•;  -In; \ 

.68!.... 

.  12i  1 .  75 

.'42 

,05 

.u::  .    ..,    ,          ,.,'11        ..'      .-,,,..■-,,    ,„'    .961   .go  .... 
■1 '     !■                 ■■  ■    '  '                     1    ""  1    '■'!!. 321.,,.  I], 15 

.07 

.32 

15  89 

Kii.I>villo  ill 

.       i   .43 

.08 

'iso 

.18 

.32 

14:82 

Kiiliauk 

' 1.'.    l,;iM 1 

III,       ,    i    .  .    1    .711 

.K.  .;:i-i.- '  ■      ■  'lii       1  ■»! ... 

'.'20 

.54 

14.62 

Franlilortllll  

....K.,....;    'ii3,   -U'l.... 

....       .  ■     .  .-.                  '.:  J  1  1'      41 

.05    .16  1.27 

.  ..    ,                                                                ■      ■    ■'                  .!.,., 

'!6l 

.07 

.83 

16.  77 

Gest.  Lock  No.  3  11 11 

....K.I.... 

.r,2.  .11!.... 

.03    .312.35 

.20 

V28 

18.86 

Glasgow ■••■ 

....a. 

1.5/1. ...;....!...                                        I     -1     .'J2,  .08 

12,,.. 

i.'oo 

.60 

20.16 

(traut.  Dam  3311 11 

....(). 

.24'    .16.... 

■  1      M  ..      1  T. 

842,17 

■■■■j'    '                                                                            -               '.'.'.'. 

f.' 

.15 

15.. 57 

GreensbiirR 

....(^. 

1.25:  T.    .... 

...       .10    .41. :-;i  l.flil    .061    .12 

.09    ,05  1.06 

VV|i.&r,'2  111  ,.     1.1  :  '                             ,r,6,... 

■;27 

.37 

18.07 

iUgli  Bridge.Lock  No.  71111.... 

....K. 

.93;  .03.... 

.611   ...1   .0311.81    .31 

.02!   ,07  1,23 

...,|    ,323, 04    ,02|    ,41  1   '                                 .85 

'!65 

.33 

13.78 

Irvinston   

....o. 

.311....  .... 

tV 

'tV 

1.26  ....     .90  1.55  .... 

,06 

,21  1,15 

....     .51,1.32....     .62-1                                    .43 

'^22 

't.' 

.44 

18.12 

Lancastorll  n 

....K. 

....J1.30I....J.... 

.64    .031.501   .38    .04 

.03 

1,60!.... 

.402,46    .O'J    .8r,l,i;  ; 

.11 

'.'.'.'. 

.21 

16.87 

LoitcliHeld   

....G. 

..•■     .30....  .... 

".oe 

.751    .02i    .68  1.32!   .02 

.15 

.301.04 

....|l.?,:!i  ,M           ,:',                             ,    .63 

.34 

.... 

■.'64 

21.85 

Luxiiiston  *** 

....K. 

.31    .71....  ... 

•oi 

.44 

.12!.... 

1.53!!.. 50;  T. 

.11 

l.lOl   .10 

....!l.,^.-      '■:    T              '                              '    T. 

.04 

'.'oo 

.38 

15.10 

Little  Hickman,  Lock  No.  8  1111 

....K. 

....  1. 10  ....... . 

.60 

.... 

.0811.45    .44 

T. 

....I1.25 

90 

.35 

14.65 

Lockport,  LockNo.2  11il 

....K. 

52    .40.... 

.97 

T. 

.5711.761.... 

T. 

.52  2.72 

.   .. 

'.'is 

22.72 

L.tri^'vn.i.K*** 

....O. 

.07    .31!.... 

■!95!   .05 

T. 

L62I  .7nl  T. 

tv 

.09 

2.71|   .0'2 

1,46    ,h7    X     i.7n;s  ,,..  ,- ,„    ... 

ill  .... 

".is 

.05 

.18 

19.17 

:Mammoth  Cave  • 

..   .G. 

SO.... 

.09!  .42 

.65:2. 03 1  .09 

,05 

.15 

1,961    ,45 
.70l    ,80 

2.631.35 ,2.252.172.201.03 

1.16,   .40 

.69 

.55 

21.02 

.101  .351.... 

T.' 

....     .081.... 

1.6511.36:....!    .754.104.05:1.05 

4,00l   .12 

'.'si 

.22 

22.  46 

sVl\i^ii'  Lock No'fiVlf.'.V.'.'. '.'.'.".'.' 

.■.V.K. 

...       .801   .16 

....     .70,... 

!l5!2.38    .40 

't. 

.101.10 

.4o!2.30   T.  !   .SOI  ir>2,3n,l.wi 

.SO'   .90 

T. 

'f.' 

'.'30 

16.49 

^|.,.;( ,-,  x-ni.' 

...SI  .03;   .4^    .03 

.l7l.oy|  T. 

.19!   .80|.... 

.90!  1-30    T. 

'^62 

.06 

1.5.51    .91 

tv 

..SK'l    SJ        OS        fil   S    ■■'!■->    'Ml        "0 

2  VI    .95 

.10 

.02 

.47 

20. 05 

.9411. OrI.... 

.05 

.53 

■^.02 

.28 

17.59 

■'■.''■  ':a2..'^'[.::: 

nO^ 

....i  .47,1   ..14 

".'u 

.98 

'.00 

.88 

".i'i 

'.'63 

12.48 

....-     ■•..     .46  ... 

T. 

".'2\ 

'.'62|:;:'. 

.911.49'  T. 

1. 

.'is 

'!3i 

.95 

.... 

17,67 

....K.;....     .70   .09 

T 

.48    T. 

.252.10!   .45 

.06 

.08 

.15 

t. 

.4'  1  :n    ,ii';     ■'..  1   ■'.  ■  -    1 

':o3 

.10 

'!45 

15.50 

....L. 

40    .20 

.12 

.70 

.80 

1,20,.,.. 

.08 

1.40 

.80 

.3511  20  ...-!  .702  iri'j.rn   .0,; 

2.10;    .73 

... 

.33 

16.97 

'                     ''■,'',.;;,;••■■ 

....G. 

•••.     .32.... 

.61 

.16 

1.2s 

.08 

".Oi 

.03 

1.12 

,363.]0|....|   .001.804.52    ,82 

.96  2,00 

.23 

.11 

19.21 

A-:                ..'..'.''''?'"'' 

....2.17    .03.... 

.45 

.14 

.37 

,14 

.01 

1.89 

.461,69    .301.02    .02'    .,56  1.31 

,40i   .78 

.60 

.40 

13.34 

.A<iii  i:m       

0. 

.  t  :3    , 1  a ' 

.81 

.59 

.51 

.02 

1.24 

'.'62 

.01L94!    .25    .30    .<  '  2  ■'.'  1  ?'- 

7] 1,11 

:::: 

.09 

.16 

11.67 

Barbuurvilly 

....     ..    :!.,:.;...      ... 

'::: 

.87 

':2s 

i.'ss 

...      ....12.3!    .6H      .-.,    .-, 

'.'oi 

.32 

11.26 

B.'rtiv    

K . 

—  1  "  1  . . .      . .    — 

.24 

.94 

.201.25 

't. 

18 

Vi81.44 

1.14'l.43i  .06,1.461    '■                1' 

',  .^g..-. 

'.'25 

.25 

14.91 

Collcc-'  Hill.  I.orkXo.  U'll  .... 

K . 

.72 

....     .67 

.30 

'!08 

.03 

....,1.23 

VV'   .372.02'    .03'     66           ;         ; 

.  :     .70 

.'ie 

.25 

12.80 

Cii;ii'xTlaiHl  .....    ............. 

....C 

T.  ,1.44  .u;::.y::; 

.04 

.64 

.14 

T.h.S2...'...    2  10            n-        '           ;    .,. 

1.44,  T. 

'.'29 

.33 

9.65 

Kiil;^;>.ii'l:    

::.±. 

::::i';42':i6i:::.  T.' 

.42 

T.' 

'!33!1.'41 

.31 

'!02 

'iisb-v:      :.,..'.    :                   vv 

'125  '.'35 

"02 

'isb 

'io'sb 

F;\nii.;<       

....I,. 

....  1.05'.... 

... 

.95 

....:i.23 

.39 

■..■\i.:-  ....     .                                ^  m 

..     I   .83 

.12 

12.40 

Fl.';'.;i:^-'i:ir':       ....  ........... 

...L. 

.82,.... 

.26  .... 

.70 

.lO'i.60 

.52.. 

...1.24.              _'■!                                                        Ar, 

.70  1.09 

'.'27 

.11 

^49 

13,64 

i-'.u-d.  L.-rk  No.   10!!!! 

....K. 

1.02   T. 

.75 

T 

1.56 

.47 

T. 

';62 

.O3I1.20:  T.  ,     .'    .:   - 

.92 

f.' 

.09 

.26 

13,98 

Civ.m;,:..  li.iiu    oOili! 

....  0 

1.94!   .65 

T. 

.10:1.  52|  T.  :    .1   .       ;'       '  - 

. 

lla/.:i!'l 

. . . .  K. 

ileo  '.07 

.08 

.05 

.28 

.20  .... 

.    ,,|l.30....i    .::■    ■    '    ' 

1.20 

.25 

'9^69 

n,'\d-\h.;-.  Lock  No.  14IIII 

....K. 

'..:'  1.70    .15 

.46 

.40 

.46 

11 

....  1.39 

i    /jj  J,  ,  (1      .:  1       y 

66 

.43 

'.'28 

12,63 

Jai-'ksoii 

...  ■J..'n    ..    1.... 

.45 

.25 

.3.5 

,15!,,,. 

1.40 

.601 1.20    .50  1.  SO      ,■" 

'  -  1.18 

.18 

.29 

12,23 

Ji'iikmsJ!' 

...    1; 

.       .:.'    .43.... 

.25 

.19|   .09 

1.37 

'.'63 

.831  -"3    -69 

.40    .1         '  . 

,   "    .90 

'.'62 

.29 

.25 

8.74 

Livingston 

( ' 

'  2'i                   1 

.30 

'.'19 

'^31 

.10 

'.'91 

.41 

.431.80 

.... 

1,26    .;: 

1    '7  1.05 

'.'45 

.48 

12,59 

L(^;iis;i''  

....11 

...  .m  :is.... 

ies 

.51 

.53 

'■'■■'■]'.'.'.'. 

1.23 

.53 

.41  ■!■■  .   ;  i.'o 

7]     .85.... 

".id 

.22 

10.98 

Mo--';- 111.-'       

(1 . 

. . .    !   .bo    .07 

.86 

.04 

2.1R 

.55 

';08  1.38 

'.'66ll!41 

T. 

251   •''"'■'"'  ''■  f''^  1  ''■'' 

.62  1.25  .... 

.02 

.38 

14.71 

\;  ■,'  ■'                 . 

....C. 

.042. S5..... 
... .11.00..   . 

■:63... 

.04 

".03 

,10 

63 

'."ie 

1.35.... 

.781.08 

.06 

:50    .30    .32|  .88 

...,11.60.... 

'.'57 

.07 

.65 

U.94 

L . 

T. 

.80 

■.'35 

1,64 

't.' 

T 

T. 

2.25 

.26 

r. 

.761.00    .87    .80 

1.50...     ... 

T 

T. 

11.97 

("1  ,   1  :  ■ 

....C. 

....  1.S3  .... 

■  31 

1.47 

','18 



1.74 

.45 

1.27 

";54 

1.12    .11    .5l'l.20 

..Vl.  48  .... 

'.'57 

.2) 

12-09 

ill;-..,'    M    !.,,:,:   ;r.    ,  ' 

() 

....     .22    .18 

.51 

T. 

'24 

ion 

.20... 

t 

.18 

2.40 

.08 

1.50 

.02 

.061.982.92'    ^1 

cp  ■-,   ,  .J         : . . . 

.02 

.35 

15.39 

'..'.B. 

....  1.71  .... 

,21 

.43    .09 

.02 

1  11 

.23 

1.14 

.66 

.42:    .661   ,5ol    '" 

.23 

.28 

9.96 

'M;i'\'iri,'      

....■n. 

...  l.,30  .... 

'.'l5 

'.'io 

T. 

.23 

.01 

.17 

1.38 

.73 

.88 

.03 

,84    .25;   .08      - 

'.'19 

T. 

.12 

8.39 

Pippnr.a^s^-.... 

....K. 

....Il.f.l  .... 

.01 

.20 

.22 

.03 

.14 

t." 

1..31 

.851    ,72 
1,02!,,, 

.091   ■•^*    .26^    .09 

.13 

.02 

.16 

8.68 

.K . 

■    . .  2.  46. ...  . 

.... 

.61 

.24 

.33 

.17 

1.52 

'.'eo 

..56 

.09...         43 

.16 

.30 

11  94 

!;.:  \  -::;i'  .   -,"■  '-  ':'•'.  :: 

.... 

1.1.^1.... 

T. 

'.'r3 

.34 

.12 

.0" 

1.20 

.4l!l.90 

.82'  .77    :■  1   ' 

■f.' 

.28 

13.56 

K 

1    1  ( .     .  ,      

70:  T. 

.101. .50!   ,15 

.10 

1.30 

.40:2.25 

.80     ,M     : 

.15 

:25 

15.40 

vVv'   ■   '  •  '  :■'.  ;■-,■;■..    ;;;; 

.  .  .    li 

.       1   1.:     ..       .03  .... 

.731... 

T. 

.051.60,   .38 

.03 

1.45 

.45|2.48 

t. 

.681, ('5!     ■    :    -' 

.05 

.30 

14.88 

. . .  .1 ) 

.03!     50 

.02  2.13    .66 

03 

.'63 

1,26 

.0.'^|1.40 

.03 

.10,  ,82  1.1--.  i.i'.i 

17  1,.."-   ,  ,  ,  , 

.05 

.34 

12.66 

wiihnnKouror'ii';. ;''.::...;;::; 

...r.. 

.::.  :.(in  ;;i,o :;;; ;:;; 

.021   .11 

m 

.  30 

.20 

1.59 

'.'63 

.751,38 

.SO 

.66    .15:   .38  1.35 

.lUl.lO  ....    .... 

03 

.56 

.32 

12.05 

R-il]ow,Lock  No.  131111 

....K. 

•••■n-- 

...      .75 

61     .66    .12 

1,25 

.75  2.00 

.34  1.25    .85    .821.50 

.30    .72] 

T. 

.38 

14.37 

Except  I 
time  of  ob>'^-.-v; 

(Ref.':. 

llljPr.'r: 


'Ti  Teniir.-ssee:  (Ot  ohi. 


>(■  inriic-ated  observations  are  g-enerallT  made  late 

;  KoB-ular  Weather  Bureau  ■;;  111    ■! :   ;  r  ■,  ;;;-:' 
-'lied  in  the  moniing:  ainoM  ;  ,.,"  -,  i"  ,  ,  ;  .. 
,1  mil.:  not  recorded.        T.  '! m, --.  ,  1  ;  ...  ,  .-.^ :,  <■.,'] 
ea  in  which  station  is  located  is  in. lie] 
(M)  Missis.siupi, 


:!t.  and  precipitation  recorded  is  for  the  24  hours  ending  at  the 

nidnight  to  midnight. 

*  Precipitation  included  in  the  next  following  measurement. 

■)(;nniberland 


CLIMATO LOGICAL  DATA:  KENTUCKY  SECTION. 


January,  193" 


Daily  Temperatures  for  January,  1937. 


■2       3       4       5 


10     11     12     13     14     15     16 


18      19     20     21      22 


24     25     26     27     28      29 


n'egleni   Division. 
_  ,,  S  Maximum  .. 

^aH'0"°   \  Mmimum. . , 

_     ,.    _^  S  >raximuni  . , 

I' arlmgton \  Miuiraum . . , 


■"  ■    )  Minimum.. 

j  Maximum  . 
I  Miulmum.. 

)  Maximum  . 
I  MiuiiHum.. 


»llville§§. 


Central  Di 

Anohoiage 

Bowling  Green 

Danville 

Dix  Dam 

Kiibank 

Frankfort 

Glasgow    

G.ven^bnrg 

livington  

Leitclilield 

L'lxlngton   

Louisville 

Mammoth  Cave 

SI.  John 

-helbyviile  .... 
Stearns ...  — . 
Taylorsville    . . . 


iMaxiuium  . 

rMinimuui.. 
J  Maximum . 
■)  Minimum.. 
\  Maximum  . 
'(  Minimum.. 


S  Maximum 
)  Minimum, 
j  Maximum 
(  Minimum. 
j  Maximum 
'  Minimum. 
j  Maximum 
I.  Minimum. 
\  Maximum 
)  iiiur.rv.n . 


Mt;: 


I  Maximum 
'  MiniinUi!!. 
1  Maximum 


Mi 


un 


(  Minimum. 
(  Maximum 
(  Mininiuti!. 
I  Maximum 
t  Minimum, 
j  Maximum^ 
f  Minimum; 
S  Maximum 


Williamstown 

Kaftem   Di 
Asliland    •••• 


;Maxinivnn 
■  ^!i!•.imllll) 
j  Maximum 
I  Minimum, 
j  Maximum 


Maximum 


)  Maximum 
''"''*^''' I  Minimum. 

Cumberland |  j{ j|,j,„i|jjj 

_  I  Maximum 

''"■■'"'"■i, I  Minimum. 

,,.,,,      _  (Maximum 

Heidelberg /Minimum. 

,..,.,„  .         ( Maximum . 

).lVlng^ton i  Minimum. 

\!„„.,.iii  Maximum. 

■^'^5'="""'= (Minimum. 

•^'i^l^^'-^'oro l^Jf«-r. 

MouM,  Sterling.....   ^^^:^Z 
Hl^eville ^  ${?=?.■ 

Hippap-s 151s;- 

^^'"=''-<' ^^^^: 

"•ini-sbu« i^^f^^-™.' 


26     23i    33 


62     60 

38     28] 
58     58 


^2 

43 

4,8 

56 

40 

37 

46 

59 

H'l 

36 

^J* 

hl- 

3:-! 

45 

5( 

3( 

3-1 

60 

5(i 

32 

38 

65 

54 
62  6S 
49!  55 
68 
501  46 
67 


471     60      631 


48;  .58  B2 

4-1 :  65!  53 

41!  4fi!  61 

2"!  27  34 


41'  n:  ;-'j 

1'.)  29,  ■:.!) 

45  531  68 

20  22,  33 

44  42  47 

19  25  28 
4!  43  58 
17  27  23 
41  49  55 

20  26  29 
50  45!  52 
?0  30  30 


60     65 
36     5« 

6n     68 


51     .50      4d 


70 

75 

48 

40 

H7 

73 

43 

41 

67 

72 

33 

44 

63 

72 

4fi 

43 

5fl 

68 

48 

51 

65 

71 

5r 

52 

71 

T>. 

52 

51 

T\ 

76 

44 

41 

71 

75 

44 

42 

58 

68 

53 

bt 

73 

48 

48 

36  3b 
38  62 
do     35 


30     2i      3S      3h 


27     23     3o     iA 


35     S5      61      CV     40      35 
"i"      3'     32        I]     4t       2hl     24 

4h'    45     4fi|    o9     rj     r,    5 


42      61      66      f4 


39 

4^      t2 

32      4^ 


4-  32  231  ( 
C  57!  !6  5< 
4')      31      24,     3 


6j      66]     38      55 


69      43     28      i) 


-,, 

5 

3 

V 

5;-! 

41 

45 

3  ■ 

"i" 

•^>. 

38 

H- 

3 

2. 

5" 

4~ 

39,  3  8 

StJ      3i  23  18 

62      C2        8  ol 

35      36  22  15 


38  S4 
66  56 
33      47 


37  Ol 
i2  3i 
49 

2ol     31 


41      ..!      24      ?s 


441     21      \1 


35,     5f       51      40 


52      591  5b 

'2      28!     37!       5  38 

64  54 

25      26     to     i6  37 


J5  Instruments  arc  road  in  the  mornin?:  '.he  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on 
«."  •  etc.  indicate  rpspcctlvdv  \.  2    :i  -K-..  davs  mis.qing  from  record. 
•f:   H  O    Lotiisvillo.  2-27-37  22')!i      • 


chicl)  it  almost  alway.^ 


54 
38 
50      57 


5U  4 

35  2 

"50  3 

"32  3 

48  8 

30  7 

52  6 

34  5 


54  4 
34  6 
52  8 
37  I 
56  1 
81  2 
50  8 


3^ 

36 

34 

,q      .. 

5; 

S|      3H 

'/ 

5t|     '■^ 

-> 

3qI     42 

47 

., 

53 

53 

36 

32 

39 

nQ 

56 

56 

1 

f 

/  4 
3  5 

5f 

55  7 

IK 

3"  8 

f 

T  2 
3     0 

-■    0 

3l 

35  1 

V, 

Ml   1 

6 

' 

3' 

n 

5)  5 
34   4 

1 
H 

5^ 
41 

ui   8 

°0 

44 

.5  6 

60 

6C 

S>   1 

^' 

45 

3-.  9 

60' 

55 

60  7 

'H 

4f 

38  9 

-a<f 


U.  S.  DEPARTMENT  OF  AGRICULTURE.  WEATHER  BUREAU. 


CLIMATOLOGICAL    DATA, 


13 


Vol.  XLII 


KENTUCKY     S  ]*:  C  T  I  O  N 

J.  li.  KENDALL. 

Louisville,  Ky.,  Kkhkhary,  1937 


No.  2 


OENERAl,  SUMMARY. 

Temperatures  averaged  somewhat  below  norinal,  but  brief 
intervals  of  unseasonable  warmth  caused  some  growth  of  winter 
grains  and  pastures.  On  the  lands  with  good  drainage  they 
continued  to  improve  slowly.  Early  shrubs  began  to  put  out 
leaves.  The  untimely  advance  of  vegetation  was  checked  by  the 
cold  week  at  the  end  of  the  month. 

Precipitation  averaged  about  two-thirds  of  the  normal  amount, 
but  occurred  so  frequently  as  to  keep  the  surface  soil  wet  most 
of  the  time.  Despite  the  light  rains  soil  drainage  improved 
slowly  and  standing  water  on  uplands  disappeared.  Overflowed 
bottom  lands  along  the  Ohio,  Green,  and  lower  courses  of  the 
Cumberland  and  Tennesse  rivers  gradually  emerged  from  the 
middle  of  the  first  week  to  the  end  of  the  month.  In  the  region 
of  the  jNIississippi  and  lower  Ohio,  large  areas  remained  covered 
throughout  the  month.  The  soil  was  too  wet  at  all  times  to 
permit  of  plowing.  Land  that  had  been  plowed  early  in  the 
winter  was  badly  run  together  by  the  heavy  rains. 

Toward  the  middle  of  the  month,  as  the  soil  settled  and  fields 
could  be  entered,  farmers  began  sowing  clover  seed  and  prepar- 
ing tobacco  plantbeds.  The  light  drizzly  rains  interfered  with 
this  work.  It  was  only  during  short  periods  that  anything 
could  be  accomplished;  hence  progress  with  spring  work  was 
slower  than  usual,  and  the  month  closed  with  farming  opera- 
tions rather  backward,  ^foderate  to  heavy  snow,  strong  winds, 
and  low  temperature  in  the  last  week  put  an  end  to  outdoor 
work. 

Frequent  freezing  and  thawing,  with  the  surface  soil  full  of 
water,  caused  some  lifting  ctfect  on  winter  grains.  The  plants 
were  generally  well  rooted  and  resistant,  therefore  the  damage 
was  not  great.  Overflowed  grains,  pastures,  and  meadows  reap- 
peared from  the  mud  and  water  in  poor  condition,  with  some 
areas  seemingly  dead.  However,  as  subsurface  drainage  im 
proved,  they  sjiowcd  feeble  indications  of  recovery.  The  type 
and  frequency  of  rainfall  were  favorable  for  handling  tobacco, 
and  the  delays  of  the  preceding  r^onth  were  largely  made  up. 
Rye  pastures  were  available  in  places,  also  bluegrass  on  south 
slopes,  but  the  soft  turf  made  grazing  inadvisable. 

TEMPERATURE. 

Temperatures  varied  rather  sharply  in  short  periods.  They 
ranged  from  5^  to  19"^  below  the  normal  daily  mean  in  the 
first  live  days,  the  last  week,  and  a  few  days  near  the  middle 
of  the  month.  In  most  districts  the  coldest  days  were  the  11th 
and  -ioth,  when  minima  of  11^  to  16°  were  reported.  Daily 
e.Kcesses  of  o'^  to  '  "1°  occurred  in  the  periods,  6-8th,  12-loth, 
and  18th-"21st.  The  range  for  the  State  was  between  11°  at 
several  stations  on  the  11th  or  25th,  and  78^   at   Pikeville  and 

Pippapass  on  the  Sth.      

PRECIPITATION, 

In  the  southeastern  enunfies  and  at  a  iVw  northeastern  stations  j 
the  monthly  preeipitatien  ranged  from  ;;.    to  4..")  inches.      These  I 

ilistrii'ts  rfCHivi'.ii   apr'ri)xiiii:iti;lv  the  luinniil  in;:oinit.    1  Iuto  wa;-  a  general  decrease  1 
n(irtlnve>t  tounrrl  tin-  (I'lin  \V\\>'\-      ^'■.•\\t^n>  \w\w  tli^'  -fD-ii!ti  from  I'liidii  Connty  to  tl'e 


MISCELLANEOUS. 

/J«rr«.-The  Rreat  flood  of  January  I!)37,  subsided  riipidly  iti  tlie  upper  Ohio  during 
the  first  week  and  very  slowly  In  tlie  lower  riier  toward  the  end  of  the  month.  The 
river  foil  below  flood  slai?e  at  Ashland  on  the  .M;  Cincinnati.  5th;  LoulHvlllc,  7th; 
Kvansville  Ifitli ;  Cnlro.  'JTIh.  The  orc^t  al  cairn  was  69.C  feet,  on  the  8d.  Ground  water 
rc'iiiiiitii'il  \\\v,\\  in  l,r>iiis\illi>  and  ciiiiM  d  inn.  h  tionblein  basements  until  the  close  of  tlio 
iinirilli  11  is  (iiliriallv  I'stiniaird  t  hill  -M  liiil  Miin.-rsof  the  State  suffered  flood  loHHeil 
aiJurrKalini;  $U),(iO(),iiOO.  Karni  lioiii.-  l.i  lli.^  numhrrof  1,45H.  and  5, lOiS  other  buildings. 
wei-e  du.stroyed,  Durinj?  the  Hood  ni  riuit.iiKju  u.\(;e.ssivo  erosion  occurred  on  nearly 
1,600,000  acres,  and  deposits  of  silt  and  gravel  on  244,000  acres.  It  1»  estimated  that 
half  of  the  1M6  hurley  tobacco  crop  in  warehouses  had  been  damaged  to  Bonie 
e.xtent  by  flood  water. 

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric    pressure 
(reduced  to  sea-level.) 

Wind. 

Relative 
humidity 

stations. 

1 

1 

1 

-    1     > 

'IP 

1 

\ 

s 

"3 

Cairo 111. 

Cincinnati Ohio 

Evansville. Ind. 

Louisville    Ky. 

30.  08 
30.  06 
30.  Oh 
30.  OS 

30.66 
30  67 
30. 6< 
30.72 

2 

2 

2 

29.4.5 
29.30 
29.38 
29.. 39 

21 

U.4I82 

iMI  ^^ 

12.9    41 

sw. 

BW. 

sw. 
sw. 

21 
21 
8 
21 

87 
74 
72 
76 

83 
65 
64 
67 

68 
66 
69 

S6 
46 
46 
51 

COMPARATIVE  DATA  FOR  FEBRUARY. 


Temperature. 

Precipitation 

Number  of  days 

"5 

o  g 

Year. 

i 

9 

g 

5 

1 

3 

% 

< 

II 

5 

« 

£ 

1889 

34.1 

74 

3 

1.91 

1»«0 

45.6 

86 

16 

7.98 

42.2 
42.2 

76 
70 

0 

4.72 
2.92 

1892.... 

37.7 

70 

3 

4.40 

1894 

34. 6 

74 

4.66 

1895 

25.9 

80 

-  18 

0.66 

6 

12 

8 

37.4 

81      -     2 

3.06 

9 

9 

12 

39.8 
37.4 

??      -^^ 

5.75 
1.61 

1.2     11 
2,6       6 

8 
10 

189.S 

10 

1899         

26.2 
32.5 

?^1=1 

\^. 

10. 8i     11 
7,0i     12 

9 

7 

13 

1900 

13 

1901....    

32.4 

71             1 

1.27 

2,lj      6 

10 

11 

19:»2 

27.9 

1.30 

2.8|      7 

10 

12 

1903 

37. 5 

75      -  16 

7.28 

6.i;    9 

11 

18 

1904 

35.2 

75     -     2 

2.32 

2,6'       7 

11 

10 

190.5 

27.9 

67      -  16 

2.44 

3,9|      9 

10 

5        13 

34.7 
35.7 
35.6 

75     1-  32 
73     1-  10 
70     1         2 

1.81 
3.06 
5.56 

5,9i      7 
7,6!      9 
3,1      13 

9 

5           7 

5    i     12 

laoa.... 

5         15 

42.4 
32  9 

75     -     8 
66     \-  12 

8.17 
4.70 

i,o;    11 

11.9!     10 

12 
12 

I'.ilO 

4        12 

1911... 

42.0 

80     1       11 

3.25 

0  41       9 

10 

4         14 

29.7 

68     1-  14 

3.08 

3,3       7 

10 

5         14 

1913   . 

34.8 

77     1-     2 

2.94 

1.4i       7 

14 

6    1     11 

32. 2 

69     i-     2 

4.14 

7.21     11 

10 

5     1     13 

41.9 

75           13 

1.74 

0,2       8 

13 

3.5.0 
34.8 
39.3 

72     1-     4 
80      -     9 

2.99 
3.51 

2.04 

5,0       9 

4,7       8 
0.6       7 

11 
9 
11 

11 

83 

_     8 

10 

1919 

38.6 

69 

12 

1.79 

1.1        9 

11 

12 

1920 

35.7 

71 

0 

2.27 

3,8'      9 

8 

16 

41.3 

77 

3.20 

8.9i     19 

8 

15 

41.3 

76 

4 

3,58 

08     10 

8 

14 

1 9  )3 

34.6 
36.0 

74 
71 

-     \ 

4,67 
!    2,56 

1.6!    10 
1.9       9 

10 
9 

13 

1924 ... 

15 

44.0 
41.1 

76 
70 

4 

1    3. 91 

1     3.14 

0.8'      9 
1.4     19 

12 

8 

1426 

13 

1927 

45.6 

81 

15 

1     2.65 

4.2     11 

10 

6    1     12 

38. 1 

i       '^2 

5 

2.48 

1.0     10 

u 

4          14 

31,2 

'       68 

—  14 

3.58 

12, 6       9 

10 

7     1     11 

I4"n 

-!V  1 

80 

2 

3.49 

0  5       8 

11 

7     1     10 

I.;.;! 

-11    (i 

76 

12 

320 

0  31      « 

12 

4          12 

82 

15 

1     3.36 

T,         8 

14 

5         10 

.ST  .  S 

75 

-     9 

4.25 

4,4      12 

13 

8    1     10 

81.8 

72 

-  -.9 

2.20 

8,0       7 

12 

7     i      9 

1 "  ■ ' 

40.1 

73 

ft 

2.36 

0,6       8 

9 

7    !     12 

:«.  1 

79 

-   14 

\    1.S5    j      5.!5|      9 

12 

5    1     12 

!'■    ~ 

3-<.S 

11 

1     2.40           4.2:     10 

8 

8    1     12 

Pnriod 

36,9 

86 

-  30 

3,37     1       3.71       9 

10 

6    1     12 

t43  year  averages. 
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Climatological  Data  foi  February,    1937. 


Western  Division. 

Birmingham 

Ualliouii   

Earlington 

Fords  Ferry.  Dam  50  . 

Greenville  

Henderson ••• 

Uopkiiisvllle 

Lo  velaceville 

Mayfleld 

Murray 

Owensboro 

Owensboro,  Dam  46.. 

Paducab  " 

Princeton 

Ramsey,  Lock  2  t 

Rus.sellville 

Uulontown.  Dam  49. . 

Central  Diiision. 

Addison.  Dam  45 

Anchorage 

Bowling  Green 

Browusville.Lock  6J.. 

Burnside 

(Jarrollton.Lock  1 

Cold  Spring,  Dam  36. . 

Danville 

Dix  Dara.  Burgin 

Eadsville   

Eubank  

Frankfort 

Gest,  Lock  3 

Glasgow 

Grant,  Dam  3S 

Greensburg 

High  Bridge,  Lock  7. 

Irvington 

Lancaster 

Leitchtield 

Lexington 

L,ittlenickraan,Lnck  .s' 

Lockport,  Lock  2 

Louisville 

Mammoth  Cave 

6t.  Jonn 

Salvisa.  Lock  61 

Shflbyville 

Shepherds  ville 


Marshall  — 

McLean 

Hopkins 

Crittenden  . . 
Miihlenourg. 
Henderson . . 

Christian 

Ballard 

Graves 

UuUoway    ... 

Daviess 

Daviess 

McCracken. . 
Caldwell  .... 

McLean 

T/Ogan   

Union 


Breckinridge 

.leltersou 

Warren 

Edmonson  .  . . 

Pulaski 

Ciirroll 

Campbell   — 

Boyle   

Mercer 

Wa^'Tie 


Taylorsville 

Tyrone,  Lock  51    

Williamstown 

Woodlniry,  Lock  4  t. . . 
Etiftern  Division. 

Annville 

Ashland   

Barbourville 

Berea 

Coll"ire  Hill.  Lock  11... 

Cumberland  

Cyutiiiiiua 

f  ahnouth 

Fanners   

Flemin{,'8bur<);    

Ford,  Lock  10*; 

Greenup,  Dam  30 

Hn/.»rd 

Hpid.-lberg,Lockl4  ... 

Jaekson  

.lenkins 

Livingston 

Louisa 

Maysville 

Middlesboro 

Mount  Sterling 

Oneida    

Oneonta,Dttm35T 

Paintsville 

Pikeville 

Pippapags 

Quicksand 

Ravenna,  Lock  12 

Kiohmond 

Viilley  View.  Lock  9. . . 
Vanceburg.Dara  32  — 

Williamsburg 

Willow  Lock  13  . .. 

State  averages  and  ox 


Green  

.fessamine 

Breckinridge   .. 


Henry 

.Tefterson  . . 
Edmonson  • 
Hardin.... 

Mercer 

Shelby  .... 

Bullitt 

McCreary  . 
Spencer  . . . 
Anderson. . 

Grant 

Butler 


Jackson  

Boyd 

Knox 

Miidisou 

Madison 

Harlan 

HMrriHOn 

Pendleton 

Howan 

Flemiiisr   

Chirk    : 

Greenup 

Perry  

Lee    

Breathitt 

Letcher 

Rockcastle  . . 

Lawrence 

Mason 

Bell 

MoTitgomery  . 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breathitt 

Kstill   , 

Madison , 

Miidieon.    .... 

T,ewis 

Whitley 


Temperature,  in  degrees  Fahr. 


Precipitation 


+  1.3 
+  0.1 


l.Sa— 2.29 

2.2.5 !  0.90 

Miu  -2.0.3  0  40 
1.76-1.5.|j  0.68 
1.50-1.35  0.40 
1.72: -0.90 
2.  U -1.20 
2.45-1.04 
2.24-0.98 
1.89-1.59 
1.921-0.40 


2. 03; -0.63 
1.6h|-l.l 
1.27-2.3 
2  21-1.7 
2, 93! -0.8 
1.35] -12 
1.61-0.7 
2.23-0.9 
2.82-0.65 
2.74!.. 


2.08  -1 
2.17-0 
1.52-1 
1.84-1 


-0.S8 


1.12 


0.95 


1.74 

4.43 

2.fiS 

2.03-0.96;  0.44 

2.58|-0..V2i  0.71 

2.54I-O.55    0.91 

2-55| 


2.7"- 
3.35 
4.70 

i'.hi 

3.85+0.75   1.55 

4.19+017    1.98 

hO 

.12 
'  -0.9f>;  0.27 

; I  0.95 

.  fU.eil  1.64 

■; i  1.75 

1-0.90    1  30 


-0.42 
+  1.06 
-0.  72 
-0.29 

+0M 

+6.' 15 
+0.75 
+017 
-0.84 

0  7,-) 


2.55|-0.H2|  1.04 
3.35-0  OS;  1.4f) 
3.98:+0.47  1.63 
2.64'-0.21;  1.30 
2.40i-0.S7i  2.01 


Number  of  days 


Tennessee  Valley  Authority. 
W.   A.   Taylor. 
Brick  Soutlnvorth. 
Lockmaster. 
C.  R.  Lovell. 
Prank  Street. 
W.  K.  Gnues. 
Bliiiiip  Maioiie. 
Mrs.  Joe  Payne- 
Harry  15.  Arnold 
Henry  S.  Berry. 
Lockmaster- 
t!oe  Lahore. 
Iir.  W.  L.  Cash. 
Lockmaster. 
Wm.  Shflton. 
Lockmaster. 

Lockmaster. 


Loikma^tur. 

T.  A.  Louis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

C.  W.  Williams. 

Lockmaster. 

Mrs.   Katie  Payne. 

Lockmaster. 

Lockmaster. 

R.  L.  Bi-atty. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcor 

Lockmaster. 

\V.  .1.  I'ig-ffot. 

Walter  Killion. 

H.  H.  Willis. 

C.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau. 

Ivan  J.  Ellswo'th. 

Sisters  of  Loretto. 

Lockmaster. 

Miss  KuiiiKatta. 

A.   McLood. 

Geo    Wright 

iilizabi-th  .1.  Bourne. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster. 

W.  A.  Worthington. 

Lockmaster. 

Mrs.  Kalpli  Tuggle. 

Luther  JI.  Ambrose. 


.ster. 


C.  Bertrand  Fields. 
p.  H.  Kelioe. 
J.  V.  Oldham. 
Mrs.  R.  F.  Stamper. 
C.  A.  Glascock 
JjOckma>ter. 
Lockmaster. 
<■!,:.»    U.  Ihrig. 
Lockmaster. 
J  as  T    GolT. 
R.  J    Hiward, 
B.  H.  (ir-lVin. 


Lockmaster. 
Lockmaster. 
John  W,  Stephens. 
Lockmaster. 


All  temperature  data  are  taken  from  .self-registering  thermometers.  v,  „,,vi„,„,  „=  h<.,m  ton  nr  more  vears  of  reeord  h 


Reference  letters. ',  \  '.  appearing  in  the  table  iiidicate  number  of  da.vs  missing;  for  «-'^\"iP'«-;] '•^P^f^^^'f^YeTsVia^"^^^^^ 
*  Also  on  other  dates,    tt  Received  too  late  lo  be  included  in  means  and  summaries  I    Precipitation  is  less  tnan 

^Post-omce  addresses:  -Lock  5, Lawrenceburi;,  Ky.  ;  Lock  6,  v  erBiulles,  K 
Oneonta.  California.  Ky. 


01  inch  rail 
k8.Niclioliif.vill-.  Kv   :   Lock  in.  Rod  ILmse  Ky.  : 
•  •  Precipitation  by  U.  S.  Engineers. 


February,   15)81 


ClJMATOLOCaCAL  DATA:  KENTUCKY  SKCmON 


Dally  Freoipltatlon  for  February,  1937. 


Birmingham  

Oalliuun 

RarliiiKton 

Fords  Ferry  Dam  60|||..-- 

Greenville 

Henderson 

Hopkinsvllle 

LovelacevUle 

Mayfleld  

Murray 

Owensboro 

Owensboro,  Dnm  46  II  li 

Padupnh — 

Princetoui      

Humgey ,  Lock  No.  2  II II  — 

Kiissenvillelll    

Uniontowii.  D;iin  49ilil 

OiUiul  Dii-igion 

Addison,  Dam  45.  |||| 

Ani-horage 

Bowlinpr  Groen 

browusviUe,  Lock  No.  611 II. 

Burnsidellli   

CarroUton  |1||  (I-ock  No.  I)  . 

Cnld  Spring,  Dam  3611 II 

Danville 

Dix  Dam,  Burgin  111! 

Eadsville  III 

Kubank  

Prankfortllll  

Gest.  Lock  No.  3  II II 

Glasgow 

Grant,  Dam  3311 II 

OreensbiirR 

High  Bridge, Lock  No.  71i!l. 

Irvington   

Lancaster  II II 

Leitch field   

Lexington  *** 

Little  Ilickmsin,  Lock  No.  I 

Lockport,  Lock  No .  2  II II 

Louisville*** 

Mammoth  Cave 

tit.  .lohn 

Siilvis;!,  Lock  No  6  II II 


12      8      4       8       6      7 


ille. 


Tyrone,  Lo 

cicNo.51iii 

Williamsto 

A'oodbury 

Lock  No. 

Eastcni  I> 

Annvir.e  . 

.•\Slll!Ul(l  11 



B.Tca   .... 

('oll(-'e  Hi 

1.  LockNi 

CuilllHThll 

(1  ■■••.   .. 

Fleir-inusbur-jni 

Ford, Lock  No.  10  III! 

Greennp,Dam   301111 

Hazard  II" 

n»irU>ll)pr?.  Lock  No.  141111.. 
Jatksnn    ^ 


9     10     11     12     18     14     18     16     17     18     19     20     21     22     28     24     26     26     27     28     29     80 


.50' 2. 01 
.951  .511.... 
.36'  .231... . 
.71  .bi'.... 
.91'   -di'.... 

wji.co!  T 

l.Sol  .60  .... 
is:  .851.40  .... 
02  .22:1.19  .05 
05  .29'l.  12  .10 
22    .39:1.75    .04 


rs  ... 

. ..  1.55!  .73  ... 
■  9=1    .21:1.9H... 

.70  ..  I  .so!  r, 

.22  .231.121... 
..  .2R!  .25  ... 
.02  .211  .95  .1 
.22I  .04.1.f,4!  T. 
.341-...  1.75,  T, 
T.  11.30]... 

r.  I  .ii|  .81  ... 
..-I  .2.5I  .75... 


.11^  .101  T. 
T.  I  .10!  .10 
.05!  .051  .12 
.21:  .24  .03 
.171  .041  .09 
.20    .lOj.  05 


T. 
.3 

.28    .05 


2.08 
1.68 
1.27 
2.21 
2  95 
1.35 
1.61 
2. S3 
2.32 
2.74 
2.08 
2.17 
1.52 
1.84 
1.13 
1.95 
2.63 
1.51 
1.96 
2  28 
2.77 
2.17 
1.88 
L65 
2.42 
1.33 
2.25 
3.10 
2.35 
4.10 


time  of  oh.;. 
( R°  I'- 
ll II  Fr 


idicated  obser\-ations  are ; 


Ae  ■ 


afternoon.  1 


sunset.  a.nd  precipitation  recorded  is  for  the  24  hours  ending  at  the 


I  Regular  Weather  Bureau  station:  precipit 

li  -ured  in  the  morning :  amoiiut  tlifn  n^cordt 
<.  ;ails  not  recorded.       T.  Trace,  or  less  than  0.01  inrl 
■ea  in  which  station  is  located  is  indicated  as  follows:  CH)  Big  .'■•andv 

(M)  Mississippi.  ^LoneOak. 


for  the  24-hour  period,  midnight  to  midnight. 

the  preceding  24  hours.       *  Precipitation  included  in  the  next  following  measurement. 

:L)  Licking:  (K)  Kentucky:  (S)  ?alt:  (G)  Green:  (C)Cumberland  ■ 
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Daily  Temperatures  for  February,  1937. 


n'titern  Dnisi^i 


Calhoun  

Earlington  . . . 
Greenville.'. . . 
Hendersou  — 
Hopkliisville 
I,ovi;laceville  . 

May  field 

Murray  

Owensboro  ... 

Padupah 

Priueeton 

Riissellville§S. 


Maximum  . 

•  )  Minimum.. 

j  Maximum  . 

••  (  Minimum.. 

I  Maximum  . 

■  •  I  Minimum . . 

)  Maximum  . 
(Minimum.. 
\  Maximum  . 

■  ■  i  Minimum . . 

\  Maximum  . 
■■  (  Minimum.. 

j  Maximum  . 
••  )  Minimum.. 

j  Maximum  . 
••  I  Minimum.. 

J  Maximum  . 

••  I  Minimum.. 

;MaximimT  . 

••   :Minimum.. 

(  Maximum . 
••  I  Minimum.. 

j  Maximum  . 


Central 

Amliorage 

Bowling  Gre>»n.., 

Danville 

Oix  Dam 

K\ibaiik ■ 

Frankfort 

Glasgow    

Greiinsburg 

Irvingtoii  

Leitchfield 

Li^xingion   

Louisville 

Mammoth  Cave. 

SI.    lohn 

Khelbyville   

Stearns...   

Taylorsville   

Williamstown  — 
Kastem 

Ashland    

Kerea 

Cumberland 

Farmers 

Heidelberg 

Livingston  ...    : . 

Maysville 

Middlesboro 

Mount  Sterling  .  ■ 

Pikeville 

Pippapass   

Qnicks^ind 

Richmond —  — 

Williamsburg  — 


....j 


Minimum 


\  Maximum  . 
I  Minimum . . 
\  Maximum  . 
)  Minimum.. 
\  Maximum  . 
i  Minimum.. 
(  Maximum  . 
1  Minimum., 
j  Maximum  . 
i  Minimum. . 
)  Maximum  . 
/  Minimum., 
j  Maximum  . 
l  Minimum  •  • 
\  Maximum  . 
I  Minimum.. 
\  Maximum  . 
)  Minimum. . 
j  Maximum  . 
)  Minimum.. 
\  Maximum  . 
I  Minimum., 
j  Maximum  . 
)  Minimum. . 
(  Maximum  . 
)  Minimum.  . 
)  Maximum  . 

Minimum.. 

Maximum  . 

Minimum. . 
;  Maximum  . 
:  Minimum . . 
j  Maximum  . 
!  Minimum . , 
J  Maxinmm  . 


Mi 


num. 


j  Maximum  . 
■■  1  Minimum.. 

J  Maximum  . 
••  (  Minimum.. 

I  Maximum  . 

■•  I  Minimum.. 

Maximum  . 

■•  I  Minimum.. 

j  Maximum  . 
••  I  Minimum.. 

(  Maximum  . 
•■i  Minimum.. 

)  Maximum . 
••  /  Minimum.. 

j  Maximum  . 

:  Maximum  . 

"   : Minimum.. 

j  Maximum . 

■•  'i  Mininmm.. 

)  Maximum  . 


rMaximum . 
■■   :Minimum.. 

: Maximum  . 
■'   :Minimum  . 

:Maximum . 
■    :Minimum.. 


37:    38     40     5i     60 


I  31'  18  82! 

341     40'  86  45  55i 

18     25;  30  15  33 

31      33  33  36,  461 


40l     34'     45      541     65 


3fi 

53 

27 

60 

72 

53 

33 

43 

■26 

7(1 

74 

52 

32 

bV 

21 

24l  1' 
481  34 
26'     19 


j|     58 


"\ 

" 

J 

50 

43: 

31 

551 

50 

45 

33 

55 

50 

4< 

29 

48 

46 

41 

31 

d!     52-    42' 


f,l      56      40i     45 


50;     601     50      461     fi 


62 

31[ 

73 

73 

44 

■Af, 

76 

76 

4(: 

3( 

76 

74 

46 

33 

75 

66 

37 

3r 

72 

7f 

56 

3ft 

75 

(iV 

5f 

31 

7f 

7? 

47 

3< 

78 

77 

2? 

35 

77 

76 

4.i 

32 

6;- 

76 

4( 

3- 

75 

7( 

68 

3. 

?0 

18 

32 

32 

45 

52 

lb 

'" 

36 

30 

50 

6i 

111 

2n 

36 

?4 

47 

66 

21 

21 

30 

39 

41 

57 

V 

^4 

32 

4:- 

46 

58 

2;- 

n 

3( 

3i 

43 

fi« 

22 

1;- 

28 

■A; 

44 

57 

2: 

16 

24 

54 

56 

401 

50     52 

85     29 


63'     49 

35]     3(1 
53     51 


571  52 
30|  - 
6fi| 


3I     30 
56     54 


581     621    42 


36 

26 

ei 

40 
68 
41 

^7 
52 
28 

57 
32 
60 

'i 

6OI     55     56'     65 

28     30' 

66'    43 

281  27)  35 
441  46 
28:  36 
401  *(> 
28 


26 

60I 

22  29 
581  50 
401  30 
B8|  64 
32 


28 


31!  35 
411  42 
23     35 


26     27     28      29 


321    28      29      24 


451     42  39 

311     20  26 

46:     4o!  39 

28l     191  19 

401  40 

161  !■* 
34i 

11]  23| 

44:  43; 

201  '^'^1 


80|     4B 

^8'     68 
40      42' 


27      SO      261     20 

57      47      481     44 


141     ^21     26     22 


211     18:  '22' 

44I     46'  36i 

20!     2b  28! 

61 


24! 


421     35'     241     31 


'3  i'r\  il\  B 


58  651 

33'  441 

60!  61 

34!  43! 

.581  63 


S3'     441     32;    26 


42 

42 

^l 

32 

25 

34 

42 

25 

3(1 

25 

15 

36 

4? 

26 

26 

22 

13 

U 

45 

41 

4ll  381 

16:  19 

40:  381  38]  31 

18'  22i  24I  191 

46:  4fi'  3«i  4"i 

30|  24|  21!  30 

40!  39|  -Ml  i2l 

16'  22:  20  28' 

.jn'  ^0'  40  :?5 


16     23]     23i     '.^6 
39|     88[     39;     36] 


21I  21!  20| 
351  33i  3f^! 
231     271     29! 


40:  40 
27  23 
44      44 


54 

64 

41 

45 

40; 

41 

:'.31 

24 

28 

26 

- 

'■''1 

55 

hi 

<^' 

38! 

27 

33 

32! 

57 

68] 

44 

39! 

«3 

32I 

32 

30] 

35!     34'     44      47     24 
46     661     64,     1:61     47I 

84i     29J     41:     87,     25j 


s§  Instmraents  are  read  in  the  morning :  the  maximum  temperature  then  read  is  fiharsred  to  the  preceding  day. 
.1.  •  RtP.  i'ldiffltp  respeotivplv  1.  2.   3  (>tp..  dftvs  missing  from  r«ftord. 
B  O   Louisville    3  25  37  HOC 


rhich  it  almost  always  occurs 


46.8 
3i.6 
48.4 


29.3 
45.4 
28.0 


49.1 
29.7 
47.7 
28.4 


47.3 
28.8 
44.3 


27.6 
46.9 
28.0 
49.9 
27.5 
44.7 


48.8 
23.2 
49.2 
29.1 
62.1 
28.4 
49.2 
26.4 
43.6 
2k. 8 


45.7 
25.3 
a51.6 
•29.4 
46.5 
26.5 
51. n 
28.9 
51.0 
27.6 
•49.6 
•28  3 
46.5 
29.3 


'U2^ 
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GENERAL  SUMMARY. 

From  the  standpoint  of  growth  and  spring  work  the  prevail- 
ing cold  weather  was  decided!}'  unfavorable.  Warm  weather  in 
the  first  decade  caused  winter  grains  to  make  some  growth,  and 
advanced  fruit  buds  too  far  in  the  extreme  southern  counties. 
Peaches  were  damaged  to  some  extent  in  that  section  later  in 
the  month.  After  this  period  of  v/armth  temperatures  generally 
below,  normal,  with  frequent  hard  freezes  at  night,  prevented 
any  marked  advancement  of  vegetation.  The  cold  weather  was 
favorable  for  fruit  in  the  northern  districts,  where  buds  remained 
sufficiently  dormant  to  be  safe. 

The  low  temperature  and  the  frequent  freezes  delayed  the 
drying  of  the  soil,  but  drainage  improved  slowly  because  of  the 
light  precipitation.  Plowing  was  resumed  and  potato  planting 
commenced  toward  the  end  of  the  second  wevek,  when  the  soil 
became  dry  enough  to  be  worked.  Continued  cold  weather  re- 
tarded the  work,  so  that  normal  progress  failed  of  accomplish- 
ment. Most  tobacco  plantbeds  were  sown  early  in  the  month, 
but  the  work  was  not  completed  until  near  the  end.  Because 
of  the  cold  and  impossibility  of  growth,  there  was  a  tendency  to 
delay  all  planting  until  late  in  the  month.  This  condition  so 
affected  seeding  to  clover  and  lespedeza,  that  the  work  was  two 
to  three  weeks  behind.  Early  sowings  of  these  plants  were 
killed  by  the  severe  freezes  of  the  second  decade. 

The  general  improvement  in  soil  drainage  favored  winter 
grains,  which  shov/ed  no  injury  of  consequence  from  the  freezes 
The  soil  soon  became  dry  enough  that  the  lifting  effect  of  the 
freezes  was  slight  or  absent.  Also,  the  deeply  rooted  and 
stocky  plants  resisted  unusually  well.  Except  for  fields  that 
had  been  overfiowed,  wheat,  rye  and  barley  improved  slowly. 

The  month  ended  with  all  spring  prepo rations  in  a  backward 
condition  and  vegetation  behind  its  usual  stage;  but  the  upland 
soils  were  generally  workable  and  progress  was  increasing.  Ex- 
cept in  the  most  favored  localities,  pastures  had  made  no  growth 
of  importance.  

TEMPIEEATTJSE. 

A  week  of  relatively  warm  weather,  with  daily  excesses  of  4° 
to  16^,  occurred  early  in  the  month.  There  were  a  few  days 
with  moderate  temperature  in  the  week  following  the  18th. 
The  remainder  of  the  n.onth  was  decidedly  cold.  Daily  defi- 
ciencies in  the  periods,  1st,  13-17th,  and  26-29th  were  10*^  to 
20^.  The  range  for  the  State  was  between  77°  on  the  20th  at 
Quicksand  and  6°  on  the  1st  at  Cumberland. 

PBECIPITATION. 

In  most  districts  along  the  Ohio  River  precipitation  was  less 
than  one  inch.  It  increased  southward  to  about  1.5  inches  in 
the  central  counties  and  2.0  inches  at  som.e  southern  stations. 
The  average  for  the  State  wc.s  less  than  one-third  of  the  seasonal 
amount  Moderite  to  hcavv  pucipitation  laigelj  snow  oc 
cujred  u  the  p  nod  1  1j  U  ^i  ht  to  moderate  lam  iirej,u 
larh  ci  ti  bu  (C  Tva  lepoited  oi  the  4  Jthand24  2 3th  '^cat 
tered  p  eiuil  t  on  cecuncd  ii  the  periods  1st  2q  b  14th  ind 
17th  ii'^t  ']h(  ficqucii  d  pi  i  it  tion  w  i<5  high  but  Iht 
n     I  I    tions  in  ^o  lie  c   tienif^ 

1         n  ]      'i       c\     1   \  1   the 


MISCELLANEOTIS. 

March  25.-A  tornado  In  Fayette  and  Clark  counties  couscfl  damairc  cstlmatf-fl  at 
$160,000.  Five  porsons  died  a.s  a  result  of  the  storm  and  23  others  were  Injured.  Tlio 
storm  betraii  at  Athens,  Fayette  County  and  moved  nearly  east  throuch  the  southerii 
edgeof  Winchester  to  a  point  about  five  miles  beyond  that  city.  Its  path  was  100  to 
200  yards  wide  and  approximately  16  miles  long.  About  an  hour  after  this  Btorm, 
a  violent  wind  wrecked  several  buildings  at  Victory,  Laurel  County. 

liirers.-The  remnants  of  the  Ohio  Valley  flood  drained  off  the  lowlands  of  the 
extreme  western  counties  during  the  first  week.  The  Ohio  remained  above  pool 
stage  and  was  easily  alTected  by  the  comparatively  light  precipitation. 


PRESSTJBE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo HI 

Cincinnati Ohio 

Evansville Ind 

Ky 


29.44 
29.40 
29.43 
29.42 


O  1^ 


II 


COMPARATIVE  DATA  FOR  MARCH. 


,d^ll\  an  ounts  were  usi 
noith  m  count  e      ep 
e    itril    md   m     t 

f      t     I  -i   n 


tom 

p  ta 


Precipitatioi 


40.5 
41.2 
41.8 
40.6 
45.0 
50.8 
45.0 


4.3.  9  , 
42.8 
46.4 
47.2 
52.5 
47.7 
52.2 
39.2 
54.9 
51.8 
44.8 
55.0 
46.0 
41.3 
46-5 


47.0 
46.3 
50.7 
49.4 
45.6 
41.5 
49.2 
40.2 
48.4 
45.6 
52.0 
44.5 
41.4 
41.2 
46.0 
43.6 
54.6 
50.7 
42.2 


2..5S 
3.50 
4.44 
4.43 
6.26 
4.45 

2^28 
5.42 
5.14 


2.11 
3.  .39 
6.52 
1.97 

'i.$5 
5.75 
8.11 
5.27 
3.05 
3  59 

6!04 
2.64 


Number  of  days 


9 

14 

14 

0 

13 

H 

12 

7 

1.T 

9 

12 

V 

15 

K 

15 

6 

10 

n 

20 

12 

7 

14 

7 

13 

7 

5 

12 

H 

19 

7 

12 

15 

,S 

14 

8 

n 

T48.year  averages. 
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Climatological  Data  foi  March,   1937. 


Western  Division. 

Birmmsham 

Calhoun  

Earlinsrton 

Fords  Ferry,  Dam  50  . 

C^reenville   

Henderson 

nopkirisville 

Lovelaoeville 

Mayfield 

Murray 

OwensboTO 

Owensboro,  Dam  46.. 

Paducfth  *• 

Princeton 

Rumsey,Lock2t 

Kussellville 

Uniontcwn,  Dam  49. . 

Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green....... 

Urovvnsville.LocK  6+. 

Burnside 

Uarrollton.Lockl 

cold  SprinK,Dam36.. 

Danville 

Dix  Dam.  Burgin 

Eadsville    

Kubauk  

Frankfort 

G<-st.  Lock  3 

Glasgow 

Grint,  Dam  38 

Greensburg. .. .....■•• 

nigh  P.rid^re.  Lock  7. 

Irviiigton  

Lai.'a?t.-i  


Lei 


L<'Xiiietoii 

bittlfHickmiin.LockSl 
Lockport,Lock2 

LOUISVILLE 

Mammoth  Cave 

St.  Jonn 

Sal  visa,  Lock  6ll 

Shelby  ville 

Shepherdsville 

Stearns   — 

Taylorsville 

Tyrone,  Lock  511    

Williamstown 

Woodbury,  Lock  4  J. . . 
Eastern  Division. 

Annville 

Ashland  

Barbourville 

Berea 

College  Hill.  Lock  11. .. 

Cumberland  

Cynthiana 

Falmouth 

Farmers   

Fleraingsburg   

Ford,  Lock  101 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14... 

Jackson 

Jenkins 

Livingston 

Louisa 

Maysville  

Middlesboro 

Mount  Sterling 

Oneida   

On'?onta.Dam35l 

Paintsville 

Pikeville , 

PippapasB , 

Quicksand 

Rjiveuna,  Lock  12 

Richmond 

Valley  View,  Lock  9.. 
Vancebnrg.Dam  ,32  — 

Williamsburg 

Willow  Lock  13 

State  averages  and  ex 


Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren   

Boone 

Green  

Jessamine 

Breckinridge   .. 

Garrard  — 

(irayson 

Fayette 

Jessiiraine   

Henry 

JelTerson 

Edmonson- ■ 

Hardin 

Mercer 

Shelby 

Bullitt 

McCreary 

Spencer 

Anderson 

Grant 

Butler 


Jackson  — 

Boyd 

Knox 

Madison 

Madison 

Harlan 

Harrison.  .. 
Pendleton . . 

Rowan 

Fleming   ... 


Marshall  

McLean 

Hopkins 

Crittenden 

MulilenDurg 

Henderson 

Christian 

Ballard 

Graves 

Calloway    

Daviess 

Daviess 

MoCraoken , 

Caldwell 

McLean 

Logan    

Union 


Breckinridge 

.Jefferson 

Warren 

Edmonson  .  .  • 

Pulaski 

Carre  11 

Campbell    — 


Clurk    

Greenup 

Perry 

Lee 

Breathitt 

Letcher 

Rockcastle 

Lawrence 

Mason 

Bell 

Montgomery 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breathitt 

Estill  

Madison 

Madison 

Lewis 

Whitley 

Lee   

tremes 


Temperature,  in  degrees  Fahr. 


2S 


Precipitation  in  inches 


Number  of  dayS' 


1.20|-3.06 

1.97- 

2.16- 

1.69- 

0.45- 

1.30-2.25 

1.69-2.22 

1.79- 

1.18  .. 

0.59-4.12 

1.14!— 3.24 

1.69-2.87 

1.28-4.51 

1.23- 

1.65 -3.42 

I.'l9!-3.2S 

1. 68^-3. 17 

1.48!-2.94 

1.59-2. 73 

2.081-2.28 

0.68—3.76 

0.76-3.63 

2.03|., 

1.33- 


.42- 


-2-79 


-3  56 
-2.97 
-3 


0.59 
0.20 
0.87 


l.ofi 

:{  02 

0.7(1 

0.64! 

-4.1)1 

0.40 

|,f,K: 

-2.97 

D.^K 

1.42; 

-2.8.' 

080 

1.43: 

-H  'M 

l.M 

Tennessee  Valley  Authority. 
W.  A.  Taylor. 
Brick  Southworth. 
Lockma.?ter. 
C.  R.  Lovell. 
Frank  Street. 
W.  E.  Graves. 
Blaine  Ma'one. 
Mrs.  Joe  Payne- 
Harry  B.  Arnold 
Henry  S.  Berry. 
Loekmaster. 
Joe  Lagore. 
Dr.  W.  L.  Cash. 
Loekmaster. 
Wm.  Shelton. 
Loekmaster. 

Loekmaster. 

C.  £.  Barret. 

Mrs.  Lillie  G.  Causey. 

Loekmaster. 

T.  A.  Lewis 

Loekmaster. 

Loekmaster. 

R.  P.  Coldiron. 

C.  W.  Williams. 

Lockmaster- 

Mrs.  Katie  Payne. 

Loekmaster. 

Loekmaster. 

R.  L.  Beatty. 

Loekmaster. 

Jlrs.  Bettie  K.  H.  Alcorn. 

Loekmaster. 

W.  J,  Piggot. 

Walter  Killion. 

H.  H.  Willis. 

U.  S.  Weatlier  Bureau 

Loekmaster. 

Loekmaster. 

['.  S.  \Veatlier  Bureau. 

Ivan  J.  Ellsworth. 

Sisters  of  Loretto. 

Loekmaster. 

Miss  Kuril Ratta, 

A.  McLeod- 
Geo    Wright 
Uliznbrtii  J.  Bourne. 
Loekmaster. 

]\liss  Ni'ltii.'  B.   Simpson. 
Loekmaster. 

W.  A.  Worthington. 

Loekmaster. 

Mrs.  Ralph  Tuggle. 

Luther  M.  Ambrose. 

Ijockm  aster. 

C.  Bertrand  Fields, 

p.  11.  Kehot.. 

J.  V.  Oldliam. 

Mrs.  R.P.   Stamper. 

C.  A.  Glascock 

Loekmaster. 

Loekiiiasler. 

Clias    O.  Ilirig. 

Loekmaster. 

-Tas.T   Goft'. 

R.  J.  Hi  ward, 

B.  H.  Griffin. 
Loekmaster. 
Loekmaster. 
MnltlMW  Woodson 
W.  R    MeKee. 
Joe  L.  Gay. 
Loekmaster. 
Manuel  Robinson. 

U.  S  Weatlier  Bureau. 
C?,nev  Run  Com.  Ceu. 
R.    W.  Jones. 
Loekmaster. 
.1.   W.  firooke. 
Loekmaster. 


All  temperature  data  are  taken  from  self-registering  thermometers.  =t.itir,n<!  as  have  ten  or  mc 

The  departures  from  normal  temperature  and  precipiUtion  are  computed  only  'or  such  stotions  as  hav^^  mc 


Oneonta.  California.  Ky. 


Precipitation  by 


re  years  of  record,  but  all  complete  reports  are 

•en  River;  other  Locks  are  on  the  Kentucky  River 

\lian**n.OI  inch  rain  or  mclt<-d  snow  §Lone  Oak. 

I.  I!.'d  lions..   Ky.  ; 
S.  Engineers. 


Mak. 


\\y,\: 


C'lIMATOlXXilCAL  DATA:   KKNTUCKY  SKCmON 


Dally  Freolpitatlon  for  March 

1087. 

stations 

Day  of  month 

' 

■ 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

1 

Western  DMsion 
Birmingliam  

....0. 
....0. 

....0. 

:.:'^: 

....0. 

.10 
T. 

tV 

'.'.'.'. 

.16 
.23 
.26 

'.'25 
.19 
.26 
.30 
.94 

';is 

.40 

.60 
.27 
.40 
.26 
.54 
.30 
.60 

T».° 

1.68 

T. 
.01 
.17 

.51 

i?' 
.20 
.24 
.20 
.60 
.15 

".oi 

.01 
.01 
.25 
T. 

'.'64 

.03 
.28 
T. 
.11 

.17 
.06 
T. 

!l2 
.19 
.80 

.14 

'f. 
T. 

';67 

.27 

T. 
^05 

.... 

Earllngrton 

1.06 

Fords  Forry  Dam  601;  11 

.... 

■."6» 

T. 

T. 

.05 

.18 

'."6J 

.33 

'.i 
.45 
.60 
.07 

''26 
.21 
.89 
.36 
.20 
.36 
.24 

.27 
.29 
.40 
.37 
.21 
.18 
.15 
.19 
•  43 
.46 
.18 
.12 
.17 
.50 
.27 
.18 
.05 
.19 
.22 
.37 
.30 
.10 
T. 
.26 
.45 
.35 
.16 
.33 
.31 
.37 

■.'64 
.10 
.36 

T. 

T. 

T. 

0,91 

Henderson 

.02 

T. 

T. 

1  27 

HopklnsviUe 

.10 

'.'26 
.18 

T. 

1  70 

Mayflold 

.26 

'^ 

.35 
.15 

:ll 

.16 
.56 
■»5 
1.15 
.47 
.23 
.27 
.56 
.03 
.60 

•t" 

.01 
.04 

';6i 
.14 

T. 

.12 
.10 

.03 
T. 

.15 
.04 

;;;■ 

:::: 

'tV 

■f.' 
T. 

'T.' 

'f.' 

'f.' 

1.13 

"o.'m 

0.67 

Marray 

't'.' 
T. 

Oweusboro,  Dam  46  1  ii 

....0. 
....0 

.19 
.25 

'[is 

.14 
.10 

.'?.^ 
.18 
.30 

.09 

:::; 

'!08 

T. 
.07 

'f.' 
.21 

T 

".u 

.08 
.18 

T. 

T. 

F'ftdueivh.-..                

T. 

T. 

1.38 
1  47 

Frincetoji.     

....G. 
....O. 
....0. 

....0. 
....0. 
...  G. 
....G. 
....C. 

.30 
T. 

.10 

.36 

T. 

.... 

RnssellviUoini   

T. 

''02 

1  89 

Uniontowu.  Dim  49il J 

T. 

.08 

T. 

.04 
.06 

.02 

f. 

T. 

T. 

0  72 

rmtrnl  Dirisinii 
Addison,  Dam  45.  ill 

T. 

0.90 

'.i5 

.05 
.09 

T. 

T. 

.02 
.48 

ilrownbvilU-.LockNo.  611 II 

i.l6 
1.69 
0.45 
1.80 

Burnsidell  II   

OarroUtou  ||  11  ( Lock  No.  1 ) 

..    :::." 

.04 
T. 

Cnld  Spring,  Dam  361111 

....0. 

....  c 
....c. 

....K. 

■;io 

.03 

■:i2 

.20 

.15'  .. 

't.' 

T. 

.20 

.14 

.38 
.80 

.... 

T. 
.23 

'.'ib 

T. 

.06 

.02 

.26 

".ih 

.11 
.10 

'r. 

T. 

T. 

Danvillo 

,06 

1  69 

Dix  Dam,  Burgin  |||| 

.07 

1.79 

Eadsville  III 

.10 

.08 

T.' 

.05 

T. 

T. 

t' 

.06 

.62 

Eubank 

.02 

.18 
T. 

'.'56 

'.'1- 
.09 

€ 

'i'. 

T. 
T. 
.02 

0  69 

'.'is 

.13 
.65 

'.'68 
.05 
.20 

'[20 
.26 

'.'63 

40 

'.'64 

'!02 
T. 

'.'61 

't.' 

T. 

T. 
.20 

T. 
.04 

".\i 

.03 

.... 

'^22 
.4C 

i'. 

.62 
.16 
.84 
.06 

'^29 

T. 

.OS 
.05 
.45 

'.'62 
.16 

.02 
.05 

".se> 

.08 

.21 

.82 
.46 

'^40 
.51 
.69 
.67 
.24 
..52 
.13 
.84 
.32 
.01 
.21 
.72 
.80 
.88 
.10 
.15 

'.'■70 
.70 
.84 

'.65 
.82 
.45 
.45 

'.'46 
.42 
.31 

'.'68 
.52 
.75 

1.05 
.83 
.55 

T. 

.04 
.04 

r. 

T. 
.08 

T. 

Gest,  LockNo.Sini 

Glasgow 

1.69 
1  28 

.... 

.07 

.05 

.07 
.08 
.04 

'.'os 

.08 

.61 

.08 
.03 
.10 
.05 
.03 

T. 

■:^ 

■r. 

.02 

T. 
.02 
.01 
.08 

'f 
T. 

T^' 
.05 
T. 
.14 

.05 

1.23 

.20 

".n 

.17 

.17 
.26 
.18 

'.'22 

.09 
.02 

':ii 

't.' 

't. 

T. 

High  Bridge.Lock  No.  Villi.... 

....K. 

...G. 

..   .G. 

iV 

.02 
T. 

T. 

'.03 

'.'io 

.01 

T. 

''22 

1.83 

LancasUTlhl 

.07 

1.68 

Leitehlield   

T. 
.01 

T™ 
T. 

.01 

'.'ie 

.07 

1  48 

Lexiugrton  *** 

T. 

T. 

T. 

1.59 

Little  Hickni.-iu,  Lock  No.  8  II II 

t". 

.10 
'.'60 

't" 

■f.' 

Lockport,  Lock  No .  2  II 11 

T. 

Mammoth  Cave 

2.03 
1  42 

tit    Jolin               

T. 

Salvisa.LockNoefll 

S. 

90 

'tV 

T. 
.03 

.... 

Shelbwille 

.02 

1.96 
0.63 

Shepherdsville 

....  s. 

v.v.k: 

0"^ 

'.'io 

.06 
.21 

.08 
.22 

.03 
.12 
.22 

.'20 
.17 
.25 
.30 
.23 
.21 

'iig 

.67 
.23 

....!"27 

.02 

'.'62 
.02 

".03 
.06 

.02 
!62 

'f.' 
'.'08 

.12 

.16 

';o7 

.'so 

'^21 

.12 

T. 

'iio 

'f.' 

';c2 

Taylorsville.. 

Tyrone,  Lock  No.  5S;i 

\ViHi:un?to\vii 

'.'06 

.08 
.01 
.10 
.06 
.06 
.16 

'!63 

'.'63 
''04 

't.' 

■■i'.27 
1  21 

■.\  oodliiivy.Lock  No.  4',;  II 

.08 

.18 

'.'24 
.08 
.05 
.42 

Ea.len,  Division 
AnnvU'.e 

.58 
.21 
.30 
.01 
.09 
.32 

r. 

.07 
.65 

'.'71 

.06 
.65 
.15 
.15 
.36 

1.72 

Aslll.'nid   III 

....0. 

.50 

't. 

T. 

.01 

T. 

.01 

.02 

.01 

T. 

1.89 

Ber.^a    

....K. 

-14 

.02 
,03 

.19 
T. 

'.06 
.2;i 

T. 
'f.' 

Coih-L'clim.  Lock  No.  U'll  ... 

...K. 

....c. 

....L. 
....L. 
....L. 
...L. 
....K. 
....() 
....K. 
....K. 
....K. 
...    B. 

"f 

'.'io 

1  00 

Cuiiil.erlan.l  ..... 

2  38 

('YiiUr..ui:i     : 

0.66 

F^vlnioiitlr'  1    

T. 

T. 

.07 

.10 

.01 
.10 
.79 
.03 
.12 
.10 
.12 
.25 
.40 

.01 

.01 

.03 

T. 

Fnnn.-r<       

'.'ie 

F\<-v:nr--h,,vj^-'    ....  ........... 

'.'20 

.... 

'.'02 

'.03 
.11 
.11 

't.' 

.02 
T.' 

t'.' 

■f. 
.01 

't.' 

T.' 

't.' 

0?.^ 

't. 

''63 

.07 

';38 

.42 

'.'65 
'.'62 

".Ob 
.02 

't. 

.02 

't.' 

't. 

.IS 

.20 

1  46 

F.u-d.LncK  No.   10  III! 

<"''i-i-iii:;.,l);iui    30III1 

T 

T. 

1.75 
1  22 

Ha/.^n-d;':' 

't'.' 

T. 

'1' 

2.10 

Heidelberg.  Lock  No.  1411 II 

.06 

't.' 

T. 

'.'64 

".ii 

'.'69 

2.05 

ienkmsll.   

T. 

.02 

Livingston 

LonisaUl' 

C 

L. 

C 

O 

...B 

".io 

■.'26 
'.'05 

.30 
.35 

".OS 
.16 
.19 

.16 
.27 
.18 
.25 

;;;: 
::;, 

i'io 

'.'61 

'.'26 

'.09 
.10 

".If, 

'!04 

.10 
.04 

't'.' 

'.08 
.28 

'.'io 

'!20 
.15 
.05 
.02 

.82 
.62 
.79 

ios 

.87 

'.'62 

.72 
.36 
.75 
.70 
.05 
.58 
.80 

.25 
.08 

Maysvillellll   

Middlesboro 

't. 

c 

.05 
.15 
.04 

.05 
.13 
.05 

't.' 

T. 

".m 

T. 
.14 
T. 

'.'62 

'!oi 

.02 

.06 

'^46 
1.50 

';66 

2  14 

Mount  Sterling     

.07 
.03 

T. 

■f. 

't. 

T 

".00 

'!io 

':32 

Onemta  Dnni  55  1111 

Puntsvillp    111 

P'klMllP   "                 

Pmn-im    s 

.20 
.07 

'.'45 

't" 

0.6f 
1.72 

:::::;;;:::::. ::::Kr::- 

J'  , 

^o.  12111 

^     11                    '     -K'Nn'.'ciilir.'.'.; 

;;::l!:^: 

:::::|:j:::: 

't.' 

T. 

't.' 

T. 

T. 

't'.' 
.02 

T 
.10 
.12 
.01 

T. 
.10 

'ios 

'.'33 

.09 
.10 
.55 
.06 
.28 
.20 

:::: 

T. 

0.! 
1.7 

\',  n(ehnr<?  D  n  No.  32  l!ll 

Williamsbuiglll 

.40 



''27 
.06 

0.1 

Willow  Lock  No   131111 

.221:::: 

.10 



T. 

1  -' 

1 

Except  [ 

time  of  observ;' 

(Rpl'ern 

IlllPrer-ii 


rwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the 

rk  ***)  Regular  Weather  Bureau  station:  precipitation  is  for  the  24-hour  period,  midnight  to  midnight. 

1  measured  in  the  morning ;  amount  then  recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  the  next  following  measurement. 

-s  (  f  lalls  not  recorded.        T.  Trace,  or  less  than  0.01  inch. 

"  are:i  i:i  which  station  is  located  is  indicated  as  follows:  (B)Big  Sandy    (L)  Licking:  (K)  Kentucky:  (S)  .=alt:  (G)  Green:  (OCumberland 

.io:  'Ml^!i^sis.;:r.t'l.  ^LoueOak. 
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CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


March,  193^ 


Daily  Temperatures  for  March,  1937. 


V.'esteni   DiviKion. 
„  ,,  S  Maximum  . 

Calhoun   i  Minimum.. 

^    ,.   _^  Maximum  . 

Earhngton (Minimum.. 

.,,  I  Maximum  . 

Greenville ,  Minimum . . 

„      ,  Maximum  . 

Henflerson (Minimum.. 

„     ,  .        .„„  \  Maximum  . 

Hopkinsville   j  Minimum.. 

,        ,         .,.  )  Maximum  . 

Lovcl.'.ceville \  Miuimum. . 

.,      ^  ,j  Maximum. 

Mayfield (Minimum.. 

)  Maximum  . 
Ma"ny  (Minimum.. 

)  Maximum  . 
Owensboro |  Minimum.. 

;Maximum  . 
raducah ;Minimum.. 

(  Maximum . 

Princeton )  Minimum . . 

,,   ...  c-  j  Maximum  . 


Caitral  DMawn. 

\  Maximum  . 

Anchorage )  Minimum. . 

Maximum. 
Bowling  Green j  Minimum.. 

)  Maximum  . 

Danville )  Minimum.. 

„.    „  (  Maximum  . 

Dix  Dam \  Minimum . . 

„  ^      ,  )  Maximum  . 

Eubank |  Minimum.. 

,  .    ^  S  Maximum  . 

Frankfort j  Minimum . . 

)  Maximum  . 
Glasgow    J  Minimum . . 

i  Maximum  . 

Greensbure j  Minimum. . 

^     .     ,  Maximum . 

Irvington (Minimum.. 

,    .^  ,  „  , ,  i  Maximum  . 

Leitcnfield (Minimum.. 

Maximum  . 

Lexington  (Minimum.. 

,      .     .,,  )  Maximum  . 

Louisville (Minimum.. 

^,    „  (  Maximum  . 

Mammoth  Cave j  Minimum.  . 

„      ,   ,  I)  Maximum  . 

St-   'O''" (Minimum.. 

r.i_  ,1.     -11  i  Maximum  . 

Shelbyville  j  Minimum . . 

; Maximum  . 

Stearns ;  Miuinuim . . 

^     ,         .,,  (  Maximum  . 

Taylorsville   ,  Minimum . . 

„,.,,.        ^  (  Maximum  . 

Williamstown •(Minimum.. 

Easlern    Dinaion. 
.   .  ,      ,  S  Maximum  . 

Ashlana    (Minimum.. 

i  Maximum  . 

"P"ea I  Minimum. . 

„      ,      ,      ,  I  Maximum  • 

Cumberland |  Minimum,. 

,^  [  Maximum  . 

farmers |  Minimum.. 

„  . ,  ,,  )  Maximum  . 

Heidelberg ■)  Minimum.. 

, .    .       .  .         ( Maximum . 

Livingston \  Minimum . . 

„         .'.,  Maximum . 

Maysville (Minimum . . 

^"I^lesboro !^f;^~.; 

Mount  Sterling j^ST; 

„.,      .„  J  Maxim.um . 

P'l^eville (Minimum.. 

„. ^„„,„  i  Maximum  . 

Pippapa.ss   1  Minimum., 

r<„;^i  oo„^  :Maximum. 

Quicksand :Minimum., 

Kichmond :Mfni'mum . '. 

«-"liamsburg ;^f„^,'^r.: 


1       2       3       4       5       6 


8       9     10     11     12     13 


u 

83 

'JA 

''2 

4i 

Al\ 

29 

84 

4!-: 

?R 

2(i 

32 

31 

n 

21 

3K 

2H 

27 

22 

as 

si 

22 

20 

.S« 

.'^2 

?« 

211 

87 

321 

yfi 

20 

.SI 

r). 

21! 

22 

41 

."fi 

•a 

lb 

4(1 

■Af^ 

29 

23 

S5 

32 

','? 

2( 

S'' 

M 

SI 

2(1 

HR 

Cd 

■il 

20 

47 

40 

■)i 

21 

4r 

41 

;'7 

2( 

5; 

■M 

27 

21 

4! 

41 

30 

21 

53.4 
37.5 
54.9 


60.9 
32.3 
66.6 
32. 7 
54  0 


55.  2 
32,8 
52.6 
"33.0 


49.8 
25.4 
58.0 
34.2 
54.2 
30  0 
61  2 
32.3 
54.1 


32.7 
55.6 
29.7 
52.0 
33.4 
62.7 
32.2 
60.2 
28,8 
50,5 
32.8 
53.6 
29.8 


29.  6 
45.0 


52.8 
31.8 
,54.4 
31.6 


52.7 
31.1 
53.5 
27.6 
60.6 
,32.5 
56,2 


SS  Instrument';  are  read  in  the  momUig:  the  maximum  temperature  then  ■ 
•  »  "  etc.   i'ldicate  rcspectivelv  1.  ?.   3  etc..  days  missintf  from  rftcorrl. 
B  O  Louisville.  4-25.37  llon 


1  cl'.arsed  to  the  preceding  'lay. 


icli  il  almost  alway? 


///; 


U.  S.  DEPARTMENT  OF  AGWCULTUr£  tfcOTER  liUKEAU. 

CLIMATOLOG^^^Jj.    DATA. 
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KENTUCKY    SECTION, 


J.  li.  KENDAI^Ii. 


Vol.  XLII 


Louisville,  Ky.,  April,  1937 


No.  4 


GENERAL  STTMMABY. 

While  tho  toinperaturc  averaged  near  normal  and  the  rainfall 
was  not  far  from  normal  in  most  sections,  the  extended  spells 
of  showery  and  cool  weather  rendered  conditions  less  favorable 
than  desirable.  Unseasonablj'  low  temperature  early  in  the 
nionth,  when  the  soil  was  in  good  working  order  discouraged 
planting.  Later  on,  when  temperatures  were  above  normal 
and  suitable  for  planting,  the  persistent  showers  interfered  so 
seriously  with  the  work  in  most  districts  that  seasonal  progress 
could  not  be  made.  Winter  grains  and  pastures  on  the  warmer 
soils  developed  very  well,  but  other  vegetation  remained  back- 
ward. The  cool  weather  delayed  the  blooming  of  fruit  trees 
and  held  back  a  considerable  proportion  of  buds,  which  sur- 
vived the  moderate  freezes  of  the  second  v/eek.  Earlier  blos- 
soms, especially  in  central  and  southern  districts,  suffered 
damage  from  these  freezes. 

Tobacco  plants  came  up  in  rather  straggling  fashion  during  the 
cool  weather.  V\'hile  they  made  some  gains  in  the  warm  week 
from  the  17th  to  the  24th,  they  remained  from  ten  days  to  two 
weeks  behind  their  usual  stage  at  the  end  of  the  month. 

The  dry  weather  of  the  first  half  in  the  western  counties 
favored  drainage  of  the  bottom  lands  and  early  preparation  for 
corn.  Rains  in  the  eastern  counties  in  the  second  week  and  in 
western  districts  in  the  third  week  benefited  plantbeds  and  aided 
in  conditioning  the  soil.  Rain  almost  every  day  in  the  last 
week  stopped  corn  planting  and  other  farm  activities  in  most  of 
the  State.  These  rains  were  heavy  to  excessive  in  the  western 
half  of  the  State,  where  Hooding  of  low  bottoms  began.  In  the 
northeastern  counties  the  rainfall'  was  much  lighter  and  corn 
planting  continued  at  intervals.  Most  cotton  planting  had  been 
done  before  these  rains  stopped  the  work.  On  the  lime.stone 
uplands  plowing  was  practically  completed  ahead  of  the  rains, 
but  much  rcri.ained  to  be  done  in  the  regions  with  colder  and 
heavier  soils. 

Late  seedings  of  clover  and  lespedeza,  replacing  that  killed  by 
the  freezes,  were  favored  by  the  showery  weather,  which  insured 
good  stands  and  quick  early  growth.  Potatoes  were  planted 
before  the  rains  and  were  coming  up  generally  late  in  the  month, 
but  wet  soil  prevented  preliminary  cultivation  at  the  proper 
tinje  in  most  districts. 


4.0  to  6.0  inches.  A  few  extreme  northern  counties,  and  some  south-central  an'l 
southoastprn  districts,  received  from  2.6  to  4.0  InchoR.  For  the  State  precipitation 
ranged  between  2.61  inches  at  Grant;,  Boone  County,  and  0.28  Inches  at  I'aducah. 
Days  with  thiuidor.storins  were:  4,  5,  13,  14,  15,  18,  20,  23,  24,  2S,  29.  30. 


MISCELLANEOUS. 

liircfs.-Tho  Ohio  declined  slowly  during  the  fjrst  weok,after  which  it  rose  Irrcffii- 
larly.  At  the  end  of  the  month  the  river  was  rising  rapidly.  In  the  upper  and 
middle  courses,  but  remained  considerably  below  flood  stage  along  the  border  of 
the  State. 

PKESSTTRE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 

Cincinnati 
Kvansville. 
Louisville   . 


..Ill 
.Ohio 

Ind 
..Ky. 


29.91 
29.  94 
29.93 


30.43 
30.60 
30.4 
30.50 


29.46 
29.41 
29. 42 


COMPARATIVE  DATA  FOR  APRIL. 


TEMPERATURE. 

Two  days  of  normal  temperature  at  the  beginning  were  fol- 
lowed by  a  warm  period  of  .similar  length.  During  the  succeed- 
ing week  teiiipcratures  ranged  from  ")°  to  13°  below  normal.  A 
decadt'  oF  wann  v.eathor,  with  one  luicf  cool  interval,  occurred 
between  tb.e  l:>t!i  and  'J-lth.  fnll;^\v(d  l)y  unseasonably  low  temp- 
eratures ncai'ly  to  the  enil.  Tiie  highest  for  the  State  was  91^ 
on  the  I7ih  nt  Henderson  and  on  the  23d  at  Pikeville  and 
Quicksand.     The  lowest  was  22°  on  the  12th  at  Farmers. 

PRHCIPITATIOJI. 

raged  only  slightly  above  normal,  but  oc- 
ible  tiequen^v  Theie  v,eie  but  few  da\s  on 
11  il 'e  anioi  nts  w  -.  not  i   'xutM^       A'"  >  1(  j  tte 


Precipitation  avi 
cuired  Willi  lemiiL 
whuh  1 un  m    i  (    ^ 


-lyl. 


5G.0 
58.0 
56.0 
57.2 
63.6 
55.5 
52.4 
57.2 
56.2 
50.9 
54.2 
55.4 
50. 8 
56.7 
59.5 
48.2 
59.8 


54.0 
55.8 
63.9 
56.7 
50.8 
58.2 
59.5 
54.8 
57.4 
61.2 
51.6 
53.7 
52.9 

5S^9 

65.9 
56.4 

56.9 
55.3 
,53.1 


R7 

16 

92 

22 

,S3 

21 

90 

23 

94 

21 

S9 

25 

Kfi 

25 

87 

27 

90 

24 

92 

21 

9(1 

19 

91 

22 

98 

13 

2.52 

7.12 
6.99 
3.54 
3.18 
1.65 
6.03 
3. 38 
3.16 
2.15 
4.01 
2.65 
4.43 
2.83 
3.00 
1.40 
2  78 
6.56 
5.98 
5.14 
7.06 


0.96 
2.64 

4^07 
3.51 
6.16 
4.09 
4.25 


6.39 
4.20 
3,57 
1.31 
4.52 
3.88 


Number  of  days 


t49  year  average.^. 


u 


CLiMATOLUGlCAL  DAI  A:   KENTUCKY   SECTION 


April.  1937 


Climatological  Data  for  April,    1937. 

Counties 

1 
c 

1 

f 
S 

TemperaUire.  in  degrees 

Fahr 

Precipitation  in 

nches  iNumberof  days- 

k 

1! 

1'^ 

Starious 

1 

3  2 

§■3 

C 

i 
1 

1 

0 

0 

1 

a 

|i 
1-^ 

11 
1 

3  • 
IS 

s 

0,0 

1 

■a 

1 
0 

ObseiTers. 

Western  Division, 

viarnhall 

6.47 

4.86 
4.92 
6.02 
4.56 
4.10 
4.73 
5.66 
4.44 

+0.'62 
+0.82 

+0.'20 
+0.60 
+0.42 

+0.1S 

1.32 
1.20 
1.08 
1.64 
1.05 
0.72 
1.06 
1.20 
1.40 

0 
0 
0 
0 
0 
0 
0 
0 
0 

10 
14 
16 
16 

16 
15 
10 
12 

Tennessee  Valley  Authority. 
W.  A.  Taylor. 

437 
420 
356 
519 
382 
524 

'364 
412 
479 
404 
516 
529 
384 
590 
357 

352 

700 
500 
410 
705 
480 
489 
540 
770 
622 

1177 
560 
490 
780 
780 
581 
544 
646 

1032 
635 
989 
560 
485 
459 

"'777' 
520 
825 
500 
1100 
4S9 
524 
943 
504 

33 
47 

8 
20 
23 
41 

8 
28 
11 
40 

4 
20 
30 
20 
26 

9 

9 
36 
48 
20 
46 
38 
11 

4 

59.0 
58.2 

+  0.6 
+  0.4 

87 

17 
17 

87 
29 

10 
10 

36 

3 

15 

io 
9 

13 
10 
10 

23 
6 

ii' 

17 

16 
12 
15 

4 

9 

4 
1 

B 

5 

8W. 



n. 

Hopkins 

Crittenden 

Muhlenourg 

Henderson 

Christian        . .     . 

Fords  Ferry,  Dam  50  . . 

56.6 
5^.9 
67.4 
57.0 
57.8 

-  0.8 
-'0.2 

-'o's 

87 
91 
88 
8,S 

2'! 

17 

17 

17 

27 
29 
29 
31 
33 

7 

10 
10 

2t 
10 

41 

39 
37 
34 

C.  R.  Lovell. 

W.   K.  Morris. 

Ballard 

Blaine  Maloue 

Maytield 

Mrs.  Joe  Payne. 

l.'alloway   

65.3 

-0.4 

85 

17t 

.30 

7 

33 

4.06 
3.45 
6.25 
5.31 
4  15 

+0.10 
-0  03 
+  1.83 
+0  93 
-A-a  nr 

6.85 
0.82 
1.64 
0.80 
1.05 
0.73 

0.59 

1.'02 
0.58 
0.68 

0 
0 
0 
0 
0 
0 
0 

0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

"'0' 

0 
0 
0 
0 
5 
0 
0 
0 
0 

14 
16 
13 

17 

12 
17 

15 
10 
13 
16 
12 

7 
12 
15 
11 
11 

6 
10 

7 
9 
10 

10 

15 
14 
10 
10 
12 
13 
12 
10 
12 
13 
12 

12 
12 
15 

12 
14 

15 
11 

8 
13 

10 
11 
12 
8 
13 
U 
11 

12 

2 

16 

s. 

Owensboro,  Dam  46. .  • 

McCracken 

68.2 
58.2 

-  1.0 
0.0 

86 
89 

17 
17 

31 

30 

7t 
7t 

34 

41 

12 

12 

3 

12 

15 
10 

8. 

Joe  Lagore. 

p  inrSon 

Dr.  W.L.  Cash. 

Uurasey,Lock!2i 

M  cLean 

''57.7 

+  0.3 

S6'i 

17 

30^ 

7 

41^ 

4.30:-0.30 

4 

14 

S. 

\Vm.  Shclton. 

'Juiontcwn.  Dam  49... 
Centred  Division. 

Addison.  Dam  45 

.Viichorage 

Uowliug  Green........ 

Urownsville.Lock  6t.. 

Breckinridge   •••■ 
.leHerson 

4.83 
4.89 
2.61 
3.47 

-0.81 
+  1.03 
+0.05 
-1.75 
— nv.-i 

'13' 
12 

"5' 
10 

"\b 

8 

'¥ 

»54.2 
69.9 

■"      ■ 

+  0.4 

+  1.4 

84'' 
89 

17t 
23 

23'' 
32 

10 

7 

441. 
34 

C.  £.  Barret. 

Mrs.  Lillie  G  Causey. 

l<;(li)ionsou 

Pulaski 

T.  A.  Lewis 

(Jarrollton.Lockl 

•old  Sprinj/.DamSe... 

Carroll 

3  33!— 0  32 

Campbell   

Boyle                  •  ■ 

55.4 
67.1 

+  ois 

86 
85 

18 
17 

27 
29 

It 
12 

48 
43 

3.90 

4^43 
3.15 
4.24 

+  0  07   0.72 
+0.82    1.30 

1.02 

-0.79   0.80 
+0.48    1.17 

10 
10 

'e 

12 

19 
4 

5 

.... 
9 
7 

4 

4 

15 
14 

is' 

11 
"7 
22 

nw. 

s. 

sw. 

R.  p.  Coldiron. 

DixDam.Burgin 

C.  W.  Williams. 

Wayne     

Lockmaster. 

Pulaski 

43 
45 
26 
11 
12 

i 
11 

41 
53 
26 
27 
64 

'41 
23 

48 

'35' 
19 
34 
20 

6 

18 

'32' 
27 

'19' 
48 
29 
12 
21 
9 
13 
20 
17 

66.0 
56.2 

+  1.4 
-  0.5 

88 
84 

23 
23 

25 
27 

12 
12 

43 

43 

Mrs.  Katie  Payne. 

4.821  +  1. 081  1.30 
5.45;+1.16l  2.40 
2.51-0.83   0.47 
2.74|-1.15   0.67 
3.7fi!  +  0.25|  1.15 
3.66-0.30,  1.40 

'4'l4-o'22''0.'84' 
6.32;  +  !. 82!  1.16 
3.y0:+0.60:  0.88 
5.67i  +  1.94i  1.89 
4  06+0.18'  0.99 

4. .59: 1  n.84 

3.96'-0.28|  0.86 
4.I6+O.50I  1.40 
5.2.5+1.34]  1.61 

4.12 l.O'l 

3.63 j  0.74 

Lockmaster. 

Rarrpn 

63.9 

85 

19t 

28 

It 

36 

R.  L.  Beatty. 

Grant,  Dam  38 

Oreensburg............ 

High  Bridge,  Lock?.. 

Boone 

Lockmaster. 

r.reen         ..     .   . 

56.1 

+  0.6 

87 

23 

25 

12 

40 

Mrs.  Bettie  K.  H.  Alcoru. 

•lessamlne 

Breckinridge   

66.2 

55'8 
54.0 

0.0 

-'o'.i 

-0.3 

83 

"84" 
82 

17t 

"17" 
17 

32 

"30" 
29 

7t 

"'7t' 
12 

30 

41 

38 

10 
14 

1' 

12 

"s' 

10 

sw. 
sw. 

W.  J,  Piggot. 

Walter  Killion. 

H.  H.  Willis. 

Lexington 

L,ittleHickman,Lock81 

Lockport,  Lock  2 

Louisville 

Mammoth  Cave 

St   Jonn                

Fayette 

.ressamine   

Henry 

U.  S.  Weather  Bureau. 
Lockmaster. 

'55.' 3 

•54.8 
54.7 

-'ill 

■"o'o 

"si" 

86a 
82 

"23' 
4 

17 1 

"35' 
25» 
29 

12 

lot 

38' 
42» 
35 

35' 

"35 

Lockmaster. 

.Tefferson 

Edmonson.. 

Hardin 

9 
IS 

10 
15 
2 

13 
6 
10 

.-•:. 

U.S.  Weather  Bureau. 
Ivan  J.  Ellsworth. 
Sisters  of  Loretto. 

Salviea,  Lock  61 

Shelbyville 

Shepherdsville 

Mercer 

Lockmaster. 

54.2 
'55.7 

-  0.4 

82 
86 

23 
""iV 

30 

"2S' 

lot 

'   12" 

6 

8 

7 
4 

23 

15 
18 

sw. 
sw. 

Miss  RutbRatta, 

A.  MrLeod. 

McCreary 

Geo   Wright 

lilizabeth  J.  Bourne. 

Tyrone,  Lock  51    

Anderson 

62.5 

-'i'.b 

83 

"is" 

"23" 

...... 

'46' 

4.8414  0  85]  1.40 
4.94} +1.50    1.20 

0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

'ie 

"5- 

"9' 

w. 

Miss  Nettie'B.    Simpson. 

U^oodbiiry,  Lock  4  t  .. 
EnKleni  Division. 

'53.8 
'56.8 

+  'i'.o 

3.61 

2. .-,6 -1.04 

6'.68+2".63 
4.50+1.28 

5:00i  +  i.'S4 

0.9.5 
0.47 
0.85 
1.42 
1.25 
0.75 
2.00 
1.S4 

9 
'14' 

17 

4 
'3 

12 
10 

12 

10 

sw. 

w. 
w. 

W.  A.  Worthington. 

Ashland 

Boyd 

534 
1050 
1070 
611 
1440 
684 
600 
668 
841 
637 
1197 
869 
663 
540 
776 
950 
584 
524 
1128 
930 

88 
"SS" 

23 
"23' 

27 
"29'' 

12 
"i2" 

31 
44» 

Lockmaster. 

Mrs.  Ralph  Tuggle. 

MTidison'. ;:::::::: 

Luther  M.  Ambrose. 

(College  Hill,  Lock  ii.. 

Madison 

Lockmaster. 

56.0 
«53:c 

-'0.9 

90 

23 

26 

...].. 

50 

C.  Bertrand  Fields, 

P.  H.  ICelJoe. 

Pendleton 

J.  V.  Oldham. 

18 

22' 

12 

44a 

6.17 
4  57 
5,80 
2.92 
3.73 
5.28 
6.54 
3.63 

+  1.47]  1.28 
+  068    1.19 
+2.05    1.49 
-0.67|  0.63 
+0.44!  0.85 

9 

12 

9 

e. 

Mrs.  R.P.  Stamper. 

Klemingsbnrs   

i'ord,  Lock  101 

r)reenup,Dam  30 

Hazard 

Heidelberg,  Lock  14  . . . 

C.  A.  Glascock 

Lockmaster. 

Lockmaster. 

porrv 

■9 

4 

'iY 

sw. 

t'lias.  0.  Ilirig. 

Lee^:::::;::::;: 

Breathitt 

53.8 

86 

23 

25 

12 

41 

+  1.9b 
-0:2, 

1.35 
1.40 
0.72 

Lockmaster. 
Jas.T   Goff. 

lonVins 

R.  J.  Howard. 

1  ivini'stnn 

Rockcastle. 

I/awrence 

Mason 

B.  H.  Griffin. 

{'       .   •'             

33 

17 
40 
41 
47 
10 
3 

3 
11 
19 
46 
24 
22 

20 

4.' 22 

+  0.09 
+  0.65 

0.93 
1.09 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

12 

11 
8 
9 
12 
14 
13 
12 
10 
IS 
11 

12 
12 
12 
12 

Locl;master. 

.Maysville 

Middlesboro 

Mount  Sterling 

53.5 

-  0.8 

85 

23 

24 
26 
26 

12 
12 
12 

43 

38 

7 

is' 

12 
10 

"1 

sw. 

Lorkmaster. 

Bell 

3.48-1.00    0  70 
5  83+1.. 57'  1.10 

4.43] ]  0.93 

2.80,-1.14    n.fiS 

Montgomery 

63.6 

-  0.3 

86 

23 

Joe  I..  Gay. 

Oneonta.  Dam  351 

Palntsvillc 

Pikevillo 

Pippapaes 

liiiicksand 

Rjivenna.Lock  12 

^i^^'^HwiLock-g::: 

\'aneeburg.  Dam  32 ...  • 
Williamsburg 

497 

567 

1035. 
732 
631 
926 
571 
526 
939 
646 

io 
is 

16 

'7 
"0' 

"e' 

is 

17 

Lockmaster. 

Johnson 

Pike 

Knott 

Breathitt 

Manuel  Robinson. 

58.0 
66.4 
65.2 

-'i'.e 

91 
91 

23 
18 
23 

29 
27 
23 

It 
12 
12 

40 
53 
54 

S. 88+0. 30 

8.82 

6.90+1.67 
6.  IS  4  2. 07 
6.20  +  1.6! 
4.84]  +  1.56 
3.43i-0.3I 
4.58+0.  .33 

1.08 
0.82 
1.40 
1  13 
1.50 

o!h3 
1.30 

IT.  9  VVciitliifrBnrean. 
r.i.ner  Run  Com.  Ccn. 
R.    W.  Jones. 
Lockmaster. 

Madison 

Madison 

Lewis 

Whitley    

55.6 
'58.6 

-0.6 
+'2^0 

82 
'88" 

18t 

■'ist' 

30 

"is" 

10 
"12  " 

32 
44 

.i.  W.  t)rooke. 
Lockmaster. 
Lockmaster. 
John  W.Stephens. 

Willow  Lock  13 

3tat"  average.'  and  ex 

trenies 

5  47I4-9  7nl  1  af, 

^6.9 

-zM 

_^8L_ 

_ilL 

__i2?_ 

12 

54 

4.38 

_+0.40 

2.00 

u 

8 

11 

8W. 

All  temperature  data  are  taken  from  self-registering  thermometers. 
The  departures  from  normal  temperature  and  precipitation  are  com 
used  in  determinlngsection  or  division  means.  JRuiiisi  1     , ; 

Reference  letters, ',  '', ',  appearing  in  the  table  indicate  mm      i 
t  .\lso  on  other  dates.    ++  Received  too  late  to  be  ineludod  1 ;  1 
1Post-omceaddrPssPs:-Lock5,Lawrencebnrg,K.y.  :  Lock  1,.       ■ 
Oneonta.  California.  Ky. 


■d  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
■.  nic  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  tlie  Kentucky  River 
missing;  for  example,  b  represents  two  days,  etc. 
iiinmaries.         T   Precipitation  is  less  than  0.01  inch  rain  or  1 
..  is  V.  ;  Lock  (j.Nicbolasvillp  Kv   :   Lock  10.  Rpd  Hoiisp   ICy.  ; 
•  *  Precipitation  by  U.S.  Engineers. 
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Cl.lMATOLOlilCAJ,   DATA:    KKNTUCKV   SKCTIUN 


Oa 

lily 

Precipitation  for  April 

1937. 

Uuy  of  month 

1 

1 

2 

8 

4       5 

6 

7 

8 

9 

10 

U 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

20 

27 

28 

29 

30     81 

We»te<-n  DivUion 

T. 

.05 

.... 

.«7 

.8f 

.»C 

.61 

.2? 

.It 

1.8S 

.14 

1.82 

....0. 

.03 

".'« 

.66 
.20 

.52 

.89 

T. 
.07 

.30 
.31 

M 

T. 

.07 

.07 

.02 

.27 
,10 

.18 

.61 
.12 

'ins 

.74 
.88 

T, 

,06 

.07 
.04 

r. 

.04 

■  12 
.20 

1.20 
1.08 

4,8,5 

Kiirliiiirtoi\ 

.10 

Kortls  Kerry  Dam  50|||| 

0. 

.Of 

1.5< 

M 

.H 

.15 

•r. 

'J', 

.101.... 
.26!..., 

.Of 

.T, 

..sc 

l.U 

.02 

,04 

.!( 

.ft2 

m 

1.3f 

Oroonvillo 

.71 

.2( 

."IC 

.85 

1 .05 

T 

.K 

T, 

■  V 

.80 

4.50 

Ileiidorson : 

0. 

.OS 

.72 

.4< 

.81 

.02 

T. 

.02 

.Of 

.05 

'J'. 

.8' 

.6f 

T. 

.52 

.14 

.01 

.02 

T. 

.64 

lli)l)kiiis\  illo 

C. 

.02 

.(i( 

.i; 

■  02 

.17 

.]( 

.flf 

.32 

-r. 

.12 

.04 

.4^ 

l.OC 

.02 

.61 

l.Of 

LovolivooviUo 

....M. 

.65 

.H! 

.62 

.25 

32 

60 

,7f 

.55 

.05 

1.20 

6,65 

Muytiokl  

■  52 

.55 

.4i 

.Oi 

.06 

.IS 

.81 

.2( 

T 

.6f 

T. 

.05 

.0; 

1.40 

Oui'usboro  ■• 

O. 

.85 

.07 

■  10 

.20 

T. 

.04 

.14 

T. 

04 

.60 

.63 

,60 

■  14 

.03 

.16 

.46 

4.06 

Owoiisboro,  Dam  46  11  li 

.o: 

.82 

.02 

.21 

T. 

■  01 

■  02 

.m 

.01 

At 

57 

.27 

,41 

.0* 

T. 

08 

.05 

.25 

8  46 

I'atUu'ivh  — 

....0. 

.o< 

.U 

1.12 

■  U 

.if 

■  Ot 

T. 

■  41 

■  26 

1,26 

.3f 

.4S 

r. 

.05 

1.51 

I'rincotoui      

O. 

.Ob 

.7; 

.75 

.30 

■  01 

■  02 

■  4( 

.?,( 

.42 

,46 

.75 

.01 

.06 

.02 

07 

2/1 

8r 

5.31 

Uums.-y,  Lock  No.  2  11 11 

.(W 

1.05 

.04 

■  0( 

.2( 

.O-S 

■  02 

.u 

m 

.Vf 

.42 

4r 

.•?s 

.04 

.06 

.05 

If 

9( 

4. 15 

KMSst^Uvillelll   

....G. 

.45 

.08 

.0} 

.41 

■  Oi 

.61 

.02 

■  25 

.Z% 

7? 

.47 

.72 

I'uioulowu.  Dun  49ilJ 

....0. 

.06 

.81 

.15 

.Of 

.l( 

■  ()■( 

.05 

■  o; 

.8( 

.45 

l.OS 

.06 

.02 

.14 

0? 

(ytitrni  Divinion 

Ad,1isou,  DaiiHS.  Illl 

....0. 

.Oi 

.B( 

.04 

.17 

.02 

.02 

.25 

'I'. 

20 

.59 

.32 

.22 

.03 

T, 

.06 

■  43 

.01 

Aiu-l.onige 

0. 

.27 

.28 

.4^ 

T. 

.85 

T. 

.85 

■  85 

.18 

.04 

L03 

,0* 

483 

....  G. 

.5! 

.41 

■  U 

■  15 

55 

1( 

.42 

■  45 

,28 

05 

4.89 

llrownsville.LockNo.  611 II 

....G. 

.02 

.4( 

.01 

■  i; 

.01 

,01 

,08 

.5? 

.02 

.09 

08 

24 

riurnsiai>llli   

C. 

.Oi 

■  3S 

II 

.■M 

1' 

6? 

H 

68 

.45 

14 

11 

.'■2 

T 

3.47 

fiirroUtou  |M|  (Lock  No.  1) .... 

. . . .  K. 

.4'^ 

.... 

35 

66 

.0? 

39 

18 

1.30 

CldSprius.Dam  S6IIII 

0. 

.02 

■  Si 

■oa 

..1( 

.03 

.25 

,29 

.63 

T, 

,.36 

.11 

27 

Danvillo 

.  ..K. 

'!■. 

•  OS 

.06 

.22 

.2f 

.U 

.06 

.5f 

■  6f 

,06 

.62 

.02 

12 

02 

.26 

.72 

Dix  Dam,  Burgin  nil 

....K. 

.12 

.22 

.4( 

.OI- 

.7? 

■  Of 

■  51 

37 

16 

.05 

1,30 

3  92 

Eadsville  Illl 

....  c. 

1.02 

.37 

■  fit 

.17 

,6fi 

.3f 

.1! 

,0^ 

.73 

.12 

Kubank.. 

c. 

.1(1   .3C 

.so;^.. 

.60 

.  65 

Frankfortllll  

....K. 

■i'. 

.29    .14 

T 

.4:- 

■  73!  T^ 

T. 

O-l 

.a 

.5f 

T, 

.20 

,0'i 

1,17 

4  24 

Oest,  Lock  No.  3  11 11 

.35!   .14 

.4t 

.78 

.06 

,i:- 

.65 

.42 

T. 

.37 

,14 

1   ?,0 

Glasgow 

G  ■ ,'    ■  ■ 

.53'    ... 

.61 

■  ,57 

2  4( 

06 

■  64 

,61 

8.45 

(irant.  Darn  331111 

...    1    .47.  T. 

■n 

.41 

.14 

■I', 

.17 

r 

if 

.16 

.41 

'P 

2  51 

Hreensburg 

(i   1     . 

....!    .19|.... 

■  22 

■  22 

.16 

.6S 

■  67 

.02 

.05 

10 

48 

2  71 

High  Bridge, Lock  No.  7 ml.... 

....K  i        IT. 

.12 

.12 

..=)( 

•V. 

'[•■ 

■  87 

.m 

'i'. 

'1' 

.48 

.34 

.02 

■  10 

,03 

rrviugton   

....O. 

T. 

.31 

.30 

■  34 

■!'■ 

■r. 

T. 

■  11 

■  17 

T 

T. 

T 

K4f 

■  ?8 

T, 

06 

'!'■ 

T 

■  42 

2V 

8.66 

.■.. 

LeitoUtiold    

....G. 

.02 

.42 

.64 

.21 

.02 

T. 

T. 

.12 

.31 

.06 

■  8« 

■  ,5? 

.!( 

11 

.07 

,?5 

4,"^ 

4.14 

Lexington  *** 

■  4;h 

■  o;; 

1    1« 

11 

03 

01 

•M 

1  0( 

''R 

.0; 

■  45 

9' 

5.82 

3    CQ 

Little  Hickman,  Lock  No.  8  lijl 

....K. 

.3(1 

.32 

.... 

.05    .83 

06 

,68 

48 

■  90 

10 

88 

Lockport,  Lock  No.  2  11 11 

....K. 

•  3C 

.15 

.5(1 

.11 

.82 

,15 

'1', 

,92 

T, 

.35 

LOUISVII.I.E*** 

....O. 

.01 

.28 

.K 

,43 

T. 

T. 

.76 

T. 

T. 

,4'.i 

.f^-i 

■  6,= 

0,'^ 

,07 

,15 

20 

T 

4  06 

..   .G. 

.04 

.12 

.84 
.51 

'.'s.i 

■  16 

■  04 

'.'i? 

T. 

T. 

.06 

.09 

'25 

.04 

.59 
■  22 

"77 

.69 
.04 

'■'86 

■  03 
T, 

■1-. 
.13 

T, 

.70 

,,57 

.52 

4.59 

6t.  John 

T. 

Salvi»!i,LockNo6  Illl 

....k. 

i'. 

.2S 

■  18 

r 

.4i; 

T. 

T. 

1.4C 

15 

.44 

■  15 

T 

15 

14 

4.16 

,'^hell.,vville 

s. 

.26|    .19 

■  02 

■  32 

■r. 

■  99  -■ 

T. 

.15 

.76 

■  ,56 

08 

.2(1 

.11 

1   61 

Shepberdsville 

S- 

.05 

.90i   .0-, 

■  25 

.J2 

■  OS 

.... 

■  67 

.17 

18 

l.Of 

.0? 

.11 

.53 

4  12 

Stoarns   

■  40 

■  09 

■  25 

■  09 

.74 

■  36 

.70 

■  14 

.10 

■  03 

,31 

■  42 

3.63 

Tvroni>.l.ockX<..5:.  

...K. 

.28 

■'l5 

T. 

.54 

T. 

^.w 

■  10 

,05 

0,1 

,52 

05 

.90 

■'20 

1,30 

4  84 

VVilliamst()\Mi  ■• 

.4( 

.!! 

■  4( 

611 

■  27 

0? 

.15 

.67 

l,?r 

■  40 

,20 

50 

4.94 

Xoodburv.Loc:.  No.  411 3 

....G. 

.52 

.03 

.04 

.22 

.... 

.07 

■  41 

,08 

.85 

.40 

,35 

.03 

■  07 

■  68 

.52 

8.95 

.60 
■  47 

■  95 

■  ,34 

.44 

,20 

■  22 

■  20 

■  11 

■  17 

.28 
27 

T. 

8.61 

Ashlaud  III 

....O. 

T. 

.... 

.19 

■  01 

■  43 

.02 

■  18 

,01 

■  06 

■  01 

Barbourville 

Ai) 

■  1^ 

13 

RS 

oc 

■  07 

97 

''6 

3.18 

lierea   

....K. 

T. 

.03 

■  OS 

.41 

.52 

.50 

■  61 

.,57 

10 

■  3? 

■  OR 

.40 

.43 

12 

08 

T 

1  42 

5  68 



.oc, 

.2ti 

■  48 

,07 

.88 

.0? 

.H 

6(1 

.04 

L?5 

1 

Cumberland  .  • .  ■  . 

....c. 



.30 

.75 

21 

.■It, 

09 

67 

■  09 

■  47 

2.83 

.... 

.21 

■  41 

.81 

'1' 

'1', 

■  41 

]  0(1 

,20 

l.'S 

5.00 

Falmoutlillll   

....L 

.28 

■  00 

T. 

.31 

■  20 

-r. 

,08 

57 

■  01 

1.34 

.0? 

■  20 

11 

,34 

Farmers  111 

....L. 

.24 

■  15 

.56 

81 

.8(1 

.83 

50 

Fleminu'shursni   ••••......■•... 

T 

.24 

■  15 

^30 

^44 

.36 

''oi 

't.' 

■  67 
1,49 

'.'06 

't. 

'IV 

..S9 
■  6R 

1.19 
.61 

16 

'.'26 

.13 
■  07 

■  55 
1.23 

4.57 

....O. 

.OS 

■  25 

■  04 

'1'. 

53 

57 

?-i 

T 

0? 

35 

41 

■  16 

.13 

2  92 

Hazard  II" 

....K. 

■  K 

■  25 

45 

sn 

35 

33 

85 

3.73 

Heidulberg,  Lock  No.  1411 II 

....K. 

■  OR 

■  08 

■  Oo 

1  08 

.23 

■  92 

.22 

.03 

,63 

.51 

■  08 

0? 

1.3t 

Jackson 

...K. 

T. 

.22 

■  If 

.65 

■  26 

■  9(1 

■  2C 

.()?> 

.63 

■  12 

L40 

5.54 

Jeiikinslil' 

..Ml 

.21 

.72 

■  IV 

■  49 

47 

Livingston 

'.'lis 

^30 

Louisall"  

82 

.93 

.10 

,40 

■  10 

MaysvillGlllI    

....0. 

T. 

.19 

■  Or 

■  31 

.6c 

■  30 

,0? 

■  .54 

,0; 

T 

■  11 

20 

38 

4^22 

Middleshoro      .■• 

....C. 

■  hC 

■  o;- 

■  ■;( 

.15 

,70 

.?f 

,28 

5^ 

.14 

58 

348 

C. 

T. 

'1- 

■  70 

■  31 

.80 
.93 
.32 
1,49 

'.'22 

'r 

■.'04 

■  08 

.68 

.'io 

'.'91 

.40 
.43 

1,10 

■;9i 

.68 
■  ,51 

.10 

T. 

.04 

.35 

'.'29 
05 

'■'•22 

■  01 

1.10 
.51 

■  25 

■  95 

5.63 
4.43 
2^80 

Oneida 

■  10 

■  18 

11 

Paiutsville    1111 

....B. 

■  07 

■  20 

■  14 

.7:1 

?fi 

.12 

PikevilleJII 

...B. 

■  05 

■  21 

T. 

.02 

.39 

.04 

.26 

.oi 

,26 

54 

,27 

■  14 

■  04 

T. 

,08 

T 

S^88 

Pippapa.ss 

....K. 

■  27 

■  ^8 

.26 

■  08 

,.57 

.6-i...- 

.17 

■  24 

.12 

,32 

T. 

■  06 

■  82 

3.82 

4( 

.18 

.51 

■  31 

95 

.15 

40 

5.  go 

■  OR 

.<;- 

■  0.T 

■  88 

.... 

,?0 

,92 

.24 

,09 

.,51 

,46 

43 

06 

,13 

5.18 

Richmond-. 

■  1( 

.40 

.hi 

■  05 

■  75 

■  25 

■  K 

,75 

30 

,10 

50 

5^20 

....K. 

.10 

.22 

■  35 

1   15 

T. 

■J'. 

53 

84 

.20 

■  09 

■  32 

Vancebnrg.DiimNo.  32  ill 

....0. 

.06 

... 

■  2fi 

■  IS 

■  46 

.fi8 

.20 

.46 

■  63 

.05 

20 

.05 

Williamsburgtll..... 

....k: 

■  4fi  . . . . 

■  13 

1.35 

.34 

.01 

.'is 

If 

48 

.15 

".20 

.'05 

■;6o 

1.30 

MS 

■  28 

.02 

.12 

.25 
■  12 

.21 
1.15 

4  58 

Willow, Lock  No.  1311 II 

.... 

.3.5 

I_ 

.95 

.12 

6^47 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  tl 
time  of  observation. 

(  Reference  mark  ***)  Regular  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight. 

11 II  Precipitation  mea.surcd  in  the  morning :  amount  then  recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  the  next  following  measurement 
;  Separate  dates  of  falls  not  recorded.       T.  Trace,  or  less  than  0,01  inch. 

River  drainage  area  in  which  station  is  located  is  indicat<'d  as  follows:  (BlBig  Sandy    (L)  Licking:  (K>  Kentucky:  (SI  Salt:  id)  Green:  '  r  Cumberland 
'Tl  Tennes.see:  (OlOhio:  (  M  »  Mississippi.  liLoneOak, 
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Daily  Temperatures  for  April,  1937. 


Western 


Callioun   

Earlington 

fireenville 

Henderson 

Uopkinsville    . 
Lovelaceville.. 

May  field 

Mnrr:iy   

oweiisboro 

Paducah 

Princeton 

RusiifcUvilleSS... 


Divisinn . 

\  Maximnm  . , 
I  Minimum.. 

\  Maximum  . 
1  Minimum.. 

I  Maximum  . 

I  Minimum  •  • 

Maximum  . 
••■■     (Minimum.. 

\  Maximum  . 
i  Minimum.. 

S  Maximum  . 
(  Minimum.. 

;  Maximum  . 
i  Minimum.. 

)  Maximum  . 
(Minimum.. 

J  Maximum  . 

/  Minimum.. 

:Maxirauni  . 
:Miuimura.. 

j  Maximum . 
I  Minimum.. 

\  Maximum  . 
"l  Minimum;. 


Ceiilrni  /)|ii,vif™. 

S  Maximum  . . 

Ancnorage |  Minimum. . . 

)  Maximum  . . 

Bowling  Oreen (  Minimum. . . 

i  Maximum  . . 

Danville (  Minimum... 

(  Maximum.  . . 

Dix  Dam \  Minimum . . . 

Maximum  . . 

Kiibank j  Minimum . . . 

j  Maximum  . . 

Frankfort j  Minimum. . . 

j  Maximum  . . 

Glasgow    (Minimum... 

Maximum  . . 

Greensburg J  Minimum. . . 

Maximum  . . 

Irvlngton j  Minimum... 

,  „  ,,  j  Maximum  .. 

Leitchfield j  Minimum . . . 

Maximum  . . 

L-ixiugron   )  Minimum . . . 

Maximum  . . 

Louisville \  Minimum . . . 

^^   ^  Maximum  .  • 

Mammoth  t  ave j  Minimum. . . 

i  Maximum  .  . 

St.  John j  Minimum  .  ■  • 

)  Maximum  . . 

Shelby  villa  )  Minimum.., 

:  Maxinuira  . 

Stearns...   :Miiiimmii  .. 

i  Maximum  . 

Taylorsville   j  Minimum . . 

(  JIaximum  . 

Williamstown •)  Minimum .  • 

linstern   DifiMov. 
,      ^  J  Maximum  . 

Ashland    )  Minimum . . 

Maximum  . 

Berea (  Minimum. . 

,      ,       ,  I  Maxiiiuim  . 

Cumberland |  Minimum.. 

Maximum  . 

Farmers |  Minimum . . 

„  .,  ,^  J  Maximum  . 

Heidelberg ,  Minimum.. 

(  Maximum  . 

Livingston (  Minimum . . 

Maximum  . 

Maysville j  Minimum  , . 

...j^,     ,  ;  Maximum  . 

Middlesboro j  Minimum . . 

:  Maximum  . 

Mount  Sterhng Minimum.. 

„.,      „,  (Maximum. 

Pikeville /Minimum.. 

)  Maximum  . 

Pippapass   (Minimum.. 

,^   .  ,        ,  :Maximura . 

Qni(:ks:ind :Minimum.. 

,.,  ,  ,  iMaximura  . 

Kfohmond ••  •   :Miiiiinum. . 

:Maximum. 
Williamsburg :Minimum.. 


45  53  55| 
771 
321    451     51 


40 

70      52 

39      39 


62  64  55|  63 

42l  37|  38;  41 

531  85|  5fii  6i 

411  29'  ■•-'  "■ 

52:  5^ 


5« 
34 

511     6li     56 

381     29|     81 

53'    56! 

41!    29 


54!    57 


53  52 

sel  23 

65,  58 

431  31 


511 

361  30i  31! 

54;  50  52] 

39  32  35 

65l  55  45! 

Sfij  28  28 

63  52]  54 

321  30 


50 


51 1     55 
29|    28 


271    391     49      60 


25]     4ll     511     3f.|    61 


50|  49 
30i  31 
-50[-    fil 


42 

M 

55 

62 

55 

42 

RS 

35 

67 

54 

B! 

32 

35 

31 

H5i 

72 

6.S 

301 

32 

32 

CO!  esi  78 

321  mi  48i 

65!  65  74 

25j  40  49 

61  69  73 

32'  51'  54' 


60;  (i5  73 

291  ''8  S2 

61 1  65!  64 

30!  4v  62 

28!  34'  54 


48     42 

70]  ■  -68 


42      65      50      49 


781     SO     f*"' 

52     48     42 
66      64      64 


261     85      611     51 


62 
47 
67 
45 
65 
43; 
62      53 


64      53 

72| 


59i 

751 

66      45 


81      70 


64     61 

40,     41 

66! 


60, 


3-<l  50  64l 

62  8O'  7o! 

401  661  60 

62  71  70! 

35:  49 


62 


711     711 
521     5Hi 


41      40      50]     65 


KO      57!     66      52 


!3!     50|     40     40i     38      68 


M 

03      72 

6S! 

3'' 

29!     35 

49 

51 

57;     65 

'". 

27      35 

5(1 

53 

62     6i 

67! 

21 

23     8 

5f 

53'     6. 

3. 

3ll      41 

52 

5^ 

64      VT 

76 

3.5 

28     41,     53 

87      90 

78 

34:     48      67 

85'     69     81 

32     53 

54 

154     87 

7.7 

30     57 

51 

60 1     82 

82 

40     62'     48 

83     881     -9 

39,64 

52 

45      56 
9li 
48l 

87|  82 
47|  ""■ 
77j     91 


37,     57      48     44] 
82'     80     72;     75; 


60,     4«      48 


8II     88      ... 
69,     61     61 


4,Xi 

41 

63 
41 

70, 

60 

5i 

46 

42 

39 

50' 

41 

40 

no! 

59 

50 

6a! 

41) 

4^! 

67 

66 

61 

60' 

45 

44 

fi6l 

5fi 

57 

4S 

40 

41 

67! 

61 

56 

48' 

3'> 

39 

701 

66 

62 

46 

•15 

70 

64 

53 

49, 

44 

41 

.62 1  59 
75|  - 
621 


68.7 
49.2 
70.1 
46.4 
69.0 
44.0 
67.1 
44.7 
69.2 
45.6 
68  0 


n.iuts  are  read 

hidicntP  r''SP 

LoiisvilUf 

4  25-37  110(1 

n  the  morning:  <he  maximum  temperature  than  reafl 
ctivflv  1.  2.  3  Rt(<..  days  missinsr  from  rword. 


;  f'harfred  to  the  prooeding  day. 


whioii  it  almost  always  occurs 


=46.2 
'■66  5 


41.9 
66  8 
43.7 


45.9 
664 
45.2 
65  6 
42.3 
64.7 
45.9 


64.3 
43.4 
»HS.9 
a44.7 


•68.1 
•39.2 
fi6.2 
41.3 


70.7 
45. 8 
68.1 
42. 8 
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IjOuisville,  Ky.,  May,  1937 


No.  5 


GENERAL  SUMMARY. 

Cool,  showery  weather  during  the  first  three  weeks  retarded 
growth  and  prevented  most  field  work.  In  this  long  spell  of 
wet  weatlKT  tlii-re  wore  only  a  few  days  on  which  the  soil  be- 
came ih-y  enough  to  be  worked  or  for  corn  to  be  planted.  The 
dehiy  to  corn  planting  and  to  growth  of  tobacco  plants  amounted 
to  at  least  two  weeks.  Wheat  on  Hat  lands  and  those  with  slow 
drainage  continued  to  drown  in  spots  or  show  by  its  yellow 
color  the  stunting  effects  of  too  much  water.  For  this  reason 
the  developing  grain  crop.s  showed  marked  irregularity  in  size 
as  they  approached  the  heading  stage.  Pastures  grew  rank  on 
slopes  and  uplands,  but  suffered  from  too  much  moisture  on 
low  ground.  Land  that  had  been  broken  but  not  conditioned 
became  packed  and  very  weedy,  so  that  much  labor  and  time 
were  required  to  prepare  it  for  planting. 

After  the  20th  the  dry  weather  favored  corn  planting  and 
other  field  work,  while  the  abnormally  high  temperature  brought 
quick  germination.  The  impetus  given  to  growth  by  the  heat 
of  this  period,  and  to  farm  work  by  the  prevaihng  dryness, 
made  up  to  a  considerable  degree  for  the  lost  time  earlier  in  the 
month.  Current  farm  activities  remained  behind,  however,  at 
the  end  of  the  month. 

Strawberries  had  been  damaged  by  rain,  but  decided  improve- 
ment in  quality  accompanied  the  sunshine  and  high  tempera- 
ture. The  abnormal  heat  of  the  last  few  daj's  had  a  tendency 
to  shorten  production.  Early  potatoes,  which  had  suffered 
from  insufficient  cultivation,  were  advanced  too  rapidly  toward 
maturity. 

The  dry  weather  brought  immediate  improvement  in  grains. 
It  came  barely  in  time  for  wheat,  which  was  ready  to  head  in 
most  of  the  State.  Tobacco  plants  reached  size  for  transplant- 
ing in  the  last  week,  and  setting  by  machine  advanced  fairly 
well.  Hand  setting  was  possible  in  a  few  southern  localities 
that  were  visited  by  good  showers.  The  extreme  heat  was  un- 
favourable for  obtaining  a  stand.  Hardening  of  the  soil  late  in 
the  month  impeded  plowing.  Conditions  during  the  last  decade 
were  unusually  favorable  for  curing  clover  and  first  crop  alfalfa 
hav. 


TEIfflPERATXJKE. 

The  accumulated  deficiency  in  temperature  during  the  first 
twenty  days  was  practically  balanced  by  the  excess  warmth  of 
the  last  decade.  Therefore  while  the  weather  was  predomi- 
nantly cool,  the  temperature  for  the  month  averaged  near  nor- 
mal. All  western  and  some  central  stations  had  monthly 
temperatures  above  normal,  but  at  most  central  and  eastern 
stations  the  average  was  lower  than  the  seasonal  mean.  The 
extremes  were  99^  at  Greensburg  on  the  31st,  and  3(3°  at  several 
eastern  stations  in  the  period  7-1 1th. 

PRECIPITATION. 

Despite  the  showery  character  of  the  month,  precipitation 
averaged  somewhat  belo«  noimal  Measuiible  amount-  ^\(i 
reported  on  all  but  four  de\^  Showris  occmied  daih  in  all 
districts  during  the  fiist  wtel,  aKo  m  the  pLiiodt,  12  14th  and 
28-19th.  Heavv  runs  weie  repo'ted  t  ii  nns  tatinn«  on  the 
2d,  13th    and  1  Uh       Th    i  imfi  1     n     i  , 

in  ihefonn     f  1  ul  f  t  1     at      1  ^         a 

Vallpyr.Mi'        1  [  I  i   )       t      tl 

distriot.  and  tl  i  t    ii  f 


from  2.0  to  8  5  Inches.  For  the  State  preflpltatlon  varied  between  1.78  Inches  at.IonklnH 
and  9.66  Inches  at  Williamsburg.  Days  with  thunderstorms  were:  8,  4,  6,  7,  9.  12,  18  2'2, 
26,26,27,78,80.81. 


Low  boUoiiis  in  the  '. 


MISCELLANEOTTS. 

Iiulsfoim  at  Henderson  eaiisod  damapro  to  buildinifs.elefitric lines,  and 
W.J. 000,  llail  aiconipiinying  the  storm  darnaifiid  young  fruit  In  tlie 
lie  city.     Wind  daiiin(r.d  free<i  and  linildin(?s  at  Calhoun,  with  a  loss 

""  'l;iie:iiTe      l>;iinfi".-   i o ;  ' 'MTdeiis,  CTCenhouses,  and 

I'r;ii.l>  tl    di    I.  Illy  in  the  month  subsided 

(111.-      I  ]Mn.i  -I;    ,  '  led  during  the  lirst  week  In 

I'    ii'i'li'  I.         ,  ._ir  ,  lower  riyor until  tlie  I7th. 

lie  and  Cairo  di>liie(-  weie  Hooded  for  about  two  weeks. 


PRESSURE,  WIND 

HUMIDITY  AND  SUNSHINE. 

Atmospheric   pressure 

Wind. 

Relative 

Stations. 

(reduced  to  sea-level.) 

humidity 

1 

i 

1 

1 

1 

It 

A  o 

ft 

s 

1 

S 

^ 
S 

t- 

3  a 

Cairo 

111. 

29.97 

30.18 

10 

29.74 

22 

7.7 

,11 

„ 

79 

R3 

Cineir 

iiati  Ohio 

30.01 

30.24 

1 

29.71 

fi 

fi-.'i 

27 

w. 

22 

V 

56 

61 

6^ 

•ille Ind. 

29.98 

30.lt 

1(1 

29.76 

1« 

7  7 

34 

sw. 

?? 

71 

W) 

56 

72 

Louis\ 

iUe   Ky. 

29.98 

30.22    10 

«,,6 

fl 

9.1 

33 

sw. 

22 

76 

60 

69 

63 

COMPARATIVE  DATA  FOR  MAT. 


1889 

1890 , 

1891 

1892.... 

1893 , 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908.... 

1909 

1910 

1911.... 

1912.... 

1913..,. 

1914 

1915.... 

1916 

1917.... ., 

1918 

1919 

1920 

1921 

1922 

1923 

1924 , 

1925 

1926 

1927 

1>|-'S 

1  i 

^^ 

1  n 

19  2    

1  n 

1J3) . 

1   0     

I  id  !;!!!;;!;;;;!;!: 

t49  year  averages 


62.6 
64.6 
63.2 
64.5 
63.9 
72.2 
61.4 
67.6 


67.2 
68.9 
69.4 
63.9 
64.2 
65.9 


69.9 
61.2 
66.2 
65.7 
63.2 
64.1 
66.6 


Precipitation 


5.49 
5.59 
3.64 
3.16 
5.34 
3.27 
4.52 
4.79 
3.49 
2.66 
3.  55 
3.09 
3.06 
5.23 
2.54 
6.07 
4.34 
4.64 
4.81 
2.46 
4.53 
2.92 
2.16 
6.62 
4.02 
3.43 
4.29 
6.05 


5.04 
2.61 
2.36 
7.44 
3-68 


6.43 
1.67 
7.40 


Number  of  days 
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May,  1937 


M'eatprn  Division. 

Birmingham 

Calliouu  

Karlingtou 

Fords  Ferry.  Dam  aO 

3reenville   

Henderson •• 

Hopklnsville 

Lovelaceville 

Mayfield •  ■  •  ■ 

Murray 

Ciwensboro 

Owensboro.  Dam  46. 

Paducah  ** 

Princeton — 

Uuuisey,Lock2;.... 

Russell  ville 

Uniontown.  Dam  49. 

Central  Division. 
Addison,  Dam  45-.. 

Anchorage 

Bowling  (ireen...... 

Urowiisville.LocK  6?.. 
Burnside  ............. 

UarroUtou,  Lock  1 

rold  Spring, Dam  36.  • 

Danville .• 

Dix  Dam.  Burgin 

Eadsville  

Kubaiik    

Frankfort 

Gest,  Lock  3 

Glasgow 

Grant,  Dam  3S 

Groensburg.. . ...•..•• 

nigh  Bridge,  Lock  7. 

Irvington 

Lancaster 

Leitchrteld 

Lexington ;■•■,••■, 

L,ittleHickman,Lock8l 

Lockport,  Lock  2 

Louisville 

Mammoth  Cave 

6t.  Jonn 

SalviBa,  Lock  61 

Shelby  viUe 

Shepherdsville 

Stearns •  ■  ■ 

Taylorsville 

Tyrone,  Lock  51    

Williamstown 

Woodbury,  Lock  4  t  . 
Ei'ftem  Division. 

Annville 

Ashland   

Barbourville 

Berea-.j........ ■•••■. 

College  Hill,  Lock  11.. 

Cumberland     

Ontbianii. 

f  almouth 

Farmers   

Flemingsbnrg   

Ford, Lock  lOl 

Greenup.  Dam  30  ... 

Hazard 

Heidelberg,  Lock  14  .. 

Jackson 

.lenkins  •.• 

Livingston 

Louisa 

Maysville  

Middlosboro 

Mount  Sterling 

Oneida    

Ouoonta.  Dam  3S1  . . . 

paintBville 

Pikeville 

Pippapass 

Qnicksand  .. 

Ravenna,  Lock  12 

Kiehmond 

V«lley  View.  Lock  9. 
Vanceburg.  Dam  32  . . 

Williamsburg 

Willow  Lock  13....... 

S'at-  averages  and  ex 


Marshall    

McLean 

Hopkins 

Crittenden  — 
Mu'nleuDurg... 

Henderson 

<;!iristian 

Ballard 

Graves 

Calloway    

Daviess 

Daviess 

McCiackeu 

Caldwell 

McLean 

T,o2»n    

Union 


Breckinridge 

.lellerson 

Warren 

Edmonson  .  •  • 

Pulaski 

Carroll 

Campbell    — 

Boyle  

Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren   

Boone 

Green  

Jessamine 

Breckinridge 

Garrard    

Grayson 

Fayetce 

.Jessamine    ... 

Henry 

.refi'erson 

Edmonson.. . 

Hardin 

Mercer 

Phelby 

Bullitt 

McCreary  . . . 

Spencer  

Anderson 


Biitle 


Jackson  

Boyd 

Knox 

Madison 

Madison 

Harlan 

Harrison 

Pendleton 

Kowan  

Fleniing  

Clark    

Greenup 

Perry   

Lee 

Breathitt 

Letcher 

Rockcastle  . . 

I,awrenie 

Mason 

Bel!  

Montgomery  , 

Clay 

Campbell 

.lohnson 

Pike 

Knott 

Breathitt 

Estill   

Madison 

Madison.    ... 

Lewis 

Whitley 

Lee    

Iremes 


Cllmatologicai  Data  loi  May.    1937. 


Temperature,  in  degrees  Fahr. 


64.9+  0.4      99 


65.2 


0.2 


31 


Precipitation  in  inches 


Number  of  days' 


«S 


+2.r 

+2.42 

+3.4i< 
+0.3! 
-0.05 

H2'.53 
f2.74 
-0.68 
t-1  2S 
+2.86 

0.2 
+  0.52 

+  1.03 
+  1.49 
+  1.12 
+  0.7ii 
-0.07 


+  1.41 
-1.55 
-0.(' 
-O.o 

+2:i:s 
+  0.12 


2  r.fi  --0  S'.i;  0 
3.17J....  I  l.Ofi  I 
2  48-2.66  0.77 
2. .52-1.40  0.54 
2.77'|-1.07l  0.?0 
3.76:-0,25|  1.61 
3.1li-0.72!  1.  If! 
9  661  +  5. 57j  3.47 
4.00i+0  20  1.25 
4.01!  +  0.02i  3.08 


Brirk  Southworth. 
Lorkiiia.ster. 
C.  K.  Lnvell. 
Frank  Street. 
\V.    K.    Morris. 
BluiH-JIaloiic. 
Ittrs.  Joe  Payne. 
Harry  U.  Arnold 
Henry  S.  Berry. 
Lockmaster. 
Joe  Lat;ore. 
Dr.  W^L.  Cash. 
Lockma.ster. 
Wm.  Shf-lton. 
Lookrnaster. 

Lockmaster. 
(.'.   K.    Biirret. 
Mrs.  Lillii>  O   Causey. 
Lockmaster. 
T.  A.  Lev.is 
Lockmaster. 
Jjockmaster. 
R.  p.  Coldiron. 
C.  W.  Williams. 
Lockmaster. 
Mr.s.   Katie  Paynw. 
Jjockmaster. 
Lockmaster. 
R.  L.  Beatty. 
jockmaster. 


H.  Al 


Mrs.  lU-,,. 
Lockmaster. 
W.  J,  PlR.aol 
Walter  KilHi 
11.   11.   Willi 


Lockmaster. 

Miss  r<vliir  B.    Simp: 

IjOckmaster. 

W.  A.  Wortlnngton. 
LockHLister. 

Mrs.  l::il;ili  TuKgle. 


Lockmaster. 
Jjockmaster. 
John  W.Stephens. 
Loekma-ster. 


All  temperature  data  are  taken  from  self-registering  thermometers. 
The  departures  from  normal  temperature  and  precipitation  arc  >nni 
used  in  determiningsection  or  division  moans.  .       .^Kiini- - 

Reference  letters.  ',''.•.  appearing  in  the  table  indicate  nj  i 
t  Also  on  othpr  dates.    t+  Received  too  late  to  be  inclndeji  i 
^PostolTice  address<-s:— Lock  S.Lawrencebnru.  Ky.  :  LncU  (,.       - 
Oneonta.  California.  Ky. 


.M.w.    11>;57 


01.iMAT()l.OCilCAl.  DATA:   KENTUCKY  SKCTION 


I'J 


Daily  Preoipitatlon  for  May, 

1037. 

Day  of  month 

1 

2 

a 

4 

5 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

" 

18 

19 

20 

21 

27 

28 

29 

80 

81 

1 

\\f stern  Dirision 

1.71 
1.98 
3.08 
1.80 
2.45 
1.78 
1.10 
i.OO 
1.65 

".5\ 
.90 
.56 
.46 
.88 

1.10 

.60 
.52 
.68 
.07 
.15 
.83 
.25 

.48 

1.76 
.81 
.98 
.84 

1.38 
.84 
.86 

1.04 

.22 

.04 

.14 
1.68 
.38 
.98 
.40 
.65 
.80 
.10 
.12 

.79 

.20 
.02 

't.' 

.86 

T. 
.40 
.02 

llalhoim U. 

Kftrlinitton G. 

Kords  Forry  Dam  BOli  1 0. 

(irt'onville G. 

Henderson 0. 

Kopklnsvillo .0. 

Lovelacevitlo M. 

Maytiflld  M. 

Murray                                       !• 

.62 

'.'6l 
.50 
.82 

8.21 

':97 

T. 
.42 
.02 
.18 
.25 
.19 

.07 

'.'26 
'.'60 

1.04 
.01 
.02 
.45 

.15 

■'f." 

'.'.'.'. 

TV 

■.'63 

tV 

T. 

't" 

40 

'.'si 

8.69 

.06 

.79 

.02 
.05 

.01 

8,8« 
6.87 

.06 
.06 

6  85 

7.  CO 

8.80 

.03 

T. 

T 

T. 

T. 

r. 

T. 

.06 

8. 95 

Oweiisboro 0. 

Owensboro,  Dam  46  II li O. 

t'aducah 0. 

Priuroton;      G. 

Uiunsoy,  Lock  No.  2  111 G. 

K-.issHllvinell|l   G. 

Iiiioutovvn.  Dam  49il,| 0. 

CriUriU  Divhiim 

Addison,  Dam  45.  III! 0. 

A  nohorago O. 

Bowlinjr  Greon ■•■■ G- 

lirownsvillt.,  Lock  No .  611 II G. 

T. 
.21 
.06 
1.25 
.21 
.11 
.07 

.47 
.03 
.4.5 
.39 

2.00 
1.90 
1.60 
1.89 
1.64 
1.10 
1.23 

.18 
.83 
.70 
.33 

.S7 
.84 
.62 
.36 

.00 

1.51 
.87 
.47 
.87 
.30 
.38 
.16 
.26 
.03 
Af 
.09 
.42 
.37 

'.'l7 

.m 

.34 

.43 
.53 
.08 
.06 
.83 
.56 
.16 

.60 
.13 
.40 
.30 

.08 

'.'21 

.48 
.40 

'.'19 
.07 
.07 

.70 
12 

.86 
.97 
.24 
1.22 
1.28 
.11 
.15 

.06 
.29 
.22 
.30 
.48 

'^26 
.43 
.56 
.55 
.23 
.2^ 
.30 
.25 

.63 

.48 
.88 

.'50 
.17 
.70 

.27 

".So 
.37 
.33 
.55 
.62 
.01 

'.'S9 
.44 
.58 

■.'60 

"8? 

.49 
.45 

T. 
.01 
T. 
.10 

,40 
.87 
.47 
.80 
1.05 
.56 
.16 

.80 
2.13 
.31 
.36 
1.06 
.72 
.73 
.66 
.29 
b57 

l'l2 
.90 
.92 

1.81 
.66 
.46 

1.77 
.23 

1.01 

1! 

.85 
.70 
.47 
1.22 
1.10 
1.11 
2.35 
L39 

.32 
.28 
.01 

".76 
.33 
.02 

.43 

'170 
.43 
.43 
.86 
.76 
1. 

T. 

.74 
.66 
T. 

'^90 
.12 
.29 

.08 

'.'so 

1.01 
.41 
.12 
.11 

.18 

'.'99 
1.18 
.21 
.15 
.35 
.10 

.18 

.... 

T. 
T. 

■r 

'.'06 
.13 

.03 

T. 

t" 

T. 

.15 
.08 

T. 
.07 

'.'bi 

.02 
'.'64 
".'\Q 

6.46 
6.58 

T. 

■.'29 

5.85 

't.' 

.11 

'.'63 

't'. 

.09 

'.'is 

7  60 

"m 

'.'18 

.14 

.18 
.82 
.05 
.18 

.... 

'tV 

.04 

'.'ib 
'.■32 

.10 

''07 
'.'07 

'.'67 

.12 

'.'40 
.05 
.54 

i.'os 

T. 
'.'76 

5  05 
8.16 
6.31 

.12 

4  73 

■;65 

'.'60 

.... 
".01 

'!2,5 
.35 

3.83 

c""!^toui.r('i.;M;kNo.i);;;;;.";;.K: 

Cold  Spring, Dam  361111 0- 

Danvillu , K- 

Dix  Dam.  Biirgin  lllj K . 

EadsviUe  1! ■  C 

Kubank .C. 

Frankfortlli!  K. 

(Jest,  Lock  No.  3  11 11 K. 

Glasgow G  ■ 

(Jrant,  Dam  33il  11 0 . 

Oreensburg H 

[ni?h  Bridge, Lock  No.  7: !i K 

.'04 
T 

.18 

■.'05 
1.2S 

'^20 
.18 
.13 

'.'21 

'^19 
'.'65 

'.08 

.72 

.'69 
.20 
.33 

T.' 
.03 

.13 
■.■35 

■.'68 

.01 

■r. 

.05 

'.'62 
.79 

't.' 

'.'23 

.57 

■  48 
.75 

■.'92 
.'03 

'^70 
.40 

3.53 
3.39 
3.45 
3.02 

'!  13  '.'.'.' 

.28    .06 
1.25 '.'26 

....  '.'44 

1.28 

T. 
.02 

'.'62 

't.' 

.02 

't. 

T. 

'.'08 

'.'01 

't". 

i'.' 
.35 

.13 
.06 

'.'73 

''82 
.16 

'r'. 

.01 

4  19 

1.21 
.38 
.82 
.42 
.44 

.■;;. 

.30 

1.52 

".^0 
.30 
.92 

'.'09 

f.' 

. '. . . 

.... 
't.' 

'^70 
T. 

4.27 
8.88 
6  30 

10   T 

T    i    ■ 

:08    .70 
.03!   .43 

".'o'i 

'^20 
'.'62 

'!b5 
T. 

3  08 
3.19 
5  14 

Laucasterll  11 I-- 

Lfiitelitield   i; 

Sll^L::m;Locuxo.-.-,i  ;;:::::]•, 

Loekport,  Lock  No.  2li!l K. 

Loutsvii.LE*** 0 , 

Mammoth  Cave G- 

:;'':^:  ■:!:  '¥:.'^r'- 

.10 

'.'09 

'.■48 
.01 

'.'26 

.12 

T. 

'.10 
.21 
T. 

.35 
.44 

.04 

.'::: 

.15 
T. 

't. 

'.04 
.08 

';6i 

.02 

.07 

"23 

.19 

't. 

.69 

2.80 

.11 

T 
.01 
.14 
T. 

■:3 

.9S 
1.20 

.15 

'.'83 
.03 

bOl 

.45 
.08 
.13 
.45 
.54 
.6B 
.84 
?6 

i 

.18 
.70 
.0.5 
.64 
50 

'30"25 

'.15  is 

'.'■26  '.'03 

'.n  -'oi 

48'     «'-■ 

'los 

•• 

3.28 
2.  .50 
5.64 
3.84 
3.61 
5.17 

Salvisa,LockNo6llll Iv, 

ShPlbyville.. s 

Shepherdsville. S. 

3.83 
4.16 
6.77 
4  43 

I'avlorsvin,^.. S. 

Tyron,..LockXo.5;ii  K. 

Williainstawu L 

T. 
'.'2S 

■  O"?!    in 

.28 

o.> 

'so 

r. 

.40 

■:o2 

.08 
.25 

.09 

.07 

'.'04 
T. 

1.05 
.60 
.14 

.58 
.53 

.70 
.90 
.62 
.58 
.12 
1.00 
.in 
.50 
.39 
.35 

.92 
1.05 
.28 

.43 
.44 

T. 

'.20 

.70 
.98 
.85 
1.09 

.7t 

'.36 
.56 

.... 

.02 

.15 

.18 
.05 

''or 

.07 
.36 
.10 
.09 
.08 
.09 
.07 
.07 

'.'11 

T. 

T. 

.02 

'.'04 

'f.' 
T. 
.02 

T.' 

T. 

:::: 

T. 

.07 

'.'22 

T^° 

'iis 
.02 

.38 
.20 

".'\Z 

3  46 

.18 
.70 

.18 

.22 
T. 
T. 
.18 
.22 
.23 
.24 

'.2' 
.10 

'.'05 

..30 
.18 

.12 

.'is 
.10 

.2h 
.25 
.33 

.08 
.20 

.11 
.56 

''07 
T. 

T. 
.08 
.10 
.20 

.06 

'10 
^40 

T. 

.40 
T. 
.05 
.05 

07 
T. 

.23    .38 

'i"'.' 

.26 

3.75 

Aiinvil'e      '                                     

.35 
.08 

'^20 
.14 
.67 
.10 
.13 
.12 
.05 
.09 
.08 
.35 
.15 
T. 

.'30 
.02 

:S 

.16 

.0» 

■  78 

.22 
.15 
.17 
.07 
.42 
.65 

.63 
.'32 

.'io 

.53 
.75 
.27 
.65 
.80 
.25 
.67 
.55 

!6i 

f.' 
.21 

^02 

.07 

.09 
.27 

'.'19 

'.'38 
.Ob 
.12 
.10 

2  85 

:; 

f.' 
T. 

40^ 

.35 

'f.' 

.04 
T. 
.33 
.07 

T. 
.02 

't. 

.03 

T. 
T. 

't.' 

T. 

ao 
'.'os 

2  82 

Barbourville C 

B(M-."a    K. 

Coll-LT  liilb    l.r.k  Xo.   11,1 11    ........K. 

Cumbn-huui  .-■•  , C 

Gyuih. :,..,.       .L. 

Kalinoinli       L. 

Fann,,i-       L. 

PlPll-.„v,--n:,,J L. 

Ford.l  ."b  X.>.   bi      K. 

6re..iu,  =  >.b.,i;    .-■.r O. 

Haznvd ....K. 

U(!i(b'b.rn:.   bock  Xo.  141111 K. 

Jaoksou K. 

Jenkins    ; B 

Livingston C. 

bonisaib  B 

''16 

.40 
.08 
.20 
.34 
.22 
.07 

'!09 

^07 

'tV 

bSO 
.07 
.10 

.10 

'.'05 

"2'.i6 
2.27 
2.35 
2.40 
3  16 

't'.' 

.05 

.05 

't.' 

'[30 
1.54 
.63 
.24 

2.95 
2.81 
2  ISO 

'!07 

2.40 
2.97 
3.77 

.03 

::;■ 

.80 
.36 

::: 
".2. 

.29 
.09 

.08 

.04 

1.78 

■^^It 

.14 

.11 
■.'65 

'.'35 
.80 

't.' 

.28 

.16 
.20 

1.4? 
..50 
.3( 
.81 
.03 
.08 

1.06 

'.'42 

.90 
1.61 

.18 
blfi 
.75 

.25 
1.98 

■.^' 
.60 
.72 
.16 
.78 
.02 
.35 
.53 
.30 
.37 
1.18 
1.04 
.35 

T." 

'.'?6 
.02 
.01 
.07 

'.03 

'.'ga 

T. 

't.' 

T. 

't.' 

.'05 

T.' 
'.'03 

'iio 

'^06 
.26 

'.'21 
.10 
.04 
T. 
.04 

;i3 

.08 

.12 
.'03 

■'64 
.32 

■.'04 

.51 
.06 

't" 

.03 
.02 
.21 
.41 

't. 

.12 

.12 
.37 
.14 

■f.' 

'.'65 

'.'06 
'T.' 

.10 

"76 

f. 
.01 
.19 
.32 
.77 

■.■42 

'"66 

'.'is 

2.66 

Middlesboro C. 

Mount  Sterling b. 

Oneida C. 

T. 
^08 

f. 

.33 

"85 
.23 
.62 

:26 
.18 
.64 
.60 
.63 
.74 
.27 
.54 

.'30 
f.' 

.03 

4.65 
2.70 
2.97 

.sc 

.01 

.37 

PilcPvillpliP R. 

.22 

'f.' 

2.65 
8.17 
2.48 

iiirlllllolri    .,,,...._ K, 

.30 
.38 
.21) 

.14 

:;;  |:::.j  .li 

2.77 

\'-,1lirr-|.     ,..    '.-■•,.     ::m     32  llll 0. 

VVilbii      .    1)  ■  '■                                               C 

.06|.... 
2.02i.... 
.121 

.'"-  ■;-•■■■ 

3.11 
9  06 

Knili;\''    ],r.r       \  1     ]:;    ■    K 

1  '1- 

4  00 

lioated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the 


R<-sru!ar  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight. 

1,'   u  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  liours.        *  Precipitation  included  in  the  next  foil, 
'  ii"t  recorded.        T.  Trace,  or  let's  than  0.01  inch. 

which  station  is  located  i.s  indirafed  as  follows:  (B^Big  Sandy    (Ll  Licking:  (K>  Kentucky:  (P>  i^alt:  if)!  Rreen 
1  '  Mi?sissipt>i.  lILone  Oak. 


mg  measurement. 
DCumberland 


CLIMATOLOGICAL  DATA:  KKJN'IUCKY  SECTION. 


May,  193'; 


Daily  Temperatures  for  May,   1937. 

stations. 

1 

2 

_! 

4 

6 

6 

7 

^ 

9 

10 

12 

^ 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

Western 

Divifion. 

\  Maximum  . . . 

67 

67 

71 

70 

66 

71 

69 

73 

79 

73 

79 

79 

71 

67 

65 

80 

76 

82 

79 

75 

89 

88 

79 

82 

88 

90 

76 

87 

90 

91 

91 

77.5 

64 

52 

54 

55 

55 

51 

51 

49 

54 

49 

62 

60 

58 

48 

46 

56 

63 

57 

50 

53 

62 

67 

57 

63 

67 

65 

64 

56 

67 

69 

66.6 

•■••  (  Minimum.... 

Karlington 

j  Maximum  . . . 

70 
51 

57 
54 

74 
53 

75 
55 

74 
56 

72 

49 

72 

46 

It 

80 
44 

75 
49 

80 

44 

81 
67 

76 
61 

72 
46 

71 
47 

82 

53 

80 
49 

86 

51 

83 
58 

81 
53 

9C 
61 

89 
63 

81 
51 

85 
49 

90 

64 

92 
71 

92 
69 

9a 

6< 

97 
67 

97 
67 

81.1 
55.1 

—  1  Miuimum 

1  Maximum  . . . 

69 

56 

70 

70 

63 

80 

72 

70 

79 

73 

78 

76 

71 

67 

66 

80 

78 

80 

87 

86 

76 

80 

82 

89 

83 

88 

90 

94 

93 

77.6 

Greenville 

•  •  ■  ■  1  Minimum .... 

60 

51 

51 

54 

53 

48 

43 

41 

42 

49 

42 

54 

69 

42 

44 

54 

60 

4; 

6? 

49 

5i 

61 

54 

48 

52 

61 

05 

62 

63 

52.8 

Henderson 

)  Maximum  . . . 

68 

57 

60 

69 

72 

70 

75 

81 

It 

78 

80 

74 

63 

65 

83 

80 

S3 

74 

85 
60 

81 
02 

79 
53 

82 

55 

92 

91 

91 
66 

92 

95 
71 

97 
68 

78.3 
51.7 

""     (Minimum.... 

55 

53 

63 

55 

55 

48 

47 

43 

46 

49 

42 

61 

60 

47 

41 

56 

49 

51 

56 

50 

49 

70 

68 

Ilopkinsville   ... 

68 

60 

73 

70 

65 

7; 

74 

74 

78 

71 

80 

79 

73 

6i 

66 

79 

78 

84 

79 

77 

89 

83 

78 

82 

88 

yo 

90 

92 

93 

96 

97 

78.9 

1  Miuimum 

5'2 

51 

57 

65 

49 

47 

46 

47 

63 

46 

58 

61 

44 

45 

57 

53 

52 

60 

£6 

55 

61 

68 

53 

57 

68 

68 

66 

66 

68 

67 

66.0 

Lovflaceville.... 

Maximum  . . . 

73 

62 

73 

72 

68 

70 

75 

76 

79 

78 

79 

77 

74 

67 

70 

80 

74 

85 

80 

77 

87 

86 

77 

82 

90 

90 

90 

90 

92 

91 

93 

79.4 

•••■  (Minimum.... 

55 

55 

57 

48 

55 

49 

44 

45 

62 

50 

49 

03 

00 

44 

49 

58 

52 

60 

58 

56 

60 

61 

57 

51 

56 

68 

61 

66 

64 

67 

65 

55.7 

j  Maximum  . . . 

74 

71 

74 

72 

64 

72 

77 

77 

79 

79 

79 

78 

75 

69 

81 

78 

86 

84 

79 

87 

86 

77 

81 

86 

90 

91 

93 

93 

95 

96 

80.3 

Maytield 

63 

65 

53 

64 

63 

49 

48 

49 

66 

62 

49 

64 

60 

45 

42 

58 

66 

55 

59 

56 

65 

66 

60 

66 

60 

68 

67 

67 

69 

68 

67.6 

(  Minimum 

1  Maximum  . . . 

.. 

■■ 

Marray  

(  Minimum 

j  Maximum  . . . 

69 

59 

71 

71 

63 

71 

66 

72 

78 

78 

76 

76 

ii 

6B 

68 

79 

75 

80 

77 

■74 

86 

si 

76 

81 

86 

89 

89 

87 

89 

92 

93 

"77!  3 

Owensboro 

•••■1  Minimum.... 

53 

5i 

50 

53 

63 

49 

48 

44 

46 

45 

46 

57 

60 

45 

43 

49 

51 

52 

51 

50 

57 

61 

57 

51 

6 

66 

66 

65 

64 

66 

65 

53.8 

;Maximum  . .. 

68 

62 

7f. 

72 

68 

70 

75 

75 

79 

72 

79 

76 

74 

68 

68 

79 

76 

80 

78 

88 

78 

78 

87 

89 

90 

91 

91 

93 

93 

94 

79.1 

Paducah 

••••   :Minimum.... 

57 

5^ 

54 

55 

55 

50 

46 

47 

56 

49 

50 

67 

61 

47 

10 

60 

52 

52 

59 

66 

66 

63 

57 

51 

57 

71 

68 

68 

65 

68 

67 

67.1 

j  Maximum  . . . 
(  Minimum 

69 

00 

73 

77 

72 

76 

76 

82 

76 

85 

80 

74 

65 

70 

82 

80 

88 

81 

81 

92 

82 

81 

87 

9". 

92 

91 

91 

91 

92 

97 

81.1 

Princeton 

52 

04 

52 

58 

55 

51 

46 

44 

48 

61 

46 

60 

62 

46 

47 

58 

54 

63 

59 

55 

59 

61 

59 

51 

58 

67 

C6 

69 

67 

68 

67 

66.7 

j  Maximum  . . . 

61 

60 

60 

64 

71 

73 

71 

78 

72 

78 

80 

58 

67 

80 

78 

S3 

69 

74 

88 

85 

73 

80 

90 

92 

91 

91 

89 

9i 

97 

77.2 

Russi'UvilleS!!.... 

••••  1  Minimum.... 

64 

54 

63 

56 

56 

51 

48 

42 

46 

56 

45 

61 

61 

45 

45 

51 

63 

51 

61 

61 

56 

66 

59 

60 

56 

62 

68 

56 

65 

65 

67 

65.2 

Central  Division. 

\  Maximum  .. . 

67 

65 

67 

67 

66 

69 

65 

71 

78 

66 

76 

72 

72 

63 

73 

78 

76 

73 

70 

71 

88 

83 

77 

78 

85 

88 

87 

86 

87 

90 

93 

75.7 

Aiu'liorage 

57 

52 
60 

52 

51 
67 

52 
63 

41 
75 

42 
75 

89 

46 

84 

43 

76 

42 

85 

78 

63 
63 

48 
61 

51 
68 

52 
S3 

46 

80 

49 

85 

51 
75 

42 

80 

56 
92 

59 
88 

55 
83 

51 
85 

60 
90 

01 
95 

66 
95 

64 
90 

64 

60 

66 
96 

62.1 

80. 0 

(  Minimum 

j  Maximum  . . . 

94 

Bowling  Green.. 

—  1  Minimum 

57 

55 

55 

57 

55 

52 

50 

46 

49 

58 

46 

48 

61 

47 

46 

54 

55 

53 

53 

50 

57 

66 

62 

51 

56 

68 

69 

69 

67 

65 

69 

56. 3 

\  Maximum  . . . 

72 

68 

66 

60 

65 

65 

70 

69 

77 

73 

74 

07 

61 

63 

80 

75 

75 

70 

72 

90 

87 

81 

78 

92 

90 

86 

87 

90 

93 

76.0 

Danville 

•••■  i  Minimum.... 

65 

45 

51 

48 

50 

45 

46 

43 

44 

51 

41 

52 

53 

46 

46 

42 

50 

48 

64 

61 

50 

62 

55 

46 

61 

61 

68 

59 

55 

54 

61.1 

(  Maximum  . . . 
\  Minimum 

72 

70 

67 

63 

64 

65 

73 

70 

91 

70 

75 

75 

66 

63 

62 

79 

76 

76 

71 

78 

89 

88 

81 

80 

86 

90 

90 

89 

87 

93 

95 

77.3 

Dix  Dam 

57 

52 

55 

53 

52 

47 

47 

41 

55 

51 

42 

52 

58 

50 

50 

51 

50 

50 

56 

51 

It 

65 

69 

65 

66 

70 

70 

60 

57 

61 

54.3 

)  Maximum  . . . 

75 

65 

69 

63 

67 

66 

71 

75 

80 

70 

82 

73 

60 

6S 

65 

80 

76 

76 

71 

75 

86 

78 

83 

87 

86 

89 

91 

91 

95 

95 

77.0 

Eubank  

(  Minimum 

5*1 

46 

51 

4S 

50 

47 

38 

36 

41 

41 

44 

42 

5R 

43 

40 

47 

45 

45 

49 

49 

45 

62 

56 

45 

55 

57 

59 

61 

65 

60 

49.6 

Maximum  ... 

70 

65 

64 

66 

69 

71 

79 

67 

71 

67 

62 

59 

79 

77 

74 

73 

70 

88 

86 

79 

80 

86 

90 

89 

87 

89 

9:1 

96 

76.0 

Frankfort 

i  Minimum 

57 

55 

51 

51 

53 

44 

43 

41 

45 

48 

40 

47 

61 

49 

48 

51 

50 

49 

55 

42 

49 

59 

58 

49 

61 

61 

65 

67 

58 

56 

62 

.52.1 

j  Maximum  . . . 

65 

60 

65 

6U 

6  a 

64 

63 

60 

62 

73 

62 

65 

65 

62 

60 

75 

66 

64 

74 

90 

85 

80 

83 

85 

92 

80 

88 

90 

93 

95 

72.8 

Glasgov,'   

■  ■  •  ■  1  Miuimum .... 

57 

52 

55 

54 

53 

43 

50 

43 

41 

54 

44 

56 

55 

44 

41 

51 

60 

60 

49 

48 

61 

65 

60 

51 

65 

52 

65 

60 

70 

62 

85 

55  0 

(  Maximum  . . . 

72 

68 

71 

66 

65 

70 

74 

75 

81 

70 

81 

80 

68 

65 

63 

81 

77 

?e 

76 

76 

90 

86 

79 

,87 

89 

93 

91 

90 

80 

91 

99 

-8  8 

Gieensbiirg 

•••■  I  Minimum.... 

56 

52 

62 

51 

51 

50 

40 

36 

41 

52 

39 

50 

53 

43 

42 

47 

47 

47 

43 

49 

62 

57 

46 

48 

61 

63 

63 

59 

57 

64 

51.0 

i  Maximum  . . . 

70 

62 

72 

66 

63 

68 

68 

71 

69 

77 

76 

70 

67 

64 

79 

74 

76 

71 

72 

87 

81 

77 

79 

84 

88 

88 

86 

86 

89 

92 

75.9 

Irvington 

(  Minimum 

58 

51 

52 

54 

55 

48 

48 

43 

48 

48 

44 

60 

60 

48 

45 

53 

66 

65 

55 

59 

58 

63 

57 

32 

55 

69 

71 

67 

63 

62 

70 

55.8 

Maximum  . . . 

66 

60 

70 

66 

60 

68 

71 

72 

78 

70 

78 

72 

66 

C4 

67 

79 

74 

77 

72 

88 

84 

78 

80 

88 

91 

90 

88 

88 

95 

97 

76.4 

LeitchfieW 

i  Minimum 

56 

51 

53 

54 

54 

49 

47 

42 

46 

50 

45 

57 

60 

45 

43 

63 

52 

61 

55 

49 

57 

65 

55 

50 

53 

68 

68 

67 

C3 

62 

72 

51.6 

i  Maximum  .. . 

74 

63 

61 

63 

66 

67 

78 

06 

72 

65 

64 

63 

78 

77 

75 

71 

73 

88 

86 

76 

80 

86 

90 

89 

86 

88 

92 

95 

75.7 

Lexingron   

■•■■!  Minimum.... 

55 

52 

53 

63 

53 

44 

43 

40 

4b 

46 

43 

56 

48 

46 

49 

49 

49 

48 

42 

51 

61 

54 

60 

55 

65 

66 

66 

61 

61 

65 

62. 5 

(  Maximum  . .. 

67 

64 

67 

63 

60 

68 

64 

71 

79 

66 

74 

72 

6? 

54 

69 

80 

76 

74 

70 

72 

88 

82 

78 

78 

86 

89 

89 

81 

87 

91 

94 

74.6 

Louisville 

•■•■  (Minimum.... 

61 

53 

54 

66 

55 

47 

52 

48 

53 

46 

47 

00 

64 

48 

48 

52 

68 

67 

55 

61 

59 

61 

58 

67 

58 

73 

72 

70 

61 

66 

73 

57.0 

J  Maximum  . . . 

66 

ei 

70 

70 

62 

69 

71 

73 

78 

73 

79 

76 

66 

66 

64 

71 

76 

80 

70 

76 

89 

83 

77 

81 

94 

91 

90 

86 

89 

87 

91 

76.8 

Mammoth  Cave- 

—  i  Minimum.  . . . 

5e 

50 

54 

5=. 

63 

49 

41 

87 

41 

51 

52 

69 

4-2 

38 

51 

4s 

45 

61 

46 

50 

65 

67 

45 

48 

67 

66 

61 

69 

61 

52 

51.4 

i  Maximum  . . . 

62 

6f> 

64 

66 

71 

69 

78 

71 

76 

76 

70 

63 

61 

80 

77 

75 

69 

72 

83 

81 

76 

79 

87 

91 

91 

89 

87 

91 

96 

76.1 

.St.  John 

••■•  1  Minimum.... 

6C 

49 

52 

55 

55 

47 

45 

41 

46 

48 

45 

56 

56 

45 

43 

50 

49 

51 

51 

48 

69 

62 

57 

50 

52 

63 

69 

65 

63 

60 

67 

63.4 

i  Maximum  . . . 

67 

7t 

66 

63 

65 

66 

64 

68 

77 

68 

76 

70 

67 

63 

59 

72 

70 

69 

70 

83 

83 

73 

78 

81 

87 

86 

85 

86 

91 

93 

71.2 

.Shelby villa  .... 

■•••  1  Minimum.... 

58 

54 

53 

54 

52 

43 

45 

42 

48 

46 

43 

53 

59 

47 

47 

61 

50 

62 

63 

41 

63 

59 

30 

53 

63 

66 

68 

60 

61 

68 

53.3 

:  Maximum  . . . 

71 

66 

64 

70 

66 

66 
52 

15 

71 

78 

72 
55 

82 
42 

72 
65 

66 

58 
49 

61 
46 

77 

47 

73 
56 

80 
19 

68 
69 

75 
44 

88 
62 

87 
64 

52 

86 

7? 
61 

86 
64 

SO 
64 

85 
CO 

90 
68 

91 
66 

75.2 
52.  8 

•■••   :Minimum.... 

50 

49 

44 

48 

52 

40 

44 

58 

Taylorsville   ... 

(Maximum... 
* ' " '  (  Minimum .... 

.. 

(  Maximum'!!.' 

63 

71 

71 

59 

65 

65 

65 

71 

71 

63 

76 

76 

68 

60 

60 

76 

76 

75 

70 

70 

88 

88 

82 

79 

82 

91 

91 

87 

91 

91 

W 

"75!  7 

Williamstown  . . 

••■•  /Minimum.... 

65 

51 

53 

52 

52 

40 

49 

43 

49 

45 

43 

52 

69 

49 

4( 

50 

60 

50 

52 

44 

44 

63 

56 

66 

67 

67 

66 

68 

60 

61 

67 

53.1 

liaaeru 

Division. 

J  Maximum  . . . 

61 

75 

74 

68 

61 

64 

64 

69 

69 

64 

62 

76 

69 

58 

66 

73 

71 

69 

65 

64 

86 

86 

78 

73 

81 

90 

91 

88 

86 

91 

93 

73.6 

Ashland    

(  Minimum 

51 

44 

54 

5C 

63 

47 

42 

41 

45 

50 

38 

47 

60 

53 

49 

49 

50 

44 

63 

39 

46 

61 

57 

48 

51 

50 

60 

67 

69 

55 

82 

61.1 

j  Maximum  . . . 

72 

68 

64 

65 

69 

71 

73 

67 

77 

63 

62 

60 

80 

77 

75 

71 

80 

91 

88 

79 

79 

87 

89 

88 

^l 

90 

92 

91 

176.8 

lii-rea 

4f 

55 

52 

52 

53 

47 

45 

41 

41 

52 

41 

57 

5( 

47 

4T 

50 

48 

63 

50 

44 

66 

67 

47 

56 

66 

06 

63 

60 

58 

63 

»62.  7 

1  Mo.^i,<,nm 

70 

7'. 

75 

77 

65 

66 

67 

08 

70 

80 

78 

72 

63 

65 

75 

75 

78 

71 

73 

88 

86 

81 

80 

87 

85 

85 

90 

89 

86 

76.6 

Cumberland... 

1  Minimum 

48 

48 

54 

50 

52 

61 

48 

42 

40 

3E 

3f 

48 

60 

54 

47 

45 

60 

42 

58 

42 

5( 

60 

50 

52 

49 

51 

63 

61 

00 

55 

60 

61.0 

1  Maximum  ... 

71 

78 

78 

73 

64 

65 

61 

71 

77 

75 

77 

67 

69 

61 

77 

84 

71 

72 

75 

89 

89 

82 

82 

85 

90 

92 

89 

87 

91 

92 

77.5 

Farm.irs 

•■■■  1  Minimum.... 

63 

41 

51 

51 

48 

46 

36 

47 

48 

36 

42 

55 

50 

43 

4fi 

45 

41 

53 

36 

43 

57 

55 

12 

45 

56 

62 

61 

64 

53 

55 

48.1 

J  Maximum  . . . 

74 

76 

68 

68 

61 

87 

61 

66 

7i 

71 

78 

67 

61 

67 

80 

7fi 

76 

70 

74 

90 

89 

77 

SI 

88 

89 

89 

89 

87 

93 

91 

76.6 

Heidelberg  

53 

43 

64 

52 

52 

61 

89 

89 

42 

66 

38 

44 

68 

54 

49 

47 

48 

43 

61 

41 

41 

59 

59 

46 

48 

67 

65 

61 

60 

66 

58 

51-0 

1  Minimum 

j  Maximum  .  . . 

J>ivingston  ...     • 

■•■•  i  Minimum.... 
j  Maximum  . . . 

77 

70 

67 

65 

64 

57 

70 

75 

66 

77 

75 

67 

57 

59 

77 

74 

68 

69 

73 

88 

88 

■75 

SO 

85 

90 

90 

85 

85 

92 

93 

'75'! 

Maysville 

i  Minimum.... 

53 

46 

52 

62 

62 

44 

41 

38 

43 

49 

87 

43 

55 

48 

46 

43 

47 

42 

63 

38 

41 

51 

55 

51 

49 

5" 

61 

65 

56 

55 

58 

49.8 

Middlesboro.... 

I  Maximum  ... 
••■■  (Minimum.... 

64 

65 

62 

49 

5-2 

39 

ii 

42 

si 

39 

44 

m 

54 

48 

47 

52 

15 

69 

40 

46 

64 

60 

34 

^^" 

37 

fi5 

62 

61 

57 

62 

'«.32!o 
76.0 

:  Maximum  . .. 

75 

77 

65 

6.5 

65 

65 

65 

70 

78 

67 

78 

7b 

67 

58 

6C 

78 

78 

72 

70 

70 

90 

88 

76 

SO 

82 

90 

90 

89 

sr 

91 

9h 

Mount  .Sterling 

—   'Minimum 

46 

45 

60 

60 

49 

45 

40 

39 

44 

62 

40 

47 

55 

48 

46 

46 

46 

46 

53 

42 

47 

61 

4r 

46 

49 

53 

65 

65 

57 

57 

60 

49  5 

j  Maximum... 
(  Minimum 

73 

7S 

80 

83 

7f 

68 

73 

70 

81 

73 

82 

85 

77 

67 

61 

81 

79 

78 

72 

76 

93 

91 

75 

83 

90 

90 

90 

87 

89 

91 

93 

80.2 

I'ikeville 

53 

4i 

62 

61 

53 

54 

43 

47 

45 

54 

40 

45 

5H 

57 

49 

48 

62 

46 

58 

42 

45 

58 

60 

56 

52 

51 

62 

62 

62 

60 

68 

52.2 

i  Maximum  . .. 

72 

71 

79 

62 

67 

73 

67 

80 

70 

82 

85 

72 

63 

61 

78 

75 

73 

73 

74 

.. 

F'ippapass   

•••■  (Minimum.... 

49 

42 

52 

50 

54 

52 

3b 

43 

41 

52 

39 

45 

56 

5 

47 

4f 

51 

43 

59 

41 

43 

li 

3? 

48 

67 

CI 

62 

59 

59 

56 

K49.7 
79.0 

: Maximum . .. 

74 

81 

76 

76 

66 

69 

71 

71 

80 

72 

81 

83 

68 

62 

62 

79 

77 

81 

75 

78 

89 

88 

7r 

83 

8r 

85 

90 

87 

92 

9;- 

91 

(inicksand 

"■'   ^Minimum 

48 

89 

52 

61 

51 

49 

88 

<2 

41 

52 

36 

42 

65 

49 

4' 

44 

47 

42 

49 

38 

42 

58 

58 

47 

48 

35 

39 

CO 

Of 

66 

66 

48.  7 

^Maximum  . . . 

72 

75 

70 

68 

60 

66 

7f 

67 

73 

75 

72 

78 

70 

63 

60 

60 

76 

76 

73 

70 

70 

86 

87 

7f 

80 

84 

90 

88 

86 

90 

90 

74.9 

I'.icbtnond 

* ' '  *   .'Minimum .... 

5( 

53 

6.' 

54 

,52 

46 

48 

43 

48 

53 

45 

60 

58 

5( 

4" 

60 

52 

52 

55 

45 

56 

65 

57 

62 

58 

6( 

67 

68 

62 

62 

67 

51.5 

Williamsburg  . . 

:Maximum.  !! 
■■■'    :Minimum.... 

72 
62 

08 
49 

69 
53 



67 

55 

7C 

74 
43 

75 

82 
45 

74 

67 

81 
42 

75 

57 

61 
53 

65 
49 

80 
49 

77 
63 

81 
43 

72 
56 

79 
45 

90 

90 
66 

77 
62 

82 
62 

89 

94 

90 
68 

85 
65 

86 
62 

92 

93 
6.1 

78.5 
53.9 

S5  Inatruments  are  read  in  the  mornii 
•.'■  '  etc.  indicate  resppctivdv  1.  2 
.'   H  ')  I,fi;n'sv111e.  6.25.37  lion 

Errata. -April  1937:  Shulbyvillo.  nifun  inininnun  pagf  16  .■should  be  11.0  and 


charged  to  the  preoeding  day.  on  which  i 


Irnost  always  occurs 
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GENEBAL  SUMMABT. 

Tho  heavy  rains  in  the  first  week  followed  a  dry  decade  in  the 
preceding  month,  therefore  the  elfect  was  generally  heneficial. 
This  moisture  was  helpful  in  conditioning  land  not  yet  broken, 
and  in  providing  the  first  opportunity  for  transplanting  tobacco 
in  the  hilly  districts.  During  the  succeeding  two  W(>eks  show- 
ers occurred  too  frequently  to  permit  thorough  cultivation  of 
corn.  They  also  interfered  with  the  last  corn  planting.  As  a 
rule  early  corn  received  at  least  one  plowing  in  this  wet  period, 
therefore  weediness  became  serious  only  to  a  limited  extent. 
In  occasional  fields  the  crop  suffered  from  standing  too  long  in 
grass  and  weeds  before  the  first  plowing.  The  long  spell  of 
showery  and  relatively  cool  weather  provided  exceptionally  fa- 
vorable conditions  for  transplanting  tobacco  and  obtaining  a 
stand.  The  abundant  moisture  after  transplanting  brought 
about  vigorous  growth,  which  made  up  to  some  extent  for  the 
delay  in  getting  out  the  crop. 

A  decade  with  very  little  rain  at  the  end  of  the  month  enabled 
farmers  to  push  cultivation  of  all  crops.  This  phase  of  farm 
work  almost  caught  up  with  crop  development.  Normal  or 
slightly  higher  temperatures  at  this  time,  in  the  presence  of 
abundant  moisture,  caused  rapid  growth.  Much  corn  remained 
undersized  in  the  western  counties,  where  the  type  of  soil  and 
the  frequent  rains  operated  together  to  delay  planting. 

The  dry  period  favored  uninterrupted  progress  with  wheat 
harvest,  and  quickly  cured  the  grain  in  shock.  Threshing 
commenced  as  far  north  as  the  central  counties  in  the  last  week. 
The  first  cutting  of  alfalfa  was  extensively  damaged  by  rains. 
Plentiful  subsoil  moisture  rapidly  advanced  the  second  crop. 
Late  strawberries  in  northern  districts  suiTered  in  quality.  The 
same  weather  conditions  benefited  the  oats  crop,  which  was  the 
best  in  many  years.  Potatoes  had  meager  cultivation,  but 
rnatured  a  good  crop  of  tubers.  Gardens  developed  somewhat 
slowly  in  the  rainy  period,  but  began  to  yield  toward  the  close. 

Cotton,  likewise,  grew  slowly  at  first  but  made  up  largely  for 
the  delay  during  the  last  two  weeks.  Pastures  continued  ex- 
ceptionally fine  throughout  the  month.  The  favorable  weather 
occurred  at  the  appropriate  time  for  stripping  bluegrass  seed. 
Considering  the  needs  of  all  crops,  the  weather  of  the  month 
was  much  more  favorable  than  otherwise. 


TEMPEEATUKE. 

A'ariable  temperatures,  with  daily  means  ranging  from  10° 
below  to  10"-  above  normal,  prevailed  in  the  first  half  of  the 
month.  In  the  following  two  weeks  daily  averages  were  near 
normal,  but  decidedly  cool  weather  returned  on  the  last  day. 
Because  of  less  cloudiness  and  lighter  rainfall  temperatures  at 
southwestern  stations  were  relatively  higher  than  in  the  north- 
ern counties.  The  extremes  were  99°  at  Bowling  Green  on  the 
26th,  and  46°  at  Greenville  and  Mammoth  Cave  on  the  12th. 

PSSCIPITATION. 

Precipitation  averaged  somewhat  above  normal,  but  the  dis- 


MISOELLANEOUS. 

,Iuno  3.-Tree.s  and  roofs  In  Jefferson  County  were  damaged  by  higrh  winds,  with  a 
loss  estimated  at  |25,000.    Klectrlcal  equipment  wa.s  extensively  damatred  by  lliflitiiinK. 

June4.-Exci'ssiverivlns  in  the  vicinity  of  Midway  daraagrcd  crops  and  tobacco 
plantbeds  by  washing:  of  soli. 

June  7.— Washouts  of  railway  and  hifrhway  bridges  and  damaife  to  bottom  lands  In 
Perry  County  were  estimated  at  $36,000. 

June  14. -A  man  wa.s  killed  by  liglitning  while  in  the  open  near  Ilodgenville.  A 
horse  ho  was  leading  was  also  killed. 

Jiircn.  -A  moderate  rise  that  started  in  the  upper  Ohio  on  the  23d  passed  into  the 
lower  section  of  the  river  by  the  end  of  the  month. 

PKESSUBE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill 

Cincinnati Ohio 

Evansville Ind 

Louisville   Ky 


29.94 
30.96 
29.95 
29.97 


30.28 
30.30 
30.29 
30.81 


29.68 
29.67 
29.68 
29.67 


COMPABATIVE  DATA  FOB  JUNE. 


1889 
1890 
1S91 
1892 
1893 
1894 
1895 
1896 
1897 
1898 
1899 
1900 
1901 
1902 
1903 
1904 
1905 
1906 
1907 
1908 
1909 
1910 
1911 
1912 
1913 
1914 
1915 
1916 
1917 
1918 
1919 
19^0 
1921 
1922 
1923 
1924 
1925 
1926 
1927 
1928 

1930 
1931. 
19:^2. 


T49.year  averages. 


Temperature. 


74.5 
70.0 
75.2 


4.23 
4.64 
2.69 
3.63 
4.64 
3.61 
3.90 


3.61 
3.14 
4.49 
4.53 


3.12 
2.90 
3.10 
4.59 
4.39 
3.90 
3. 45 
4.13 
10.88 
4.11 
1.76 
2.  SO 
4.8S 
l.,'i7 


0.81 
4.52 
4.13 


Number  of  days 


7 

16 

8 

15 

11 

14 

18 

7 

9 

17 

l<t 

8 

11 

13 

4 

6 

27 

14 

11 

10 

8 

9 

6 

K 

10 

11 

10 

8 

i^H^BNll- 


22 


Pivioion. 


Marshall 


Dam  46. 


BirSiam...........!»}ar^ 

KBi-lington  . . . •■■ 

Fords  Ferry.  Dam  oO 

Greeuville   

Henderson •  ■ 

Uopbii'SviUe 

Lovolaeeville 

Maylield ••■ 

Oweusboro 
Owensboro 

Paducai)  *• 

Princeton  .......•••■ 

Rnuist!y,Lock2i.... 

Riissellville.......;. 

Unioutown.  Dam  49. 

Ceiilml  Pirision. 

Addison,  Dam  45- •• 

Anchorage 

Bowling  Green  .... 

F.rowiisville.Lock  6. 
Burnside  ........... 

CiirroUton,  Lock  1. . 
(.old  Spring  Uain  36 

Danville .■•••■ 

DixDam.Burgxn... 
Eadsville 


Kubunk 


Hopkins 

Crittenden  . . . 
MohleuDurg.. 
Henderson . . . 

Cliristian 

Ballard 

Graves 

Daviess 

Daviess 

McCracken... 

Caldwell 

McLean 

LoEran   

Union 


Breckinridge   . 

.loliersou 

Warren 

Edmonson  .  ••• 

Pulaski 

CiirroU 

Campbell   

Boyle   

Mercer 

Wayne 

Pulaski 

Franklin 

I  Henry 

Barren   

Boone 

Green  

.Tpssniniiir' 

Bri'ckinridge   . 

Garrard 

Grayson 

Fayette 

Jessamine   

nenry 

.Toffersoii 

Edmonson 

Hardin 

MOTcer 

SViPlhy 

Bullitt 

Warren 

McCreary  — 

Audtrsou 

Grant  

utler 


Jackson 
Boyd  ... 
Knox  — 


Greensburg......... 

High  Bridge,  Lock  7 

Irvington 

Lanoastei 

Leitehfieid 

Lexiuprton •.  ••,■■  ^ 

Littlellickraan.Lock  81 

Lockport,Lock2 

Louisville 

Mammoth  Cave 

St.  Jonn....... 

Salviaa.  Lock  61 

Shelby  ville  , 

Shepherdsville 

Smith's  Grove -.■ 

!-ti;avns  • 

Tyrone,  Lock  5'    

Williarastown........ 

Woodbury,  Lock  4  t  . 
Enflei-n  Dirisirm. 

Annville 

Ashland 

Barbourville  

Berpa 

Burkesville   ••••;■•■-• 
College  Hill.  Lock  11  . 

Cumberland     

Cynthiaua   

/•'alraouth 

Farmers 

Flemingsburg   

Ford,  Lock  101 

Greenup,  Dam  30 

Hazard ... 

Heidelberg,  Lock  14  .. 

Jackson  

.lenkins 

rx)insa 

Maysville  

Middlesboro 

Mount  Sterling 

Oneida    ••.. 

Oneonta.  Dam  3d1  . . . 

Paintsville 

Pikevllle 

Pippapass 

Qnickpand .-.■ 

Ravenna,  Lock  12 

Itichmond 

Valley  View. Lock  9. 

Vanceburu ,  Dam  Zl  . 

Williauisbnrpr 

Willow  Lock  13 

Winchester 

Stat"  averages  and  j^  tremes 


Cumberland  ■ .  ■ 

Madison 

Harlan 

Harrison 

Pendleton 

Kowan 

Fleming  

Clark    

Greenup 

Perry   

Lee   

Breathitt 

Letcher 

Law  rente 

Mason 

Bell 

Moiitgomery  . . 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breathitt , 

Estill  

Madison 

Madison 

Lewis 

Whitley 

Lee 


CLIMATULUGICAL  DATA:   KENTUCKY   SECTiUN 


June,  19B7 


CUmatological  Data  foi  June.    1937. 


Temperature,  in  degrees  Fahr. 


Precipitation  in  inches 


Number  of  days 


9,V 

"is" 

96 

It 

50 

9S 

25 

46 

25 

49 

47 

25 

53 

Mfi 

25 

61 

9rt 

U 

65 

95 

25 

63 

U  I  7J.6I+  1.4 
35 

3y 

11 


1035. 
732 
631 


Clark   I      964 

remes ' • 


75.2  +  1.3 


99 


25 


1.72 

4.82+0.96    2.03 
4.1'j;4-O.S7l   1.42 

5.sb! I  l.Vt 

3.85.-0.31  1-45 
4.52,  +  0.  fw!  1.34 
2.66-1.83,  1.32 
2.74-1.341  0.80 
4.09+0.29;  1-09 
4.98+1.07;  1.49 
4.24+0.12:  0.97 
2.801-1.42  l.So 
4.05-O.05|  1.05 
5.20'  +  l.BU'  2.32 
5.59 
4.16 

4.01 
5.25 
3.21 


+1.63 

'.  +0.  54 

0.U61 


.37 
-d.iol  1.45 
-0.80|  1.05 


3.74-0.371  080 

4.35i  +  0.34;  0.96 
5.38;+i,76i  1.30 
2.'i7l-0.88'  0.93 
4.721+0.29:  1.57 
3.711-0.33  l.Or, 
5.  201  + 1. 19!  2.42 
4.'A5  -O.Sfii   1.00 


-II  'JO 


46 


4.6U+0.34  1.4a 
4  97+0.55  U.75 
5.311  +  1.33    0.8G 


+1.33 

+  0.81 
+  0.38 
-0.  48 

+0.33 

-0.53 

+0'l2 

,5.01 

+  0.71 

0.99 

a  83 

-0  61 

1.05 

5..W 

+1.4? 

1.8ti 

3. 26 

-0.48 

0.65 

7.3:) 

t3  91 

2  76 

+  1.84 

1   W 

6,<ll 

II  fiS 

,i  r,i 

tl.fiC 

M(i 

4 .  42 

-11,34 

0-92 

4.08 

+o.oa 

0  97 

fi  y 

fi  .'.17 

1 .  m 

4.51 

-0.14 

1    4') 

4.:.^ 

0.91 

46 


4.71  +0611  0.71 
4.46—0  Oi|  0.6H 
5. 73!  +  !. 65 
5.021+0.32 
2.511-1.46 


6.79+1.44 
4  94  ..• 
4. .5214  0  39 


0.72 


6.01 


10  '   18 


Tennessee  Valley  Authority. 

W.  A.  Taylor. 

Brick  Southwortli . 

Lockmaster. 

C.  R.  Lovell. 

Frank  Street. 

W.  K.  MorrLs. 

Blaine  Maloue. 

Mrs .  Joe  Payne. 

Henry  .S.  Merry. 

Lorkmns-ter- 

.foe  Lii-ore. 

Or.  W.  I,.  Ciish. 

Loekniaster. 

Lockmaster. 


R.  P.  Cold  iron. 

c.  \V.  Williams. 

Lookmaster- 

Mrs.   Katie  Payne. 

Lnckraaster. 

Lookmaster. 

R.  L.  Beatty. 

Lockmaster. 

Mrs    Bellie  K.  H.  Alcori 

Lockmaster. 

W.  .1,  ri-aot. 

Walter  Killion. 

H.   il.  Willis. 

U.S.  Weather  Bureau. 

Lockmaster. 

T.ofknia.ster. 

!'.  -    '\Vi';',',lier  Bureau. 

T-,i'     ''luo'th. 

:  :   ,      •    .,■   :,(.retto. 

:'ii..-'u''i.M::ata, 

A.   MeLf--oa. 

Airway  Station. 

Geo   Wright 

Lockmaster. 

Miss  Netlii'  B.   Simpson. 

Lockmaster. 

W.  A.  ^Vorthington. 


LdcKuias 


R.  J    Howard, 
B.  H,  (irill'iu. 
Loel;master. 
AliilUii'W  \\  oods 
W.I!     MeKee. 


Joe 


r'kmas' 


f'p.nev  Run  I'om.  Ceu. 


Lookmaster. 
Lorkiiiaster. 
John  VV,  Stephens. 
Lookina.-Vi'r. 
Airway  Station. 


The  dopartt-re^rr  ^?iS=^.- a^^^e;^Sio       .^^ 

;,)^^;'^^^?^^:^T.^:i::^^:^x^!^;"r'L:!:;^6:\r 

Oneonta.  California.  Ky. 


B.KV. 


lis  as  have  t*n  or  more  years  of  record,  hut  all  1 
•ire  Locks  on  the  Green  UIv.t;  other  Locks  ar 
\i>le,  b  represents  two  days.  etc. 
Preeiuitatioii  is  less  than  0.01  inch  ram  or  me 
Nichoi.mvilU-  Kv   :   Lock  10.  RmA  Hons..  Ky.  : 
•  •  Precipitation  by  V.  S.  ICngiueers. 


Junk,   IWIJI 


Cl.lMATOLOCllCAL  DATA:   KENTUCKY  HKCTlON 


Sally  Preolpltation  for  June,  1937. 


Wmtcrn  Division 

BlrmtDghaiu  

Calhoun 

RarltiiRtoii 

Fords  Kerry  Dadi  60k  II 

Or«envitle 

Henderson 

Hopkiiisville 

Lovelacevlllo 

Mayfleld  

Oweiisboro 

O weusboro,  Dam  46  II  ii 

Prtducnh 

PHiiwton 

Kuinscy,  Lock  No.  2  III 

RMss«Hvillollll   

L'niOHtowu.  D;vm  ■19ilil 

f'yiilrni   Dii-iaiim 

Addisou,  Dam  45.  Illl 

Aucl)or»R(> 

Bowlini?  (;  reon 

UrowiKsvillc,  Lock  No.  CJll . . 

BuriisidMilli    

Curollloiillil  (Look  No.  1). 

Ci'ld  Spring,  Dam  3C|;il 

Danville 

Dix  Dam,  Bnrgin  111! 

Eadsville  111 

Eubank 

Frankfort  II II  

Gest.  Lock  No.  3  Illl 

Glasgow 

(ir.-iut.  DiimSillll 

HremisburR.. 

HiRh  Bridge,  Lock  No.  7lil|. 

trvinsrtoii   

LnncfisHirJliI 

Loitcliriold   

Loxiiifrtoii  *** 

Little  Hick 

Lockport,  Lock  No.  2  1 

r.i)uisvn.r.K**» 

Mammoth  Cave 

.>l.  John 

Salvi9!i,LockNo6  Illl 

^h^lbyville 

Shepherdsville. 

Stearns 

Sniitir«  Gf rove 

Tyrone,  Lock  No.  .'ilj  n 

WlUiamstown  

Xoorthnry.Lock  No.  4111 

E<tste>ii  Divih-inn 
Aniivil!e 

AsllblLul    Ml 

P.arl.ourvillo 


12     IS     14     16     16     17     18     19     20     21     22     28     24     26     26     27     2»     29     80     81 


4.20 
4.82 
4.19 
b.3d 
3.86 
4.62 
2.66 
2.74 
4.09 
4.98 
4.24 
2. 80 


4.01 
6. 2.5 
8.21 
6.87 
4.78 
3.92 
3. 70 
3.81 
3.54 


nek  No.  8  I 


...     ..351 

.OK 

.05 

...     .29 

.12 

.1)2 

T.    2.42! 

(iS 

.60'   .06 

.35i   .98 

H(l 

.l.-i 

.7;i|   .15, 

.77 

.92 

.10!   .67 

i'. 

...    .87 

,84 

,S7 

.60!    .88! 

.'.'S 

.16'    AH 

.5J 

.02' 

iiavnna.   Lo.k  No.  12IJ. 

Rir'hmoiid 

VallPV  View,  Look  No.   9 
Viiiicehiirfr.  l>ain  No.  32  l! 

\Villininsbur!?UI..... 

Willow. Lock  No.  1311  li    .. 
Wincliestm- . . 


.,17 

.21 

3:1 

T. 

'r. 

.32,   .01 
.10    .28 

.40 

.,5(1    .36 

.08 

i."«n 

.■!;. 

T. 

.72 

.0? 

.03 

.05 

-.■68 

i.'sn 

r.' 

1.23 

.16 

.33 

.71!  .35 

T,      .66 


'.'..   ''03! 
...    T 


4.35 
5.88 
2.77 
4.72 
3.71 
5.20 
4.25 


4.52 

4.01 
3.92 


4.23 
4.49 
2.62 
3.47 
5.01 

5!50 
3.26 
7.38 
6.02 
5.41 


3.77 
5.46 
4  75 
5.46 


5.7.B 
5.02 
2.51 


:itions  are  generallr  made  late  111  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  tJie 


Kiver  drainage  area  in  w 
Teniiesppe;  (OlOliin:  (Ml  Mi 


ir  Wfather  Bureau  station  :  precipitation  is  io 
the  morninpr:  amount  tlien  reeordpd  is  for  tli 
,  recorded.        T.  Trace,  or  less  tlian  0.01  inch. 


idnight  to  midnia-ht. 
*  Precipitation  included  in  the  next  following  measurement. 
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June,  1937 


Daily  Temperatures  for  JTine,  1987. 


Western 

Calhoun   

Earlington 

Greenville 

Henderson —  • 
Hopklnsville  .. 
Lovehicevillc  ... 

Mayfield 

OweiisboTO 

ratlucah 

Princeton 

R.issellville§§.. 


Dii'iswn. 

J  Maximum  . 

i  Miuimum.. 

j  Maximum  . 

i  Minimum.. 

I  Maximum  ■ 

I  Minimum  • . 

J  Maximum  . 
■■■■  (Minimum.. 
S  Maximum  . 
Miuimum.. 
Maximum  . 
Minimum . . 
J  Maximum  . 
)  Minimum., 
j  sraximum  . 
I  Minimum.. 
iMaximum  • 
:Minimum.. 
i  Maximum . 
I  Minimum.. 
\  Maximum  . 
1  Minimum., 


-li 


Cmtral 

Anetiorage 

Bowling  Green... 

Danville 

Dix  Dam 

Eubank  

Frankfort 

Glasgow   

Greensburg 

Irvington 

Leitchfield 

L'ixingron  

Louisville 

Mammoth  Cave- , 

St.  John 

Shelby ville  

Smith's  Grove  ... 

Stearns 

Williamstown... 


FAistern 

Ashland   

Berea 

Cumberland 

Farmers 

Ileiflelberg 

Maysville 

Middlesboro 

Mount  Sterling  . 

Pikeville 

PippaPELSS   

Qnicksimd 

Kichmond 

Williamsburg  .. 
Winchester   — 


Divi.von. 

\  Maximum  . . 
■••  !  Minimum... 

\  Maximum  . . 
•••  (  Minimum... 

\  Maximum  . . 

■  ■  ■  I  Minimum . . . 

( Maximum  . . 

•  ■  •  1  Minimum . . . 

I  Maximum  . . 
•••  (  Minimum... 

i  Maximum  . . 
•■•  !  Minimum... 

\  Maximum  . . 
"  ■  ■  )  Minimum  • .  • 

\  Masimttm  . . 

••■  (  Minimum... 

Maximum  . . 

•  ■  •  )  Minimum . . . 

\  Maximum  . . 

•  ■  •  )  Minimum . . . 

j  Maximum  . . 

■• "  )  Minimum. .. 

\  Maximum  . . 

•  •  ■  i  Minimum . . . 

S  Maximum  .  • 
■•■  \  Minimum.  . . 

)  Maximum  . , 
•••  /  Minimum. •■ 

S  Maximum  . , 
••■  I  Minimum... 

t  Maximum . 

■  -^  •  S  Minimum . . 

:  Maximum  . 

•••    :  Minimum.. 

J  Maximum  . 

—  I  Minimum.. 

Division. 

S  Maximum  . 

—  t  Minimum.. 
)  Maximum  . 

—  /  Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 

^  Maximum  . 

I  Minimum.. 

\  Maximum . 

I  Minimum.. 

I  Maximum  . 

I  Minimum.. 

:  Maximum  . 
:  Minimum.. 

j  Maximum . 
'  I  Minimum.. 

\  Maximum  . 

•  i  Minimum.. 

:MBximuro . 

■  :Minimum.. 
IMaximum  . 

■  :Miiiimum.. 
:Maximum . 
iMinimum.. 

j  Maximum  . 
'  i  Minimum.. 


6       7       8       9     10     11 


671     63 
?^1     "" 


60 !    55 

801     84 
57      55 


64  63 
91  81 
65l     64 


62 
75 
61     57 


5fi  59:  64  m 
78  84!  86  82 
50     58     611     67 


82]     B2 


66  65 

W  90 

60      60  6" 

85      89  85 
65 


99     97 
661     69 
9 


K7l     89 


73  74 

54  59      53 

...  85 

69  62 


61      64      69!     65      59      56 


90 !     86 
68      65 


90 

90 

8i) 

60 

70 

Vt 

86 

90 

91 

65 

71 

VI 

80 

81 

Si 

53 

67 

vo 

, 

60 

ni 

■■l 
601 

84 

Hi 

'.b' 

'" 

^ 

fl- 

1     8S 

sol 

62 

6. 

l62 

vo| 

$$  Instruments  are  read  in  the  nionima 
•.'' •  etc.  inrlifatp  rHspPcrivplv  1.  ■."    --i 
H  O  Louisville.  5-25-S7  llo'.^ 


I  charK._>d  to  the  pi-ecediug  day.  on  wliioh  it  almost  always  occurs 


88.3 
64.9 
85.1 
62.0 
87.1 
63.5 
87.1 
65.0 
87.0 
63  5 
87.0 
65.2 


89.2 
64.6 
56.2 


63.  2 
85.5 
63.6 
87.7 
61.5 
83.7 
65.1 
85.4 
64.7 
88.5 
62.4 
53.5 
66.  7 
84.9 
60.2 

63."  5 
83.0 
62.7 
84.  » 
64.4 
83.5 


84.4 

60,2 

85,8 

59  (t 

85.5 

62.6 

84. 3 

60.1 

(■>?.  2 

B-i.l 

61.6 

87,6 

60.6 
83.3 
63,9 


hju^  , 
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KENTUCKY    SECTION. 


J.  li.  KENSALIi. 


Vol.  XLII 


Ix)uisviLLK,  Ky.,  July,  1937 


No.  7 


GENERAL  STTMMAET. 

Honvy  rains  in  the  northoiistern  counties  in  the  second  week 
and  moderate  to  heavy  rains  in  most  of  the  State  in  the  follow- 
ing week  were  of  general  benefit  to  crops.  In  the  extended 
P'M-iod  of  dry  weather  that  preceded  these  rains  cultivation  of 
most  corn  was  completed  and  tobacco  was  generally  cleaned. 
.Some  corn  stood  too  long  in  grass  and  weeds  before  its  first 
plowing,  and  remained  rather  weedy  when  laid  by.  Later  in 
the  month  this  corn  was  the  first  to  suffer  from  lack  of  moisture. 
Corn  on  good  land  that  received  timely  and  thorough  cultiva- 
tion withstood  the  dry  weather.  As  a  rule  the  northeastern, 
southeastern,  and  some  western  districts  received  enough  rain 
to  keep  the  crops  in  good  growing  condition,  but  acute  rainfall 
deficiencies  developed  in  the  central  and  some  eastern  sections. 
In  the  presence  of  the  rain  shortage,  the  abundant  subsoil  moisture 
became  an  important  factor  in  maintaining  growth.  Moderate 
temperatures  also  helped  the  crops  to  resist  the  increasing  dry- 
ness. 

Tobacco  developed  well  in  most  eastern  districts,  but  lack  of 
sufficient  moisture  retarded  its  growth  toward  the  end  of  the 
month.  In  late  tobacco  irregularity  increased  as  the  dry  weather 
began  to  affect  it.  Ideal  weather  for  threshing  and  harvest 
predominated.  Pastures  held  up  well  in  most  eastern  and  some 
western  districts,  but  they  began  to  deteriorate  in  central  sections 
by  the  middle  of  the  month.  Gardens  declined  quite  rapidly 
in  the  drier  areas.  The  comparatively  cool  weather  favored 
theplanting  of  late  potatoes.  As  a  rule  the  soil  contained 
sufficient  moisture  to  bring  them  up  to  good  stands. 

As  the  month  closed  corn  was  "firing"  considerably  on  the 
central  hills.  Crops  on  the  best  lands  were  good  and  showed 
httle  or  no  dry  weather  injury,  but  the  need  of  rain  Vv'as  becom.- 
ing  serious  in  half  or  more  of  the  area  of  the  State.  As  usual 
under  these  conditions,  the  varying  types  of  soil  and  exposure 
had  their  effect  in  producing  irregularity  and  spottedness 
in  crop  conditions. 

TEMPESATXTKE. 

In  the  decade  beginning  with  the  7th  temperatures  were 
slightly  above  normal,  but  in  the  remainder  of  the  month  they 
were  usually  somewhat  below.  Minimum  temperatures  were 
relatively  low  and  the  daily  range  was  often  unusually  large  for 
this  month.  With  a  few  exceptions  the  nights  were  delight- 
fully cool  for  this  mid-summer  month,  The  extremes  for  the 
State  were  1;)2'-'  at  Bowling  Green  on  the  15th  and  16th,  and  41° 
at  Eubank  on  the  2d. 


PS,2CIPITATICI'T. 

Precipitation  averaged  about  three-fourths  of  the  normal 
amount.  In  the  west-central,  southeastern,  and  some  extreme 
northeastern  counties,  it  averaged  from  4.0  to  5.0  inches,  and 
was  si^asonal  or  slightly  above.  In  a  (listrict  in  the  western 
bluoi,'n):^3  region,  about  two  counties  wi,;f,  extending  from  the 
lovv-er  Kentucky  River  Valley  to  ?..  '  ],.  Cm:;;,-,  th,,  rainfrJl  wa,-^ 
only  slightly  below  normal.  In  p.  ,  .  ;  ,  .  ,  iii-central  co'ui-ti -s. 
the  section  from  the  central  blueRr ;:  :  :  :  cw-inl.  and  in  a  b' It 
southwest  across  the  south-central  counties,  it  varied  generaliv 
between  1.0  inch  and  -2..')  inches.  A  Hmited  district  along  the 
Ohio  River  f;'(^m  Meade  to  .JefTcrson  received  less  than  an  ineh 


The  rains  were  most  sonoral  In  the  period  8d-6th.  when  Ilifht  to  heavy  ghowcra 
were  reported  from  most  stations.  Kcattorod  shower.'!  occurred  from  the  7th  to  14th, 
becoming  fairly  Roneral  In  the  central  and  oa.stern  countleB  after  the  nth.  Local 
showers  also  occurred  from  the  16th  to  20tli.  The  showers  wore  rather  general  but 
very  irregular  in  the  period  25-26th.  For  the  State  precipitation  ranged  between 
0.76  inch  at  Irvington  and  0.11  inches  at  Glasgow.  Days  with  thunderstorms  wore: 
8,  4.  8,  7,  8,  9,  10,  11,  12,  13,  18,  16,  17,  19,  25,  30,  81. 


MISCELLANEOUS. 
A'ira-.s.— Excessive  rains  in  the  upper  Ohio  Valley  on  the  12th  and  13th  caused 
a  moderate  swell  that  disturbed  pool  stages  in  the  stream  below  for  about  ten  days. 

PRESSUKE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 111. 

Cincinnati  Ohio 

Evan.sviUe Ind. 

Louisville   Ky. 


C02IPASATIVE  DATA  FOR  JULY. 


1890 
1891 
1892 
1893 
1894 
1895 
1896 
18ii7 
1898 
1899 
1900 
1901 
1902 
1903 
1904 
1905 
1  riOK 
1907 
1908 
1909 
1910 
1911 
1912 
1613 
1914 
1915 
1916 
1917 
1913. 
1919 
1920 
1921 . 
1922. 
1923. 
1924. 
1925. 
1926. 
1927. 
1928. 
1929. 
1930. 
19:;]. 


Temperature. 


75.2 
81.1 
76.-1 

73  .'7 
76.7 
77.6 
75.7 
77.0 
75. 7 
80.5 
79.9 
75.5 


lU 

45 

104 

61 

103 

49 

lOfi 

47 

no 

57 

103 

56 

113 

46 

102 

41 

114 

40 

5.62 
2.66 
4.08 
3.30 
3.48 


5.75 
7.44 
4.79 


5.93 
6.02 
4.71 
3.94 
6.01 

2.28 
5.50 
2.54 
3.20 
6.30 
4.17 


2.10 
3.83 


6.05 
4.S4 
5.16 
3.78 
S.04 
4.11 


Number  of  days 


ft 

21 

19 

g 

17 

10 

16 

13 

14 

11 

14 

y 

18 

10 

16 

11 

14 

16 

10 

7 

16 

12 

13 

7 

17 

6 

17 

11 

14 

9 

M 

12 

g 

15 

6 

20 

y 

16 

7 

17 

9 

17 

8 

8 

18 

9 

15 

9 

16 

9 

17 

8 

17 

9 

16 

5 

21 

K 

18 

8 

19 

10 

15 

10 

15 

10 

16 

10 

15 

7 

17 

r')9-.vear  avera.^'ps. 


^«uraJHf.,torv 


2fi 
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ClimatologicaX  Data  foi  July,   1937. 


Western  Uivision. 

Birmingham 

Calhoun   

Earlin^tou .... 

Fords  Ferry,  Dam  50  . 

Greenville   

Henderson •  ■  • 

Hopkinsville 

Lovelaceville 

May  field. 

Owensboro 

Owensboro,  Dam  46. . 

Paducah  ** 

ITiuceton  ...■•.. 

Rninsey,Lock2; 

Russellville 

Uniontown.  Dam  49. . 

Ventrnl  Dh'ision. 

Addison.  Dam  45 

Anchorage 

Bowling  (irecn.   ...... 

Brownsville,  Lock  6,... 

Burnside 

Carrollton,Loek  1 

Cold  SpriU!<,Dam  36... 

Danville •• 

Dlx  Dam.  Burgin 

Eadsville   

Eubank  

Frankiort 

Gest,  Lock  3 

Glasgow 

lii-int,  Dam  33 

(ireensburg 

nigh  Bridge,  Lock  /.. 

Irvingtou 

Lancaster 

Leitchfield 

Lexington 

UittleHickmfln,Lock81 
Lockport,Lock2 

LOUISVILLE 

Co.  Bewman  Field.. 

Mammoth  Cave 

Munfordville 

St.  Jonn 

Siilviaa.  Lock  61 

Shelby  ville 

Shepherdsville 

Smith's  Grove 

Stearns   

Tyrone,  Lock  51    

Williamstown 

Woodbury,  Lock  4  t-  .. 
Eaxlern  Division. 

Annville 

Ashland   

Berea 

Burkesville 

College  Hill.  Lock  11.  .. 

Cumberland  

Cjnthiana 

Falmouth 

Farmers   

Flemingsbnrg   

Ford,  Lock  101 

Greenup,  Dam  30  

Hazard 

Heidelberg,  Lock  14  . . 

Jackson  

.lenkins 

Louisa 

Maysvllle  

Middlesboro 

Mount  Sterling 

Oneida 

Oneonta,  Dam  351  — 

Paintsville 

Pikeville 

PippapnBS  

(iuickBund 

Riivenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. . 
Vanceburg,  Dam  32 . . . 

Williamsburg 

Willow  Lock  13 

Winchester  

State  averages  and  bx 


Marshall 

McLean 

Hopkins 

Crittenden  — 
Mulilenourg... 
Henderson  . . .  • 

Cliristiau 

Ballard 

Graves 

Daviess 

Daviess 

McCracken 

Caldwell 

JIcLeau 

Logan    

Union 

Breckinridge   . 


Pulaski , 
C-;in-..ll  , 
Cauipbe: 
Bojie  . 
MtTcer. 
Wavue  • 
Pulaski 
Fraiikli; 
Henry  . 
Barren 

i-lreeii   . 


me  . 


oreckinridge 

Garrard 

Grayson 

Fayette 

Jessamine   . . . 

II>-nry 

.Tpfferson 

Jefferson 

Edmonson.... 

Hart 

Hp.rdin 

Mercer 

Shell.y 

Bullitt ., 

\Y;irren 


Bnller  . 


Jackson  

Boyd 

Mudison 

Cumberland . 

Madison 

Harlan 

Harrison.  ... 
Pendleton... 

Rowan  

Fleming   

Clark    


Greenup 

Perry   

Lee   

Breathitt 

Letcher 

Lawrence 

Mason 

Bell 

Montgomery 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breatliitt 

Kstill  

Madison 

Madison.    ... 

Lewis 

Whitley 

Lee    

Clark   • 

tremes 


Temperature,  in  degrees  Fahr. 


20     74.2 

76.7 


Precipitation  in  inches 


77.01. 
_  ,"74.4  . 
11     73.6  - 


939  I  38  i  76.2  ■ 


964 


1.5 


102 


41 


Number  of  days' 


+  1.23  1.20 
+0.85  1.51 
-0.16;  1.20 

0.85 

-0.66    1.21 

+0.16    1.20 

03:+0.72    1.10 

3.23-0.25!  0  85 

0.08    1.07 

l.OSi  2.33 

2.63!  0.40 

+2.88!  1.75 


6.05 


+1.75 


-1.66 


0.40 
0.78 
0.55 
1.87 
1.24 
1.12 
0.95 
1.36 
1.20 
0.80 
1.70 
1.42 
-0.09!  MO 
+2.181  5.10 
—  1.01  1.05 
-l.isl  0.76 
-1.47j  0.71 
-2.311  0.31 
-0.31  1.65 
-0  62'  1.31 
-0.4Sl  1.12 
-l.ll!  0-93 
1.48 


-2.77 


3.04 
3.17 
2.65 
3.20 
0.93 
1.20 
3.73 
5.94 
2.10|-1.23 
1.661-2.14 
-0.17 
39 


-2 

-0.46 

+0.92 


0.42 


+0.63,  2,90 
-0.63'  0.S5 
-2.70,  0,80 


3. 13  -i.l2 


42 


3.97-0.25,  1.56 

4.37 0.90 

3.74  -1.09  1.10 
8.73|-0.H1  1.14 
2.10-1.92  0.60 
1.41-2.63  0.79 
2.  02' -2.  70  0.66 
5.9s!  +  1.24:  1.62 
1.91—2.881  0.56 
2.01. ...  !  0.91 
3.041-1.071  2.45 


sw. 


Tennessee  Valley  Authority. 

W.  A.  Taylor. 

Brick  Southworth . 

Lockmaster. 

C.  R.  Lovell. 

Prank  Street. 

W.  ii.   Morris. 

Blaine  Malone. 

Mrs .  Joe  Payne. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore. 

Dr.  W.  L.  Cash. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.   E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

C.  W.  Williams. 

Lockmaster. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

R.  L.  Beatty. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

W.  J,  Piggot. 

Walter  Killlon. 

H.  H.  Willis. 

TI.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau 

U.  S.  Dept.  of  Commerce. 

Ivan  J.  Ellsworth. 

Sisters  of  Loretto. 

Lockmaster. 

Miss  KuthRatta, 

A.  McLcod. 

Airway  Station. 

Geo.  Wright 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster. 

W.  A.  Worthlugton . 

Lockmaster. 

Luther  M.  Ambrose. 

C.  D.  Norris. 

Lofkmaster. 

C.  Bertrand  Fields, 

p.   11.  Kelioe. 

J.  V.  Oldham. 

Mrs.  R.  P.  Stamper. 

C.  A.  Glascock 

Lockmaster. 

Lockmaster. 

Cbas.  O.  Ihrig. 

Lockmaster. 

.las.T    Goff. 

R.  J    Howard. 

R.  H.  Griffin. 

Lockmaster. 

Wat'J:e\v  Woodson 

W.R    McKee. 

Joe  L.  Gay. 

Lockmaster. 

Manuel  Robinson. 

r.  S  Weather  Bureau. 

Cpnev  Run  Com.  Ceu. 

R.    W.  Jones. 

Lockmaster. 

J.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

John  W.Stephens. 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers.  potions  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are 

The  departures  from.nonnal  temperature  and  P^e^piUtion  are  compj^Wd  only  for  su^^^^  ^^^^^^  j,^^^^  ^^^  „„  the  Kentucky  R,ve 

"^'-'"'"'"'^^''^'■""  '^^.:';;SK  the  table  lr.diSm';^k!'r'oTda^;5"m;ss^,^;fo'r'e!^m  ^^^,^  ^^  „.^,^,.,  ,„„,,  ,,,„,. ,,, 

:Al^t^;::^^^:^l^tL^^r^:^^:f^^c^^\^-?-^^ 

Oneonta.  California.  Ky. 


•  IlI.Y,     11 


(-UMATOL(K;IC;aL   data:   KIONTUCKY  SIOCTION 


Daily  Preoipitation  for  July,  1837. 


lallioun 

KarliuRton 

Kords  Forry  Dam  6011 

(ireeuvlUe 

Henderson 

Hopkinsville 

Lovelacevillo 

Mayfleld  

Owonsboro 

Oweusboro,  Dam  46  I  li 

Taducfth — 

Princeton 

ftanisey ,  Lock  No.  2  ||  || 

RussRllvillaill   

Uniontown.  Dam  49J|| 

CmlrfU  Dii'iition 

Addison,  Dam  ib.  |1||.. 

Anchorage 

BowiinfT  Oreon 

Biowu3ville,LockNo.  61111... 

BurnsidelU   

Carrollton  ni|  (Lock  No.  1)  .. 

C"ld  Spring,  Dam  36(1 

Danville 

Dix  Dam,  Bm-gin  nil 

Eadsville  IJ. 

Eubank 

Franlcfortll  li  

Gest,  Lock  No.  3  II II 

Glasgow 

(iraut,  Dam  8311 II 

Greensburg 

nigh  Bridge, Lock  No.  7111.. 

Irvington   

Lancaster]  1 

Leitclilleld  

Lexington  •** 

Lillle  Hickman,  Lock  No.  8 
Lockport,  Lock  No.  2  111 

LoDisvii.r.K*** '. 

Do.  Bowman  Field 

Mamniotli  Ca\e  ■ 

Munfordville 

.•^t.  .lolui 

Salvisa,  Lock  No  6  ')  II 

Sholbyville.. 

Sheplierdsville 

Smith's  Srove 

Stearns 

Tyrone,  Lock  No.  5|j  j 

Williamstown .'. 

'.Voodbiiry,  Lock  No.  4111 

Easleni  Diriitinn 
.\nnvii;e 

■\shbuuiiii •.■,■.■;;. 

Barbourville 

Kerca   

Bnrkevillr  .... 

Coll,.ye  Hil],  Loclv  No.  ■uiT.". 

Cumberland  —  . 

Cyuthiaii;.  HI 

Faljnoutb  II 1   

Farmers  111 

Fleir.inzsburgni  •■■•.    '".'.'.'." 

Ford,  Lock  No.  10  81 .' 

Greenup, Dam    301 II 

Hazard  1 ;; 

Heidalberg,  Lock  No.'  iij [l '. '. ! .' 

Jackson 

Jeukinsll ....'.'.'.... 

Louisa!  I! 

MaysviUellll    

Nfiddlpshoro      ....... 

Mount  Sterling 

Oneida '.'. 

OneontaDam  35  HI 

Paintsville   H '..■.'"."■' 

Pikevillelll ] 

Pippapass  — 

Qaick.iaudll 

Ravenna,  Lock  No'.'iiiil '.'.'.'.!.' 

Richmond.. 

Valley  View,  Lnrk  No.  qjn'" 
Vanceburir,  Dam  No.  32  ||  || 
Williamsburg;  II    .... 
Willow.  Lock  No    131 11  ■.■.'.'.■.■■■ 
Wiiichfster  .... 


T 

G 

O 

O. 

G 

0 

C 

M 

M 

O 

........0 

0 

.  G 

G 

G. 

O 

•  ■.....O, 

O. 

• G. 

G. 

C 

K. 


Day  of  month 


..(). 

.23 

..K. 

K. 

..C. 

T, 

I, 

I, 

K. 

..() 

..K. 

..K. 

..K. 

..K 

,84 

..B. 

.17 

..() 

.59 

..(J. 

..C. 

..R. 

.nq 

R 

•  K 

1< 

l< 

l< 

.K 

..O. 

.01 

.   C. 

.K. 

.10 

T. 

.4.= 

.45 

.?,', 

R4 

.05 

.0* 

.37 

.as 

.0,5 

1' 

T. 

.42 

20    .22 


25 

T. 

.1? 

".n 

.14 

23 

.21 

T 

4r 

01 

1.,5fl 

26 

■v. 

.14 

.10! 

04 1 

;^?f 

.111 

ndicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  a^d  precipitation  recorded' is  for  the  24'hou 


4.U8 
8.A4 
a. 57 
2.11 
2.K8 


4.19 
l.«4 
6.  OS 


8.87 
6.71 
2.56 
2.66 
2.58 
0.76 
4.08 
3.04 
3.17 
2. 69 
8.20 


139 
2.71 
4.82 
1.66 
3.10 


3.08 
3. 03 
2.3.3 
2.73 
1.31 
3.17 


4.12 
2.42 
4.95 


3.74 
3.73 
2.10 


ending  at  the 


1  measu 
;  Separata  dates  of  fa 
River  drainage  area  i 
'T)  Teane.ssee:  (OXlhio:  (  M  t  Mississippi 


J   .,   n&:  amount  then  recorded  is  for  the  preoedi 
not  recorded.       T.  Trace,  or  less  than  0.01  inch, 
"ich  station  is  located  is  indicated  as  follows: 


»  Precipitation  included  in  the  next  following  measurement. 
L)  Licking:  (K)  Kentucky:  (S)  Salt:  (G)  Green;  (C)Oumberland 
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CUMATOLWGICAL  DATA:  KEJS'IUUKY   SECTION. 


July,  1987 


H'estem 

Calhoun  

Earlington 

Greenville 

Henderson 

Hopkinsville   .. 
Lovelaceville  . . . 

Mayfield 

Owensboro 

Paducah 

Princeton 

RnssGllvilleiS... 


Division. 

\  Maximum  . 
)  Minimum.. 

j  Maximum  . 
(  Minimum.. 

I  Maximum  . 

I  Minimum  ■ . 

Maximum  . 
•■  ■     )  Minimum,. 

\  riaxiraura  . 
i  Miiiimura. . 

S  Maximum  . 
(  Minimum.. 

S  Maximum  . 
I  Minimum.. 

J  Maximum  . 

'(  Minimum.. 

;Maximxun  . 
: Minimum.. 

J  Maximum  . 
'i  Minimum. . 

)  Maximum  . 
1  Minimum., 


CentraJ 

Anchorage 

Bowling  Green... 

Danville 

Dix  Dam 

Eubank  

Frankfort 

Glasgow   

Greensburg 

In-ington 

Leitchlieid  

Lexington   

Louisville  


\  Maximum  . 

i  Minimum.. 

j  >raximum  . 
'  I  Minimum.. 

(  Maximum  • 

1  Minimum.. 

j  Maximum  . 

(.Minimum.. 

i  Maximum  . 
'  (  Minimum.. 

j  Maximum  . 
'  I  Minimum.. 

j  Maximum  . 

■  i  Minimum .  • 
(  Maximum  . 

■  I  Minimum.. 
)  Mr.ximum  . 

•  (  Minimum.. 
)  INiaximum  . 

•  i  Minimum. 


Do.  Bowman  Field 

Mammoth  Cave 

St.  John 

.Shelby ville  

Smith's  Grove  ....... 

Stearns 


:.MinimU!n.. 

S  Maximum.. 

/  Minimum.  . 

j  Maximum  . 

I  Minimum... 

j  Maximum  . 

(  Minimum.. 

I  Maximum . 

(  Minimiim. . 
:  Maximum  . 
: Minimum. . 

,  (  Maximum  . 

Wilbamstown i  Minimum.. 

Eastern   Division. 
.   ^,      ,  S  Maximum  . 

Ashland    j  Minimum 

\  Maximum  . 

Rerea J  Mii-imum.. 

„       ,      ,       .  1  M  iximir.ii  . 

Cumberland |  ;.ij;,i,nuni.. 

„  I  Maximum  . 

F.arraers |  Minimum.. 

„  .,  ,.  J  Maximum  . 

Heidelberg 1  Minimum.. 

„         ...  j  Maximum. 

Maysville |  Minimum 

«  ,iji    V    ,„  Maximum  . 

Middlesboro j  Minimum . . 

.  ot    i!„™  : Maximum  . 

Mount  Sterling -.Minimum.. 

_.,      ,,,  ( Maximum . 

Pikeville (Minimum.. 

_,,  i  Maximum  . 

Plppapass   (Minimum.. 

„   ,  ,    „    .  :Maximum. 

Quicksand ••   :Minimum.. 

„,„, ,.  :Maximum  . 

lilchmond -  ; Minimum . . 

„,„,, ,v,„™  :Mnximum. 

Williamsburg :Minimum.. 

,..•     i,„.t»,  i  Maximum  . 

W  inchester j  Minimum . . 


Daily  Temperatureo  for  July,  1937. 


2        3       4        5       6 
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ll|       ^T 
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91 
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fS 
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rp 

71 
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71 

V 
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9? 
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92 

91 

9i 
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80 

Cf 

(i7 

fib 

7(1 

7i: 

tiV 

VI 

IW 

91 

88 

83 

91 

9;i 

91 

9(: 

Ki 

71 

G9|    67 

7( 

71 

73 

72 

58 

60     61 

83|     83 


9      9 


p 

hi 
7S 

, 

•"'^1 

(  ' 

(M 

'■' 

8^ 

9  1 

eri 

IM 

Kl 

Hi\ 

K"* 

91 

611 

67 

Ch 

61 

8n 

8(1 

8i 

^> 

r?\ 

fi? 

6(1 

6<| 

87 

8<l 

SK 

89 

66 

66, 

6- 

61 

86 

86' 

85 

90, 

60 

60 

CO 

6., 

8S      86 


9.1     .s 

,S1 

78 

67      67 

6r 

."SJ 

81      h^ 

7S 

'••O 

(        71 

b) 

«(1 

h7      »-■ 

«( 

■ill 

.o      fi 

6h 

■i- 

q>l     0> 

h(i 

82 

CI 

'il 

l> 

82 
"15 

-9 

8 

S8 

:^ 

5,'i 

,67 

86 

91 

r; 

86 

81 

5,=. 

,6! 

H'^ 

89 

60 

63 

87 

90 

,61 

,66 

86 

92 

M 

,16 

87 

93 

8" 

SO 

(T 

64 

H7 

91 

.5i 

59 

84 

89 

.■iH 

,S4 

84 

i)9 

^2 

Sn 

8( 

87 

V 

6C 

8l 

89 

j- 

4. 

W 

<K 

61 

,66 

M7 

14 

, 

6, 

61 

92 

1 

I') 

68 

s^ 

89 

90 

6,' 

6i 

66 

CO 

€(. 

90 

78 

«■ 

84 

7f 

K- 

68 

V 

6(1 

8C 

8.- 

8' 

H'l 

91 

67 

66 

M 

66 

61 

S2 

Sf 

81 

R) 

on 

65 

62 

56 

56 

58 

90.3 
63.1 
S9.8 


64.8 
87.2 
63.1 


86.9 
61.5  ' 
91.5  ; 
68.2  .* 


E90.9 
S63  5 
9Q.6 
60.7 


63.5 
87.1 
67.5 
87.3 
85  2 
"87  0 
»60.2 


86.6 
63.  7 
88.7 
64.6 

»i.8 
61.9 

''87.9 
>>58.  4 
87.1 


•63.3 
87.5 
61.6 
89.8 
6!.l 

"86.3 


SS  In'trum'mts  are  read  in  the  morning:  the  maximnm  t«mDor»,ture  then  road  i 
•  >>  •  etc.  indifato  resppptively  1.  2.  3  etc..  days  missing  from  record, 
WHO  Ixwisville.  8-2.V.37-n(Hi 


charged  to  the  prt'iiudins  day, 


;  almost  always  occurs 


l.c 
ke: 


U.  ^.  PEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


CLIMATOLOGICAL    DATA 


KENTUCKY    SECTION 


J.  L.  KENDALL. 


Vol.  XLII  Louisville,  Ky.,  August,  1937 


No. 


GENERAL  SXTMMARY. 

Heavy  rains  late  in  the  first  decade  throughout  the  north- 
central  district  ended  the  dry  spell  of  about  six  weeks  duration 
and  brought  deoid(>d  imp)rovement  to  crops.  In  several  count- 
ies of  the  lower  Kentucky  River  Basin,  where  the  rainfall  of 
the  preceding  month  had  been  near  normal,  these  rains  were 
heavier  than  needed  and  tended  to  produce  undue  rankness  of 
growth  in  tobacco.  Good  rains  in  the  third  week  reached  most 
other  parts  of  the  state,  but  there  were  some  south-central, 
northeastern,  and  extreme  western  localities  that  remained  too 
dry  until  the  end  of  the  month.  While  considerable  irregu- 
larity in  crop  conditions  continued,  the  effect  of  the  weather  in 
general  was  to  cause  marked  improvement  in  growth  in  most  of 
the  State. 

Becau;5e  of  the  character  of  the  rainfall,  which  occurred  most 
frequently  as  light  to  moderate  showers  with  rather  long  inter- 
vals between,  tobacco  fared  better  than  corn.  While  quite  va- 
riable, especially  in  the  hilly  district?,  late  tobacco  made  fair  to 
excellent  progress  in  most  places.  Tendency  to  "fire"  brought 
about  some  premature  cutting  of  early  tobacco  in  the  first  week, 
after  which  renewed  growth  caused  by  the  rains  delayed  the 
work.  Warm  weather  and  less  rainfall  in  the  last  half  of  the 
month  were  more  favorable  for  tobacco  harvesting.  Tempera- 
tures in  this  period,  together  with  the  rather  humid  atmosphere, 
were  too  high  for  best  results  in  curing  recently  housed  tobacco. 
There  were  some  complaints  of  houseburn  from  the  districts  that 
received  the  heaviest  rains.  The  rains  and  excess  warmth 
hastened  the  growth  of  late  tobacco,  however,  and  also  advanced 
the  maturity  of  corn. 

Pastures  recovered  in  the  north-central  section  by  the  middle 
of  the  month,  and  improved  in  most  other  districts.  Forage 
crops  had  sufiicient  moisture  in  most  places,  but  in  limited  areas 
they  were  cut  short  by  dry  weather.  In  the  second  decade  and 
the  last  week  fair  weather  and  high  temperature  favored  hay- 
making. Soybean  growth  was  often  heavy  and  difficult  to  cure. 
Late  potatoes  and  field  tomatoes  improved  in  most  sections. 
Upland  and  hill  pastures  were  needing  rain  at  the  end  of  the 
month,  but  the  moisture  was  sufficient  in  most  places  to  mature 
the  staple  crops. 

TEMPEKATTTHE. 

Except  for  a  few  short  intervals  of  slightly  subnormal  temp- 
erature in  the  first  half,  weather  considerably  warnier  than  the 
seasonal  average  prevailed.  Maximum  temperatures  above  9^:'^ 
occurred  very  frequently.  The  nights  were  unusually  warm 
for  this  month.  Extremes  for  the  State  were  100*^  at  several 
stations  in  the  period  4-11  th;  and  53°  at  Anchorage  and  Eubank 
on  the  1st,  and  at  Farmers  on  the  8d. 

PKECIPITATION. 

The  prefipitation  occurred  as  local  thundershowers,  and  was 
tlierefore  irregularly  distributed  as  to  time  and  area.  It 
averr.ged  near  nornial  for  the  State  as  a  whole,  but  varied  be- 
tween ()  U]  inch  at  Ford's  Feny    Ciiitend  n  Countv   and    7  70 


mene^  al  Jeijkms    I  etchei  Count' 

3  foiiM(\nn 


I\[. 


PuTch': 


and 


the  period  4-13th.  The  rainfall  on  Die  8-9th  exceeded  2.0  Inclujs  at  geveral  central 
statloiLS.  Widely  scattered  showers  were  reported  from  the  16tli  to  20th  and  llifhtto 
moderate  sliowors  from  the  21st  to  25th.  Llglit  local  showers  occurred  on  the  lajit 
day.     Days  witli  thunderstorms  were:  4,  6.  0,  7,  8,  9.  II,  12,  16,  17,  18,  19,  20,  21,  22,  29. 


MLSOELLANEOUS. 

August  8.- Wind  and  liglitiiing  accompanying  a  downpour  caused  conslderBble 
minor  damage  at  Louisville.  Many  teiuplioncs  were  burned  out,  and  some  trees 
were  blown  down. 

Hirers. -Pool  stages,  only  slightly  disturbed  by  heavy  local  rains,  prevailed  in 
all  streams  during  the  month. 


PKESSTTRE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo  Ill 

Cincinnati Ohio 

Evansville Ind 

Louisville   Ky 


30  05 
30.02 
80.05 


29.79 
29.83 

29.83 


s^- 


COMPARATIVE  DATA  FOR  ATJGTJST. 


!9i3. 
1924. 
1925. 
1926. 
1927. 
1928 
1929. 
1930- 
1931 . 
1932. 
1933. 
1934- 
19.S5. 
193G.. 


Tempeiature.         Precipitatioii        Number  of  day 


75.2 
75.4 
76.5 


74.0 
76  5 
74.9 


1.23 
6.16 
5.82 


3.09 
2.74 
5.12 
2.4S 
3.27 
2.64 
3.82 
4.37 
i  27 
2.79 
2.60 
2.72 
4.03 
4.71 
2.81 
5.94 
6. 29 
4.25 
3.49 
3.18 
3.49 
5.80 
5.28 
2.43 
6.03 
3.00 
1.47 
7.61 
2.88 

2.06 
2-25 


12 

15 

9 

14 

13 

8 

9 

9 

10 

8 

14 

10 

7 

16 

8 

g 

17 

9 

13 

17 

8 

10 

10 

10 

6 

16 

9 

12 

16 

9 

12 

13 

10 

f49-vear  averagas. 
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CLiMATO LOGICAL  DATA:  KENTUCKY  SECTION 


August,  1937 


Climato logical  Data  foi  August,    1937. 


Temperature,  iu  degrees  Fahr 


PreciDitation  in  inches  Number  of  days' 


|5 


Weflerii  Divifion. 

Birminghani 

Calhoun   

Earlington ■ 

Fords  Ferry,  Dam  50  . 
Greenville   ■ 


Hopkiusville 

Lovelaceville 

May  field ••• 

OwensboTO 

Owensboro,  Dam  46. 

Paducah  " 

Princeton  .......... 

Rnrasey,Lock2t... 

Russellville 

Uuiontown.  Dam  49... 
Central  Divisiun. 

Addison.  Dam  45 

Anchorage 

Bowling  Green........ 

Brow[iBville,Lock  6;.. 

Burnside 

Carre Uton,  Lock  1 

Cold  Spring, Dam  36.  ■■ 

Danville •■ 

DLx  Dam,  Burgin 

Eadsville    

Eubank  

Frankfort 

Gest,Lock3 

Glasgow   

Grant,  Dam  38 

Greeusburg ■•• 

High  Bridge,  Lock  7.. 

Irvington  

Lancaster 

Leitchfleld 

Lexington 

LittleHickman.LockS" 

Lockport,Lock2 

Louisville 

Co.  Bewman  Field. 

Mammoth  Cave 

Munfordville 

8t.  Jonn. 

Salviaa.  Lock  6^ 

Shelbyville 

Shepherdsville 

Smith's  Grove 

Stearns   — 

Tyrone,  Lock  5^    

Williamstown 

Woodbury,  Lock  4  t- . 
Eastern  Division. 

Annville 

Ashland  

Berea 

Burkesville     ..-.■•... 
College  Uill.  Lock  11.  . 

Cumberland  

Cynthi:ma 

Falmouth 

Farmers   

Flemingsbnrg   

Ford,  Lock  101 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . 

Jackson 

Jenkins 

Louisa 

Maysville 

Middlesboro 

Mount  Sterling 

Oneida    

Oneonta,  Dam  351  — 

Paintsville 

Pikeville 

Pippapass 

Quicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9.. 
Vanceburg,  Dam  32 . . . 

Williamsburg 

Willow  Lock  13 

Winche.ster 

8ta'«  averages  and  ex  t 


Marshall 

McLean 

Hopkins 

Crittenden 

Muhlenourg 

Henderson 

Cliristian 

Ballard 

Graves 

Daviess 

Daviess 

McCracken 

Caldwell 

McLean 

Logan   

Union 


Breckinridge   •• 

.lellersou 

Warren 

Edmonson  .  ..  • 

Pulaski 

Carroll 

Campbell    

Boyle   

\Vayne.'''^:'';! 

Pulaski 

Franklin 

Hcury 

Barren   

Booue 

Green  

Jessamine 

Breckinridge   . . 

Garrard 

Hraypon 


..'ffersn 


Jeffer.«on  . . 
Edmonson . 

Hart 

Hardin.... 

Mercer 

Sliplby  .... 

Bullitt 

Warren 

McCreary  . 
Audersou.. 

Grant 

Batler 


Jackson 

Boyd  ...  

Mudison 

Cumberland 

Madison 

Harlan 

Hiirrisou 

Pendleton 

Rowan 

Fleming 

Clark 

Greenup 

Perry   

Breathitt 

Letcher 

Lawrence 

Mason 

Bell 

Montgomery 

Clay 

Campbell 

Johnson        

Pike 

Knott 

Breathitt 

Estill   

Madison 

Madison 

Lewis 

Whitley 

Lee    

Clark 

•mes . 


+  2.2 

4-  1.6 

+  2 


+  2. 
+  '2.4 


1.60—1 
2.10|-1 
1    7ll  — 1 


2.6' 


-0-67 
+0.94 
-0.04 


0.47 
4.9(11  +  1.25 
2.92i-0.71 
4.951+0.70 
1.94-2.28 
3-81—0.01 
2.2r-1.43 
5. 04+1. 35 
4.80  + 
2.991.  ■•• 
4. 571  +  0.  29 
3.55-0.15 
3.44-0. 12 
2.S7-1.49 

1  84i-1.45 
8.24-0.94 
4,52;  +  0.74 
2.2fii-1.24 
4.481+0.44 
3.61; -0.11 
3.52+0.07 

2  791-1.25'  O.yO 
2.99—0.271  1.21 
4.27+0.85    2  8'? 

5.45j I  2.17 

4.5! 2.14 

4.69 1.03 

3.3l!-0.62  1.51 
3.  75;+0.21  0.94 
S  571  +  1.88'  1.98 

4.091 1  0.99 

5.24 1.94 

6.12[ 1.70 

3.94—0.02;  0.9-5 
S-.-iS-O-iO,  0.85 
3-16-0.07    l.-^O 


2.89-1.21    1-35 

4.37 2.30 

3.69-0.21  2.04 
1.0b  -2.00;  0-61 
4.37-0  071  1.85 
2.4'2-2-4j;  0-70 
1  93+2.41  0.80 
2.45|-1.04:  0-54 
3,80l-0  211  0-68 
4.851+0.93!  1.40 

3.47! I 

1.70+3.86 

3  l7(-0.99: 

4  10  +0.20 
5.f)3+0.9: 


.74 


4.86, 

2.371-2.0' 

3.221 

3.9S]-0.34 

4.10 I  0  7S 

5. 10'+0.59:  3.20 
3.83,-0. 811  083 
3.40;-0.  56  0.70 
3.27i-0.73  0-82 
2.711-0-77  1.36 
6-91  +1.33  1  41 
4-99+1-23    1.66 

3.841 1.10 

3-63:-0.07!  3-20 


Tennessee  Valley  Authority. 
W.  A.  Taylor. 
Brick  South  worth. 
Lockmaster. 
C.  R.  Lovell. 
Prank  Street- 
W.  K.  Morris. 
Blaine  Ma'one. 
Mrs.  Joe  Payne- 
Henry  8.  Berry. 
Lockmaster. 
Joe  Lagore. 
Dr.  W,  ],.  Cash. 
Lockmaster. 
Wm.  .Shflton. 
Lockmaster. 

Lockmaster. 

C.  E.   Harret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P-  Coldiron. 

C.  W.  Williams. 

Lockmaster. 

Mr.?.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

R.  L.  Beatty. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

W.  J,  Piggot. 

Walter  Killion. 

H.  H.  Willis. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau 

U    S-  Dept.  of  Commerce. 

Ivan  J-  Ellsworth. 


Sisters  of  Loretto. 
Lockmaster. 
MisH  RuthRutta, 

A.  McLeod. 
Airway  Station. 
Geo    Wright 
IjQckmaster. 

Mi-.8  Nettie  B.   Simpson. 
Lockmaster. 

W-  A.  ^Vorthington. 
Lockmaster. 
Luther  M.  Ambrose. 
C  D.  Norris. 
Lor' Inn  aster. 
C-  Bertrand  Fields, 
P.  H.  Kflioe- 
J.  V.  Oldham. 
Mrs.  R-  F-  Stamper. 
C.  A.  Glascock 
Lockmaster. 
Lockmaster. 
Ch.'is,  O.  Ihrig. 
Lockmaster. 
Jas-T,  GofE. 
R.  J    Howard. 

B.  n.  Griffin. 
Lockmaster. 
Matthew  Woodson 
W.  R    McKee. 
Joe  L.  Gay. 
Lockmaster. 
Manuel  Robinson. 

U.  3  VVenther  Bureau. 
Canev  Run  I'om-  Ceu. 

R.     W-    J  OURS - 

Lockmaster. 
.1.  W.  (Brooke. 
Lockmaster. 
Lockmaster. 
Wadely  Wo.^t, 
Lockmaster. 
Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers. 


1  years  of  renord.  but  all  complete  reports  are 


c  ,;      ,  .  ;, :  ,    ....     Lock  5,  Lnwrenceburg.  Ky.  :  Lock  6.  V.-rsanios,  Kv.  ;  Lock  ^•N.choia..l,.M<v  .:  Lo«  Ro^^  , 
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Dally  Freolpltation  for  Aurust,   1087. 


M'egtent  Divition 

itlrmingham  

t'ulhouu 

EarliiiKton 

Fords  Kerry  Daui  SOU  II 

(irnenvillo 

Henderson 

Hopkinsvillo 

LovelaTOville 

Mayfleld  

Owoiisboro  .  • 

Oweusboro,  D;im  46  III 

Paducfth 

Princeton.     

'{uinscy,  Lock  No.  2  t  ij 

Riis,wllvillelll   

I'uiontowu.  I).ini  JDiJJ 

reiilrnl  lihwon 

Addison,  Dam  45.  I||| 

AiU'lioraRe 

BowlintrCireen 

Brownsville,  Lock  No.  611 1 

Burnsidell  II   

Carrollton  ||  |  ( Look  No.  1) . . 
Cold  Spring,  Dum  36li  II 

Danville 

Dix  Dam,  Burgin  |||| 

Eadsville  IIJ. 

Eubank 

Frankfort!  II  

Qost,  Lock  No.  3  II II 

Glasgow 

(irant.  Dam  3311 11 

(Jreonsburs 

High  Bridge, Lock  No.  7j||| 

frvington  

Lancasterll  ]| 

Leitchfield   '■.■.■ 

Lexington  *  * 

Litclellickm  .11,  I  ,.rk  \.),  s  .>.. 

Lock]iort,  Loc-'.c  .\ o .  ■_>    

Louisville*'* " 

Do.  Bowman  Field 

Mammoth  Cave.  • 

Munfordville 

St.  .lohn 

Salvisa.LockNoe  nil 

Shelbyville.. 

Shepherdsville 

Smitli'8  LJrove 


Tyrone,  Lock  No.  5;|  I  .. 

Williamstown 

-Voodbnry,  Lock  No.  411 
Ea^lern  Din 

Annvir.e 

Ashland  '||| 


Colk't'e  Hill,  LotkNo 

Cumberlp.url ,   .. .. 

Cyuthian.-i  ,i  li 

FalnioutMiil   

Farmers  II II 

FlemlnL'sbnrg-ni  ..... 
Ford,  Lock  No.  10  ||  1 . . 
Greennp.Dam    3011  il... 

Hazard  || "     

Heidelbt-rg.  Lock  No.' 

Jackson 

Jenkins! I 

Louisa!': '.'. 

May.svillf!! 

Middle.<horo      ........ 

VTount  Sterling 

Oneida 

Oneonta  Dam  ;«  !  l 

Paintsville   III 

Pikoville!!! 


Quicksandllll 

Ravenna,  Look  No.  12II1I 

Richmond 

Valley  View.  Lock  No.  c 
Vancebiirg, Dam  No.  32  I 
Williarasburgt'l. .... 
Willow, Lock  No.  13!!  ... 


Day  of  month 


10     11      12     13     14      16     16     17     18     19     20     21     22     23     24     26 


1-I2il,l5'  T. 
..  !l.5o 
1.802.40  .10 
•07i  T.     .19, 

...  1.25.... 
T.  .27|  .29' 
■■■  .56;  .50i 
.301.34.... 


.03!    .301    .04'  .44 
Ml   .05  ■ 


.28 
.63t   .81 


.?.\ 

l.OS 

.!f 

2.5 

.Rf 

1    .,S7 

.M 

.H7 

.()■- 

T. 

•« 

sr, 

.2,'i 

.7,S 

.3( 

.87 

.04 

.43 

,24 

T. 

.60 

.10 

.(M 

■r. 

.6f 

.61 

.28 

ini 

T. 

.OS 

.04 

.32 

.25 

".V 

..■if 

.2fi 

.7r 

.sr 

.51 

.12 

'is 

.3r 

06 

35 

.OV 

.K 

.M 

■!1 

.05 
.30 

.05 

.81 

.24 

.06 

.18 

.61 

1.20 

!i6 

■.'n? 

.20 

.08 

T. 

.81 

.61 

.08 

'J\ 

.21 

T. 

.23 

..W 

r. 

1.40 

.'26 

1.74 

.20 

.66 

.08 

.60 

io 

.10 

.26 
23 

.17 
.0.', 

27     28     29     80     81 


itherwise  indicated  observations  are  generally  made 


:i2i::: 


4.22 

.07 

8.  OH 

1.J7 

0.46 

T. 

2.90 

1.60 

2.10 

1.71 

T. 

1  47 

8.69 

8  20 

T. 

1.74 

.16 

2.J6 

3.. 66 

.02 

4.06 

3.18 

r. 

2.67 

4.90 

2.92 

4.S5 

.11 

1.94 



S.81 

2  21 

.16 

6.04 

4.80 

.12 

2.99 

4.67 

T. 

3.65 

3.44 

2.97 

T. 

1.84 

.02 

3.24 

T. 

4.52 

2.26 
4.48 
3.61 
8.52 
2.79 
2.99 
4.27 
5.45 
4.51 


4.69 
0.99 
5.65 


1.98 
4.37 
2.42 
1.93 
2.45 


4.86 
2.37 
3.22 
3.98 
4.10 
6.10 
3.88 


!  in  the  afternoon, 


tV 


sunset,  and  precipitation  recorded  is  for  the  24  honrs  ending 


;Separate  dates  of  falls  not  recorded.       T.  Trace,  or  !es.«  than  O.Ol  inch      ^^^°'^°^"^  ^^  ^'°^^^-  Precipitation  included  m 


River  drainage  area  in  which  station 
^)  Tennessee:  (O)  Ohio:  (M)  Mi.ssi.ssippi. 


udiratPd  as  follows:  (B)  Big  Pandy    (L)  Licking:  (K)  Kentxicky:  (S) 
HLoneOak. 


the  next  following  measurement. 
Salt:  (G)  Green:  (C)Cumberland 


'( 
28 


Wulern   Division. 

\  Maximum  . 

Calhoun   j  Miuimum . . 

^     ,.      ^  S  Maximum  . 

Earlington \  Miuimum . . 

I  Maximum  . 

Hreeuville ,  Minimum.. 

„     ,  Maximum . 

Henaerson !  Minimum.. 

„     ,  .       .„  i  Maximum . 

Hopkinsville   j  Minimum. . 

,         .,,  Maximum  . 

I'OvelncevilIe j  Minimum.. 

j  Maximum  . 
Mayfield )  Minimum.. 

i  Maximum  . 
Owensboro "j  Minimum . . 

Paducah ;Mir,ii:nnii. . 

(  Maxhiuini . 

Princeton ■,  jijuimura.. 

„   .„  „.  (  Maximum  . 

Russollville§& -|  Minimum . , 


Central  Di 


Aiicliorage 


Bowling  Green. 


Irviugtou 


\  M-.ixinuim  ... 
)  Minimum 

)  Miixiraiun  . . . 
/  Minimum 

\  Minimum.... 
Maximum  . .. 

'  1  Minimum 

\  Maximum  . . . 

■  !  Minimum  — 
j  Maximum  . . . 

■  (  Minimum  — 

Maximum  . . . 

•  1  Minimum 

\  Maximum  . . . 

■  I  Minimum.... 


Lixingion   ... 
Louisville  — 


CLlMATOLOGiCAL  DATA;  KENIUCKY   SKCTIO^J. 


August,  193" 


Daily  Temperatures  for  Aug-ust,  1937- 


'  Minimum  — 
j  Maximum  . . . 
I  Minimum.... 
j  Maximum  . . . 

I  Minimum 

•c-  1/1   :Maximum  ... 

Do .  Bowman  Field  :Mimmum .... 

,     _  (  Maximum  . . . 

Mammoth  Cave J  Minimum 

Maximum  . .. 

rit.  .John j  Minimum.... 

,    ,^     .„  i  Maximum  . . . 

Shelby  villa  J  Minimum.... 

,    „  )  Maximum  .  .  ■ 

Smith's  Grove ..  (Minimum.... 

:  Maximxim  . . . 

Stearns :Minimum.... 

J  Maximum  . . . 

WDhamstown -j  Minimum . . . . 

Enslet-n  Division. 
,  ,      ^  (  Maximum  . . . 

Ashland    !  Minimum.... 

j  Maximum  . . . 

i*»^rea )  Minimum.... 

^     ,      ,  I  Maximum  . . . 

Cumberland |  Minimum . . . . 

Maximum  . . . 

Farmers |  Minimum.... 

j  Maximum  ... 

Heidelberg ,  Minimum.... 

(Maximum... 

.Maysville j  Minimum.... 

.,.^„    ^  Maximum.., 

M  iddlesboro j  Minimum . . . , 

,.  : Maximum  ... 

Mount  bterhng :Minimum... 

,      .„  (Maximum... 

Pikeville ,  Minimum... 

Maximum.. 

Pippapass   i  Minimum... 

,,   ,  ,         ,  :Maxiraum.  • 

tiulcksand ••   :Minimum... 

.  ,  ,  iMaximura . . 

Kichmond ;Minimum  .. 

.,..„.        .  IMaximum.. 

Wilhamsburg :Minimum... 

.....  S  Maximum  .. 

Winchester   1  Minimum... 


« 

4 

9A 

86 

fi.-! 

fif 

9.=; 

Ki 

fii 

67 

»f) 

«C 

m 

k\ 

na 

M 

ft; 

T2 

9H 

m 

fii 

64 

9fi 

Wl 

60 

60 

89  SO  9S   90 


60  65 

96;  99 

66l  67 

9l!  95|  S6 

60  62  59 

62;  63  61 

93  97  98 

651  6.ll 

921  971  94 

60!  60   60 

92  93   96 

63  70 

95  97 

57  59 

921  9J 

64 1  66 


911  94  87 

66  691  73 

89  94  90 
63  65  67 

90  94  93 
55  58 
92  95 
60 1  63 


70  65 
84  90 
70  65 


761  78 

69,  64 

88  93 

73  67 


911  55 


84 
65 
84 
68 

70|  67 

82i  85 


92  92 

65  69  6S 

95  9G'  -- 

60  64]  6.=. 

94  88  88 

62  65 

95  6S  85 

63  67i  66 


611  681  6S   64; 


&T 


89  88 
73  67 
93   87 


65,  64 

89'  88i  87 

031  60'  63 

93  sol  86 

59  01  64 

92l  83  86 

62  C4  69i 

90,  85  83' 


65  03 

91  95 

fi2|  59 

851  88 

64i  63 

88  93 

63  63 

Hi]  92 


711     72l     72 
95      94j     95 


68 

591 

66     67 

81      85 

641     59 

881     88 

66 

62 

84 

S4 

62 

iH 

84      84 
(4     62| 


90      91      92|     88      88 


62J    6lj     64 


80j  90  85 
67!  65^  -^^ 
941     87 


69 

68 

9(1 

92 

69 

65 

93 

84' 

«K 

68 

KR 

90 

65 

68 

9S 

10:1 

57 

61 

85 

^l 

68'     66| 

9ol     85 
6.5     65 


68i  6R; 
6%  861 
66,     67] 


92;  85 

67]  671 

87  871 

65  65] 


70 1 

70l 

69 

92 

91 

H9 

71 

If} 

74 

92: 

921 

'17 

73 

72: 

72 

23     24     25     26 


681     64 
92j     93 


63I     63 

89i     89 
-•      65 


30     31   Moan 


92i  95  91 

621  66 

92  94;  90 

6I!  63'  65 

9.5,  94]  91 

03l  64!  69 

9f)]  95  90 

65]  671  70 

911  90!  88 


671     66,     68 
92|     89i     88 

fiS      67i     70 


86  88' 
59I  63i 
851     89: 


64      61 

87      89 
6R      75 


89]     84!     861     85' 


86  88, 

671  61, 

88]  90, 

70,  641 


67      65:     6R 


90      931 

68      671 
93     96] 


68  70,  70, 
91|  92|  92, 
70,    72,     621 


SSJ     83 

68 


84      79 

67'     71'     6r,] 

7'' 


62      64      65'     65] 


91'     90     93, 

66      66]     C5 
H6      85     841 


^5|     89,     88      90,     S9| 


65  60  58]  601 

R9'  8',)  881  89! 

67  65'  61]  65' 

90  90  88 1  89] 


94]     88      871     8il     81 


87  85      80!     78 
70      69      70!    67| 

88  80      74'    8i 


90  91  92 
63'  6!'  62 
86^     88      88 


66,  66  67| 
90  80  92| 
65     64     68 


80 

89 

66 

vn 

86 

90 

RS 

72 

92 

82 

68 

72 

H8 

92 

68 

88 

88 

6!- 

67 

92 

Kf 

70 

71 

82 

89 

7f 

6; 

88 

8*: 

68 

72 

87 

9( 

OS 

7( 

85 

gc 

65 

67 

80 

92 

68 

72 

Hf 

88 

67 

7( 

M 

88 

6! 

7( 

k; 

72 

82 

92 

6! 

72 

71 

9! 

fiS 

71 

K 

9. 

65 

69 

9 

81 

7( 

75 

89 

W 

82 

71 

68 

7i 

92. 4 


88.8 
67.5 
92.9 
67.4 
91.9 
69.5 


90.0 
66.8 
92.0 
60-9 


92.0 
66.3 
92.9 
64-3 


68.4 
90. 5 
fi7.4 


64.0 
90.1 
65.9 


89.2 
62.2 

65]8 
89.0 
65.9 
86.3 
65.4 
•88.9 
•64.9 
90.1 
67.5 
86.8 
66.6 
88.4 
62.1 
87.1 
68.9 


ii  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on 
•  "  '  etc.  indicate  respectively  1.  2.  3  etc..  days  missing  from  raoord. 


k'hich  it  almost  always  occurs 


W  B  f)  rxjuisvillo.  9.25-37-llOn 


U.  S.  DEPARTMENT  OF  AGRICULTURE.  WEATHER  BUREAU. 
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KENTUCKY    SECTION. 

J.  I..  KENDALL. 


Vol.  XLII        Louisville,  Ky.,  September,  1937 


No.  9 


GENERAL  SUMMARY. 

Showers  in  the  first  week  and  moderate  to  heavy  rains  on  the 
11th  benefited  late  corn,  potatoes,  tomatoes,  and  late  forage. 
Some  northern  areas,  mainly  in  the  bluegrass  region,  did  not 
receive  enough  rain  to  meet  the  needs  of  late  potatoes,  which 
were  seriously  delayed  by  the  dry  weather.  As  a  rule  the  rain- 
fall was  too  light  to  cause  more  than  temporary  improvement 
in  pastures,  which  continued  fairly  good  in  most  of  the  State 
but  deteriorated  slowly  late  in  the  nionth.  Irregular  showers 
in  the  last  week  helped  potatoes  in  some  places  and  furnished 
moisture  badly  needed  by  recently  sown  grain;  but  this  rain 
was  not  sufficient  to  do  much  in  about  half  of  the  State.  The 
showery  conditions  of  the  first  week  hindered  tobacco  harvest 
and  haymaking.  Interference  by  rain  occurred  on  only  two 
days  thereafter.  Except  for  the  prevailing  low  temperature 
that  delayed  the  ripening  of  tobacco,  the  weather  of  the  last 
three  weeks  was  favorable  for  saving  the  crop.  Light  frosts  in 
the  cool  periods  slightly  afi'ected  late  corn  and  tobacco  in  the 
northern  and  eastern  counties,  but  there  was  no  damage  of 
consequence.  The  most  unfavorable  feature  of  the  cool  weather 
was  the  effect  of  the  cold  winds  on  the  preliminary  stages  of 
tobacco  curing.  In  order  to  avoid  this  type  of  injury,  much 
tobacco  was  piled  immediately  after  cutting  until  yellowing  was 
well  advanced. 

Corn  dried  rapidly  and  cutting  was  practically  completed  in 
all  except  the  late  plantings.  While  temperatures  were  too  low 
for  late  corn  to  develop  properly,  the  sunshine  and  dry  weather 
brought  it  forward  toward  maturity  with  almost  normal  progress. 
The  ground  became  too  dry  for  plowing  toward  the  end  of  the 
month .  Seeding  of  rye  after  corn  and  tobacco  advanced  rapidly, 
but  the  moisture  content  of  the  soil  was  too  limited  to  insure 
germination.  Early  sown  grain  came  up  to  good  stands.  The 
cool  dry  weather  was  especially  favorable  for  picking  and  mar- 
keting the  heavy  fruit  crop.  As  the  month  closed  rain  was 
needed  in  all  districts  for  small  grains,  late  potatoes  and  pastures. 
With  the  exception  of  some  plowing,  the  weather  favored  the 
advancement  of  all  farm  work. 


TEMPEKATUKE. 

Temperatures  were  about  10°  above  normal  on  the  first  four 
days,  after  which  they  registered  near  the  seasonal  average  for 
a  week.  Except  for  a  brief  interval,  the  remainder  of  the  month 
was  decidedly  cool,  with  daily  means  frequently  10°  or  more 
below  normal.  Quite  low  temperatures,  only  slightly  above 
freezing  at  some  stations,  occurred  in  the  periods  13-14th  17 
20th,  and  2t;-2Sth.  The  highest  for  the  State  was  98°  at  Hen 
derson  and  Hopkinsville  on  the  1st,  and  at  Greensburg  on  the 
2d.     The  lowest  was  29°  at  Farmers  on  the  18th. 

PRECIPITATION. 

A  few  stations  centrally  located  reported  normal  rainfall,  but 
most  of  the  State  received  much  less  than  the  seasonal  amount 
In  a  broad  belt  across  the  southern  counties  from  2.0  to  3.5 
inches  occurred,  and  in  a  small  area  in  the  extreme  north  from 
3.0  to  4.5  inches.  In  the  central  bluegrass  region  and  most  of 
the  district  near  the  Ohio  River,  amounts  ranged  from  0.50 
inch  to  1.5  inches.  A  large  area  in  the  northeastern  part  of  the 
State  received  less  than  an  inch.  Some  districts  in  this  dry 
section    were    also    relatively    dry    in     the    preceding    month. 


Scattered  showers  occurred  from  the  2d  to  <Ith,  and  fairly  gen- 
eral showers  on  the  5th  and  (ith.  Moderate  to  heavy  rains 
reached  all  districts  on  the  Uth,  and  light  to  moderate  showers 
fell  in  most  places  on  the  2Gth.  Several  northern  and  western 
stations  reported  1.5  to  2.5  inches  on  the  11th.  Days  with 
thunderstorms  were:    1,  2,  8,  4,  5,  10. 

MISCELLANEOUS. 

Iiivcrs.~A  slight  swell  from  the  upper  Ohio  lifted  stages    somewliat    above  pool 
levels  in  the  lirst  week,  otherwise  the  stream  remained  almost  stationary. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo  111. 

Cincinnati Ohio 

Evansville Ind. 

Louisville   Ey. 


30.  09 
30.06 
SO 


30,34    29 
30.4i> 
30.39    29 
30.401 


29.73  10 
29.71  11 
29. 

10 


COMPARATIVE  DATA  FOR  AUGUST. 


1890 

1891 

1892.... 

1H93 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901.... 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911.... 

1912.... 

1913,... 

1914 

1915.... 

1916 

1917 

1918 , 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928.... 

1929 

1930 

1931 

19H2 

I'^n 

1931 ••    . 

1935 

1936 

1937.... 

Period    

t49-year  a\'erages 


Temperature. 


Precipitation        Number  of  days 


67.0 
68.5 


71.5 
70.8 
75.5 
72.7 


73.5 
72.2 
65- 5 
69  6 


69.6 
74.3 
69.2 


1.89 

3.24 
2.71 
1.10 


1.66 
2.25 
3.57 
4.01 
0.91 
2.53 
2.61 
6.15 


2.56 
2.94 
1.69 
3.30 
5.37 
2,22 
2.87 
4.49 


34 


CLIMATOLUGICAL  DATA:  KENTUCKY   SECTION 


September,  1937 


ClimatologicaX  Data  for  September,    1937- 


W'ejitern  DtctsiDii. 

Birmingham 

Callioun   

Earliu!?ton ■■■■ 

Fords  Ferry.  Dam  50  . 

Greenville   

Henderson 

Hopliinsville 

Lovelaceville 

Mayfield..  

Owensboro 

Owensboro,  Dam  46. . 

Faducari  *• 

Princeton 

Kninscy.Lock2i 

Kussellville 

Uniontown.  Dam  49. . 

Ceutrni  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brovvusville.Lock  6i. 

Burnside 

GarroUton.Lock  1 

iJold  SprinK.Dam  36. . 

Danville 

Dix  Dam.  Burgm 

Eadsville 

Eubank  

Frankfort 

Gest,  Lock  3 

Glasgow    

Gruut,  Dam  36 

Greensburg........ ... 

High  Bridge,  Lock  7. 

Irvington 

Lancaster 

Leitchfield 

Lexington 

LittleHickman,Lock81 
Lockport,Lock2 

LOUISVILLE 

Co.  Bewman  Field. 

Mammoth  Cave 

Munfordville 

61.  Joan 

Salvisa.  Lock  61 

Shelby  ville 

Shepherdsville 

Smith's  Grove ■ 

Stearns 

Tyrone,  Lock  51    

Williamstown 

VVoodbnry,  Lock  4  J. 
EiKteni  Division. 

Annville 

Ashland   

Berea 

Burkesville   ..••■••.. 
Collex"  Hill,  Lock  11. 

Cumberland  

Cynthiana  

li'almouth 

Farmers   

Flemiugsburg   

Ford,  Lock  101 

Greenup,  Dam  30... 

Hazard 

Heidelberg,  Lock  14  . 

Jackson  

Jenkins 

Louisa 

Maysville 

Middlesboro 

Mount  Sterling 

Oneida    

Oneonta.  Dam  351  . . . 

Piiiutsville 

Pikeville 

Pippapass 

Quicksand 

Ruvenna.Lock  12 

Hifhmond 

Viilley  View.  Lock  9. 
Vanceburg,  Dam  32 .  ■ 

Williamsburg 

Willow  Lock  13 

Winfhp«ter 


Marshall 

McLean 

Hopkins 

Crittenden 

Muhlenourg  — 

Henderson 

Christian 

Ballard 

Graves 

Daviess 

Daviess 

McCracken 

Caldwell 

McLean 

Union 


Breckinridge 

.Ipfferson 

Warren 

Edmonson  .  .. 

Pulaski 

Carroll 

Campbell    — 

Boyle   

Mercer 

Wayne 

Pulaski 

Franlclin 

Henry 

Barren   

Boone 

Green  

Jessamine 

Breckinridge 

Garrard 

Grayson 

Fayette 


Henry 

Jefferson  . . 
Jefferson  ■ . 
Edmonson. 

Hart 

Hardin.... 
Mercpr  . . . . 


Bullitt  .... 
Warren . . . 
McCreary 
Anderson. 

Grant 

Butler.... 


Jackson 

Boyd  ...  

Miidison 

Cumberland . . 

Madison 

Harlan 

Hiirrison 

Pendleton 

Rowan 

Fleming  

Chirk   

Greonup 

Perry   


Temperature,  in  degrees  Fahr. 


s 


Precipitation  in  inches 


Number  of  days 


Breathitt 

Letcher 

Lawrence 

Mason 

Bell 

Montgomery 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breathitt 

Estill   

MadLsou 

Madison 

Lewis 

Whitley 

Lee   

Clark 


8  taw 


-i-ages  and  exitremes... 


964 


2.7 


9rt 


29 


0.44 

2.76 

-2.4 


1.60 
-1.30 
2.44 
1.00 
-0.26 
1.21 
2.12 


0  7M 

0 

n.fiK 

0 

n  Hii 

0 

0  62 

0 

0  70 

0 

2,  on 

0 

1.8,6 

0 

n.,i4 

0 

0.95 

0 

0  92 

0 

1.20 

0 

1.21 

0 

0  76 

0 

0.62 

0 

0.  H6 

0 

0.46 

0 

033 

0 

0.34 

0 

2.  40 

0 

Valley  Authority. 
W.  A.  Taylor. 
Brick  South  worth. 
Loekmaster. 
C.  R.  Lovell. 
Frank  Street. 
W.  R.   Morris. 
Blaine  Malone. 
Mrs.  Joe  Payne. 
Henry  S.  Berry. 
Loekmaster. 
Joe  Lagore. 
Dr.  W.  L.  Cash. 
Loekmaster. 
VVni.  Sh^-ltou. 
Loekmaster. 

Loekmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Loekmaster. 

T.  A.  Lewis 

Loekmaster. 

Loekmaster. 

R.  P.  Coldiron. 

C.  W.  Williams. 

Loekmaster. 

Mrs.  Katie  Payne. 

Loekmaster. 

Loekmaster. 

R.  L.  Beatty. 

Loekmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Loekmaster. 

W.  J,  Piggot. 

Walter  Killion. 

H.  H.  Willis. 

U.  S.  Weather  Bureau - 

Loekmaster. 

Loekmaster. 

U.S.  Weather  Bnrpan 

U.  S.  Dept.  of  Commerce. 

Ivan  J.  Ellsworth. 


Sisters  of  Loretto. 
Loekmaster. 
Miss  RuthRatta. 

A.  McLeod- 
Airway  Station. 
Geo,  Wright 
Loekmaster. 

Miss  Nettie  B.   Simpsoi 
Loekmaster. 

W.  A.  Worthington. 

Loekmaster. 

Luther  M.  Ambrose. 

C.  D.  Norris. 

Loekmaster. 

C.  Bertrand  Fields, 

P.  H.  Kehop. 

J.  V.  Oldham. 

Mrs.  R.F.   Stnnipcr. 

C.  A.  Glascock 

Loekmaster. 

Loekmaster. 

Cliiis.  O.  Ihrig. 

Loekmaster. 

Jas.T.  Goff. 

R.  J.  Howard, 

B.  H.  Griffin. 
Loekmaster. 
Matthew  Woodson 
W.R    McKoe. 
Joe  L.  Gay. 
Loekmaster. 
Manupl  Robinson. 

U.  9  WcatlK'i-  Bureau. 
Cp.nev  Run  Cora.  Cen. 
R.    W.  Jones. 
Loekmaster. 
I.  W,  Crooke. 
Loekmaster. 
Ijockmaster. 
Wadely  West, 
I.ockma.ster. 
Airwav  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers.  „t„tinn=  as  havo  ten  or  m 

The  drn:--fr.-=  fro.ii  normal  t.emperature  and  precipitation  are  computed  only  *<"  such  stations  as  have  m 

.fl    ',,,., ;  lion  or  division  means  tliumsey,  Brownsville  and  Woodbury  are  Locks  on  ttic  u 

l;,.:    ,    ,,,   »   !>,  o_  appearing  in  the  table  indicate  number  of  days  missing;  for  exam  pie  ' -.=.-.»<=». 

+  \  ,  iiiies     ++ Received  too  late  to  he  included  in  means  and  summaries 

'(■.J  <  ,,;:,;  ;,  II,,  ssi>s:-Lock.6,Lawrencebarg,  K.y.  :  Lock  6,  Versailles,  Kv  •  ^ 

Oneonta. '■alifornia.  Ky. 


f  record,  but  all  complete  reports  ar 
other  Locks  are  on  the  Kentucky 


tw 

T    Frefinitation  is  les; 

Lock8.Nichola«vill..  Kv   :  Lock  1 

•  •  Precipitation  by  U 


o  nays,  etc 
B  than  0.01  i 
O.Rpd  Hnu; 
.S.EnKines 


nch  rain 
:■'  Ky.  ; 


cited  .snow  §Lone  Oak. 


Skiticmhku,  1!)37 


CLIMATOlAHilCAl-  DATA:   KENTUCKY  SI<X;T1()N 


I 

}ail 

y  Precipitation  for  September, 

1937. 

stations 

Day  of  month 

2 

8 

4 

6 

6 

7 

8 

9 

10 

U 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

25 

26 

27 

28 

29 

80 

81 

I 

llVstfrrt  Diviiion 
RlriniDgliam  T. 

.67 

.07 

.09 

tV 

.80 

.62 



T. 

.72 
.06 
.52 
.60 
1.84 
.66 
1.08 
1.01 
.40 
.09 
.13 

v." 

'.69 
■.■«9 

1.00 

3.89 
1.S2 

T. 
.02 

'.'24 
1.15 
.36 

T. 

tV 
'!i7 

.16 
.15 
T. 

.10 
.40 

.08 
.40 
.18 
.46 

T. 
T. 

.07 
.20 

T. 
.45 
.16 
.6f 
.32 
.11 
.21 
.14 
.15 
.25 
.41 

■.'64 

T. 

.63 

.05 
1.61 

.17 
2.00 

'.'so 

.40 
.36 
.15 

.04 

... 

Karlinpton G. 

.75 
.55 

Fonts  Forry  Dam  601 II 0. 

T, 
.03 

tV 

■;64 

tV 

'i'. 

'.'.'.'. 

•V- 

:::: 

1.48 
8.65 
1.86 
2.26 

Hoiuloison 0. 

Iloi.kiusvillo C. 

.15 

.04 

".id 

.73 
.80 

MiiylitW  M. 

Owoiistioro 0. 

T. 
T. 
T. 

it 

.03 
.26 
.07 

T. 
.33 

'."02 
1.93 

L35 

■;62 

".is 

.33 

1.93 
2.18 
1.66 
8.03 
2.84 
1.37 
2.80 
1.74 

1.67 
1.68 

Owonsljoro,  Diim  46  II  l| 0 . 

Harlucali 0. 

".n 

.02 

.62 

.02 
.02 

"22 

.17 

T. 
.23 
.01 

.... 

rrinootoii:     0. 

Huinspy,  Lock  No.  2  III G. 

.06 
.15 
.01 

T. 

.18 
1.03 
.22 

1.39 

.... 

.67 
.64 
.60 

.18 

HuRsoUvinell  II    fl. 

I'liiontowii.  Dam  49ilil 0. 

.... 

Cmtritl  Difision 
Addison,  Dam  45.  Illl 0. 

Aiu'tiorage 0. 

.34 

1.83 
1.03 
.76 

.28 
.23 
.13 
.19 
.15 

;;  ■ 

l!ro\vnsvill«, Lock  No.  611 11 G. 

at 

1.76 

.13 

i;46 

C'lUTolltoullll  (Lock  No.  1) K. 

C.>ld  Spring,  Dam  361111 0. 

Danville K- 

.... 

1.05 
.01 

■:ii 

08i  T 

.07 

'^83 

'.'70 

'.'48 
1.10 

.62 

'!08 
.02 

8.45 
0.77 

0.87 

"ilgb 

1.46 

Dix  Dam,  Burgin  |||| K. 

.... 

Kadsville  III C 

Eubank C. 

1^20 
■11 

.... 

.... 

Frankfortllll  K. 

Gest,  Lock  No.  3  II II K. 

Glasgow G. 

.36 

2*40 
1.94 
1.17 
.63 
.64 

.18 
.11 

... 

tV 

.65    .16 

4.25 
3.23 

(Jiaut,  Dam33||ll O, 

.... 

.80 

,30 

.... 

... 

.19 
.29 

T. 
.36 

.12 
.10 
.31 

2.08 
0.78 

Irvington  0. 

Limcasterllil K. 

T. 

.10 
T. 
.01 

.05 

.20 

T. 

.35 
.37 
.41 
.85 

T. 

.26 

.... 

.... 

0.79 
1.78 

Leitch  Held  G . 

■:65 

'65 

'.'07 

;::: 

.80 
.01 
.82 

T. 

.47 
.14 

Lexington  ♦** K. 

Little  HicUmiui,  Lock  No.  8  1III.....K. 

.36 

.05 

1.22 
0.48 
1.09 
0.71 
2.31 
2.15 
8.10 
1.94 
0.63 
2.. 57 
3.73 
1.32 
2.15 
1.54 

LOUISVII.I.E*** 0 . 

.26 

.05 

■;i6 

.09 

.03 
.02 
.77 
.15 
.70 
.77 
.08 

;o3 

.35 

.47 
i75 

.28 
.12 
.23 

T. 

.02 

.27 

.02 

T. 
T. 
.62 
.21 
.54 

1.96 
1.21 
.63 

'.'30 
.52 

tv 

.18 

.40 

JIammoth  Cave- G 

.01 

T. 

."30 
.15 
.10 

Munfordville G. 

Salvisa.  Lock  No  6  1111 K. 

Shelbyville .  ■ S . 

-.?? 

Shepherdsville. S- 

.13 

.69 
.80 
.61 

2.10 
.30 
.38 
1.00 
1.60 

".05 

".i(. 
.08 
.55 
.92 
.  19 
.45 
.39 
.31 
.06 
.28 
.42 
.23 
.12 
.30 

.21 

.07 

.02 

.29 
.10 
.22 
.19 

.13 

Tyrone,  Lock  No.  51  ii  K. 

William.stown L. 

.06 
.04 

'.'05 

.70 

■.Voodbnry,  Lock  No.  41111 .O. 

Eittitern  Division 

.78 
.09 

'.'50 

■:45 

.02 

'.'22 

.45 
.08 
.05 
.07 
.43 

'.'is 

.01 
.15 
.30 
2.00 
1.85 
.51 
.45 
.92 
1.20 
.48 
.75 
.62 
.14 
.45 
.32 
.10 

.01 

T. 

.28 
.02 

.48 

'.'10 

.65 
'.'36 

3.60 
1.70 
1.29 

"i.'so 

1.20 
1.09 
1.83 
0.95 
0.76 
1.35 
0.88 
0.77 
0.54 

i1? 
1.07 
0.80 
1.60 
1.05 
4.45 
4.60 
1.61 
2.32 
2.10 
1.78 
2.22 
2.05 
1.48 
0.72 
1.64 
1.11 
0.59 

Ashbiud  111 O. 

.01 

"■is 

'.'ia 

.38 

Berea   K. 

.02 

■.'64 
.40 
.09 
.24 
08 
.09 

".iii 

Bnrkevillp  ........... 

CoHeeenill,  Loek  No.  Ullll  ........K. 

Cumberland  ..... C. 

Falmouth  11 11   L. 

.50    T. 

.15 

.68 

■.■47 
.08 
.26 
.02 
T. 
.42 
.08 
.10 
.39 

T. 
T 

tV 

.01 

'.'io 

.10 

tV 

.30 

FleicinSsbnrglMl L. 

Ford.  Lock  No.  10  Hi K. 

Grecimi),  D:iui    SO.IJ O. 

•::• 

na..:.rd|r' K. 

.40 

H<'i,b;lh,.rK.  Lock  No.  141111 K. 

.11 

.38 

.12 

.06 
T. 

Jeukms.'li                                                  B 

.78 

.07 

.19 

Louisa''  B. 

.10 

Miivsviilellli    0. 

.25 

Middlo.^boro C. 

'^96 
.... 

.'02 

.09 
.70 

'.'fl5 
.15 

.62 

T^^ 

Mount  Sterling  ..                                    L. 

.05 

.90 
.43 
.54 

.95 
.19 

r2i 

.35 
.21 
.06 
.02 

i! 

.70 

.85 
.08 
.07 
.17 

"is 

.05 
.10 
.05 
.17 
.23 
.05 

Oneonta  Dam  35  1 1 O 

1.08 
.06 
.30 

'tV 

.34 

.:^° 

.85 
.43 

PaintsviUe   |||| B. 

.02 
.32 

.'' 

.08 
.05 
.03 

';46 

■.■33 

.21 

.02 

tV 

.05 

'.'06 

.18 

'.hi 

'!40 

.... 
.... 

'.'20 

Pikpvillelll                                             B 

.... 

Pippapass K. 

Ravenna,  Lock  No.  121III K. 

'.'20 

7.'. 

T. 

:::; 

^5 

.... 

.'45 
'..34 

.06 

Rirbmond K 

Valley  View.  Lock  No.  91111 K. 

Vanceburg,  Dam  No.  32  i|  11 0. 

VVilIiaiii«burgi:ll    C 

05 

'.'.". 

.... 

... 
.... 

:::: 

:::: 

Wil]<,w,Lock  No.  131111    K. 

WiiicbpebT 

V^ 

z; 

.15 

Except  a.s  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is 
time  of  observation. 

( Reference  mark  ***1  Regular  Weather  Bureau  ftation;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight. 

1 11  Precipitation  measured  in  the  morning :  amount  then  recorded  is  for  the  preceding  24  hours.  *  Precipitation  included  in  the 
^Separate  dates  of  falls  not  recorded.       T.  Trace,  or  less  than  0.01  inch. 

River  drainage  area  in  which  station  is  located  is  indicated  as  follows:  (B)Big  Sandy  (L)  Licking:  (K)  Kentucky:  (S)  Salt 
'T)  Tennessee:  (Ol  (diio:  (Ml  Mi.^sissinpi.  ILoneOak. 


for  the  24  hours  ending  at  the 

next  following  measurement. 
(G)  Green:  (ClCumberland 


CLIMATOLOGICAL  DATA:  KENIUCKY  SECTION. 


September,  1937 


Daily  Temperatures  for  September,  X987. 


Watei-n   Divirion. 

S  Maximum  . . 

Calhoun   (Miuimum.., 

,.    _^  S  Maximum., 

Earlington )  Minimum. . 

I  Maximum  . 

Greenville |  Minimum  •  • 

Maximum  . 

Henderson (Minimum.. 

,  .        .,,  )  Maximum  . 

HopkinsviUe j  Minimum. . 

,        .,,  Maximum  . 

Lovelacevillc j  Minimum.. 

S  Maximum  . 

Mayfield (  Minimum . . 

)  Maximum  . 

Owensboro 1  Minimum. . 

;Maximum  . 

Faducali ;Minimura.. 

J  Maximum . 

Princeton (  Minimum . . 

„   .,,  „„  )  Maximum  . 

Russell ville^S i  Minimum.. 


Central 

Anchorage 

Bowling  Green... 

Danville 

DixDam 

Eubank  

Frankfort 

Glasgow   

Greensburg 

Irvington 

Leltchfield 

Lexington  

Louisville 

Do.  Bowman  Fi 

Mammoth  Cave  • . 

St.  Joliu 

Shelby ville  

Smith's  Grove  ... 

Stearns 

Williamsto-wn... 
Eastern 

Ashland   

Berea 

Cumberland 

Farmers 

Heidelberg 

Maysville 

Middlesboro 

Mount  Sterling  . 

Pikeville 

Pippapass  

Qnlcksand 

Kiohmond —  ... 

Williamsburg  ••• 

Winchester   


Divuion. 

j  Maximum  ... 
■•■  t  Minimum  — 

\  Maximum  . . 
•••  (  Minimum... 

)  Maximum  . . 
•■'  '  Minimum... 

(  Maximiun  . . 
•••  l  Minimum... 

i  Maximum  . . 
•■■  )  Minimum... 

J  Maximum  . . 
■••  1  Minimum... 

j  Maximum  . . 

•  ■  ■  i  Minimum . . . 

\  Maximum  . . 

•••  I  Minimum... 

Maximum  . . 

•••  )  Minimum... 

j  Maximum  . . 
■••  )  Minimum... 

j  Maximum  . . 

•  •  •  1  Minimum . . . 

S  Maximum  . . 
•••  i  Minimum... 
,^  :Maximum  .. 
*^'      :Minimura... 

j  Maximum  . . 
•••  )  Minimum.  . . 

S  Maximum  . . 
•■•  /  Minimum... 

(  Maximum  . . 

—  (  Minimum... 
.  Maximum .  . 

■  ""  S  Minimum... 

: Maximum  .. 

■•■    :  Minimum... 

j  Maximum  . . 

I  .Minimum . . . 

Division. 

j  Maximum  . 

—  (  Minimum.. 
S  Maximum  . 

—  /  Minimum.. 


'  I  Mmnnum.. 
Maximum  . 

•  I  Minimum.. 
j  Maximum  . 
I  Minimum.. 
S  Maximum . 

•  /  Minimum.. 
j  Maximum  . 

•  I  Minimum.. 
■.Maximum  . 

■  :  Minimum.. 
!  Jlaximum . 

■  'i  Miniiiuun.. 
\  Maximum  . 

•  i  Minimum.. 

:Maximum . 

■  :Miniraum., 
:Maximum  . 

'  iMinimum.. 
:Maximum . 

■  :Minimun)., 
(  Maximum 

■  I  Minimum.. 


92  i 

69:     69 

97 

69      71 


J  J 


80     85i     901     88 


65     m 
95     9.3 


7(1 

69 

97 

97 

n 

71 

9v! 

y'2 

74 

93 

7-2 

H2 

65 

9,5 

92I 

6« 

67 

9ft 

97 

70 

69 

96 

91 

6!* 

72  70 
92  92 
68      67 


65!  65 

■■6; 

64  64 

75I  82 


13     14     15     16     17     18     19 


60 

82,     83 
59'     61 


74I  81 

65i  68 

86:  83' 

68'  68' 


69      64 

80      87,     82 

66      66 


80I  87 

671  69 

83!  81 

64^  62 


86  91 

69i  69;  70: 

861  85r  79' 

72  68  621     64 


^"1  " 


65 
83 
69  6.5 


40 
69 
45 

8li  70 
451  38 
731  67 


on 

521 

80 

74 

56 

bU 

80 

7ll 

52 

4(. 

78 

7(, 

61 

hi 

78 

7( 

5K 

52 

78 

64 

51 

45 

81 

76 

54 

48 

8C|     76| 

5'J 

50' 

81 

77 

49 

74 

53  42 
76  bO 
50  45 


64   56 

76 

04i  52j  50| 


23  24  25  26 


49I  441 


77  85  80 


74'  79  72i  681  '^'^     '''^ 

43!  53  EO,  40|  4li  54  421 

1       1    I    I    I 


60 

61 

7? 

67 

5^ 

44 

85 

68 

5f 

42 

86 

67 

fi< 

55 

8! 

76 

4< 

53 

8S 

69 

90  88  85 

60I  621  62 

86  86;  86, 

58:  69,  52- 


48;  39, 

82|  70 

52i  46'     40 

67  j  62 1 

50!  44I 

67i  671 

60;  42| 


S5  Instrummits  are  read  in  the  morulnB :  the  maximum  temperature  then  read  is  charged  to  th,3  ureoediug  day.  on  whi<:h  , 
•  >>  •  etc.  iiulioc.t*-  r.>sDPClivnly  I.  2.  X  I'.u-..  days  mis.slng  from  record. 
W  B  O  Ixiuisvillp.  lu25»7-110;i 


St  always  occr.rs 


81.2 
66.1 
82.8 
56.5 
'81.2 
'53.2 
83.8 
55.1 
>i2.3 
66. 6 


66.5 
80.7 
57.5 


79.8 
58.7 
80.5 
51.9 
82.3 
53.9 
73.6 
.50.2 


62.7 
74.9 
54  9 
82.0 
50.7 
79.3 
56.3 


64.7 

81.7 

78.4 

67  4 

79.3 

55.7 

876.1 

■54.2 

81.2 

53.8 

81.9 

63.1 

81.6 

55.8 

76.9 

55.0 

84.5 

54.6 

79.7 

53.6 

a7!).7 

»54.0 

so.o 

54.2 

82.2 

47.3 

80.4 

62.8 

79.7 

55.8 

"79.3 

".'■5.0 

80.7 

50.9 

81.0 

56.  3 

84.0 

54.0 

78. 4 

610 

79.9 

57.5 

81.  8 

66.3 

80.1 

S4.4 

U.  S.  DEPARTMENT  OF  AGRICULTURE.  WEATHER  BUREAU. 
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KENTUCKY    SECTION. 


J.  L.  KENDALL. 


Vol.  XLII  Louisville,  Ky.,  October,  1937 


No.  10 


GENERAL  SUMMARY. 

After  a  warm  week  at  the  beginning  of  the  month,  weather 
much  cooler  than  normal  predominated.  Three  lengthy  cold 
spells,  with  but  little  sunshine,  were  very  unfavorable  for  cur- 
ing late  hay  and  drying  out  shocked  corn.  Freezing  tempera- 
tures and  killing  frosts  on  the  1-Jth  and  ISth  ended  the  growing 
season.  Corn  and  tobacco  had  all  matured  at  this  time;  but 
some  damage  resulted  to  late  potatoes  and  sorghum,  which  had 
been  delayed  by  the  dry  weather  of  the  preceding  month. 

Good  rains  in  the  first  week  furnished  the  moisture  so  badly 
needed  as  a  preparation  for  seeding.  Soil  already  broken  and 
prepared,  also  land  recently  in  corn  and  tobacco,  received  ample 
rain  to  bring  up  the  grain.  Unbroken  land  was  generally 
softened  enough  to  work  well.  This  rain  started  late  potatoes 
into  strong  growth,  but  the  persistent  low  temperature  that 
followed  retarded  their  progress,  and  frost  within  two  weeks 
ended  their  development  at  a  time  when  most  of  them  were 
about  half  the  desired  size.  Pastures  improved  slowly  in  most 
places,  but  had  not  received  enough  rain  everywhere.  Occa- 
sional freezes  and  many  frosts  so  reduced  their  growth  that  ex- 
tensive feeding  soon  became  necessary. 

Heavy  rains  shortly  after  the  middle  of  the  month  benefited 
the  fall  grains  already  up  and  insured  complete  germination  of 
the  later  sowings.  In  many  places  the  ground  was  made  too 
wet  to  be  worked  for  several  days,  while  the  low  temperature 
and  lack  of  sunshine  caused  it  to  dry  very  slowly.  This  condi- 
tion, together  with  the  showery  weather  in  the  last  two  weeks, 
interfered  seriously  with  the  later  stages  of  wheat  sowing  and 
damaged  considerable  late  hay.  It  brought  conditions  favora- 
ble for  tobacco  stripping,  which  began  in  the  thoroughly  cured 
earlier  cuttings. 

Corn  gathering  commenced  in  the  second  decade,  but  the 
rains  soon  made  the  fields  too  wet,  and  rendered  it  unsafe  to 
crib  the  corn  in  its  damp  condition.  For  these  reasons  gather- 
ing decreased  or  almost  stopped  toward  the  end  of  the  month. 
Except  for  the  ten  day  period  from  the  6th  to  16th,  the  weather 
was  exceptionally  unfavorable  for  the  usual  activities  of  this 
month. 


TEmPEEATtTRE. 

Temperatures  5°  to  15°  above  normal  occurred  in  the  period 
lst-6th  and  on  the  last  two  days.  In  the  three  weeks  from  the 
7th  to  28th,  seasonal  temperatures  were  reported  on  only  two 
or  three  days.  The  coldest  weather  occurred  on  the  8- 10th, 
13-16th,  and  22d-24th,  when  daily  deficiencies  ranged  from  10° 
to  20°.  The  coldest  days  were  the  loth  and  24th,  with  mini- 
mum temperatures  varying  between  20°  and  26°  at  most  sta- 
tions. Extremes  for  the  State  were  93°  at  Williamstown  on  the 
1st  and  17°  at  Farmers  on  the  loth. 


PRECIPITATI02J. 

At  most  stations  in  the  northeastern  part  of  the  State  the 
monthly  precipitation  was  near  the  average.  In  the  southern 
and  western  counties  it  exceeded  the  normal  amount  by  25  to 
100  per  cent.  The  heaviest  rainfall  occurred  in  the  southeast- 
ern moantain  section,  and  north  of  the  lower  Cumberland,  where 
several  stations  reported  more  than  six  inches.  The  range  for 
the  State  was  between  2.17  inches  at  Cynthiana  and  7. "9  inches 


at  Pippapass.  Moderate  to  heavy  rain  occurred  in  the  periods 
2d-5th  and  17th-22d.  Irregularly  distributed  showers  fell  on 
the  9-l()th,  13-l4th,  and  24-28th.  Snow,  ranging  in  amount 
from  mere  flurries  to  2.0  inches,  occurred  in  the  northr  rn 
counties  on  the  24th.     No  thunderstorms  were  reported. 

MISCELLANEOirS. 

Rivers:— Despite  the  heavy  rainfall,  river  stages  showed  onb' 
slight  fluctuations  and  remained  at  or  near  pool  levels  during 
the  month. 


PRESSXTRE,  "WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 

Cincinnati 
Evansville. 
Louisville   . 


30.47 
30.  S4 
30.53 


29.49 
29.42 
29.4 
29.49 


S2 


g 


COMPARATIVE  DATA  FOR  OCTOBER. 


1890 

1891 

18>I2.... 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901.... 

1902 

1903 

1904 

190.5 

1906 

1907 

1908.......... 

1909 

1910 

1911.......... 

1912.......  . 

1913 

1914 

1915 

1916 

1917..., 

1918 ,  .. 

1919 

1920 

1921 

1922 

1924.'!..'.'.'!'..'.' 
192.5 

112;; 

1927 

1928  ......... 

1929 .. 

1930 

I'-;31 

1932 

[•r.'n...'.  ....'.'. 

[:m 

1937.... 

Period  

t49  year 


Temperature. 


.59.5 
58.5 
55.7 


1.10 
4.19 
2.42 


2.22 
0.52 
4.95 
1.51 
2.97 


3-81 
7.99 
1.64 
2.31 
2-28 


27     I     2.61 
3.93 


3.01 
3.31 
2.05 
0.88 
2.51 


Number  of  days 


CLiMATOLOGiCAL  DATA:  KENTUCKY  SECTiOiN 


OciOBER,  1937 


Climatologicai  Data  foi  October,    1937. 


H  ■&>■(«-«  Divieiori. 

Birmingham 

Earliiigtou 

Fords  Ferry,  Dam  50  . 

Greenville   

Henderson •  ■  ■ 

Hopkiiisville 

Lovelaceville 

Mayiield 

Murray 

Owensboro 

Owensboro,  Dam  46. . 

Paducah  ** 

Princeton 

Rniiisey,Lock2  t 

Russellville 

Uniontewu.  Dam  49. . 

Central  Dirifinn. 

Addison,  Dam  45 

.Vnchorage 

Bowling  Green 

Browusville.Lock  6t. 

Burnside 

(Jarrollton,  Lock  1  — 
Cold  Spring,  Dam  36.. 

Danville 

Dix  Dam,  Eurgin 

EadsviUe   

Eubank  

Frankfort 

Gest,  Lock  3 

Glasgow   

Grant,  Dam  38 

Qreensburg 

High  Bridge,  Lock  7. 

Irvington 

Lancaster 

Leitchfield 


iitlleUickinHU.Lock  S': 

Lockport.  Lock  2 

LOCISVII.LF. 

Do.  Bowman  Field.. 

Mammoth  Cave 

Munfordville 

St.  Jonn 

Salvisa,  Lock  61 

•^helbyville 

Shepherdsville 

Smith's  Grove — 

Sti^arns   

Tyrone,  Lock  51    

Williarastown 

Woodbury,  Lock4 +. .. 
Eoftei-n  Division. 

Annville 

Ashland  

Berea 

Burkesville 

(JoUege  Hill,  Lock  11  .. 

Cumberland   

Cjuthiana 

Calmouth 

Farmers   

Flemingsbarg   

Ford,  Lock  101 

Greenup.  Dam  30 

Haziird 

Heidelberg,  Lock  14  . . . 

Jackson 

.Jenkins 

Louisa 

Maysville  

Middlesboro 

.Mount  Sterling 

Oneida    

Oneonta.  Dam  351 

Piiintsville 

Pikeville 

Pippapass 

Qnicksand  .. 

Ravenna,  Lock  12 

Richmond 

Valley  View.  Lock  9... 
Vanceburg, Dam  32 ...  ■ 

Williamsburg 

Willow  Lock  13 

Winchester  

8tat»-  averages  and  ex 


Mai-shall  .... 
Hopkins.... 
Crittenden  . . 
Muhlenourg. 
Henderson  . . 
Ch 


Ballard 

Calloway 

Graves 

Daviess 

Daviess 

McCracken 

Caldwell 

McLean 

Louan    

Union 

Breckinridge   .. 

JelYersou 

Warren 

Edmoneon  .... 

Pulaski 

Carroll 

Campbell   

Boyle   

Mercer 

Wavne 

Pulaski 

Franklin 

Henry 

Barren   

Boone 

Green 

.lessamine 

Breckinridge   .. 

Garrard 

Grayson 

Fayette 

.Tt'ssamine   

!lHni¥ 

.Toffor^nn 

.Jefferson 

Edmonson 

Hart 

Hardin 

Jlercfr  

Phclhv 

Bnllitt 

Warren 

MoCreary 

Anderson 

Grant 

Butler 


Jackson 

Boyd  ...  

.Madison 

Cumberland.. 

Madison 

Harlan 

H;irrisou 

Pendleton 

Rowan 

Fleming  

Clurk   

Greenup 

Perry  

Lee 

Breathitt 

Letcher.  

Lawrence 

Mason 

Bell 

Montgomery  . 

Clay :.. 

Campbell 

Johnson..     .. 

Pike 

Knott 

Breathitt 

Estill  

Madison 

Madison 

Lewis 

Whitley 

Lee   

Clark  I     964 

remes I -I  - 


Temperature,  in  degrees  Fahr. 


17 


15 


5:i 


Precinitation  in  inches  Number  of  days 


+3.20 


.20 


2.02 


+0.35 
+3.35 
-...,+0.881  1.13 
5.57 +2.  05  2.(p0 
4.941  +  1.08!  1.91 
"  "+1.81;  1.52 
+  1.68  1.75 
+  1.5G|  1.92 
+2.19|  3. IS 
+2.851  1.42 


+0. 


+2.20  1.77 

+2.05  l.^i,^ 

+l.f,(i  1.30 

+  1.13  1.60 


5.85+2.67 
3.041+0.16 
2.931+0.40 
3.65+1. 73 
3.06+0.08 


5.23 


.37  0. 

.54  1. 

.2(1  0. 

.83  1. 


+  0.42    1.24 


+  0  591  0.70 


+0.6^ 

-o.nn 

fl.67 


+n  fi8 

+0.59 

H  O.S.«.i 


2M\...'...\  0. 
4.-27l  +  1.5ll  3. 


0 

"  1 

0 

11 

0 

;2 

0 

10 

n 

M 

T. 

v; 

T. 

11 

0 

13 

T. 

12  1 

Tennessee  Valley  Authority. 

W.  A.   Taylor. 

Brick  South  worth. 

Lockmaster. 

C.  R.  Lovell. 

Frank  Street. 

\V.   li..  Morris. 

Blaine  Ma'one. 

Mrs.  Joe  Payne. 

Henry  .S.  Berry. 

Lockmaster. 

Joe  Lagore. 

Dr.  W.  1,.  Cash. 

Lockmaster. 

Wra.  Shplion. 

Lockmaster. 

Lockmaster. 

<■.   K.   liarret. 

Mrs.  Lillie  G.  Causey. 

Lofkniaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

<'.  W.  Williams. 

Lockmaster. 

iMr.^.   Katie  Payne. 

Lockmaster. 

Lockmaster. 

R.  L.  Beatty. 

Lockmaster. 

Mrs    Bettie  K.  H.  Alcorn. 

Lockmaster. 

W.  J,  Pigtcot. 

Walter  Killion. 

II.  H.  Willis. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

ti.S.  Weatlier  Rnrean. 

IT.   S-  Di  pt.  of  Commerce. 

Ivan  J.  Ellsworth. 


.Sisters  of  Lureito. 

Lockmaster. 

Miss  {.iuthiMtt!!, 

A.   McLcod. 

Ail  wa.v  Station. 

Geo    Wright 

Lockmaster. 

Miss  Nettie  B.  Simpson. 

Lockmaster. 

W.  A.  Worihington. 

Lnckmnster. 

Luther  M.  Ambrose. 

C.  D.  Norris. 

Lockmailer. 

C  Hertranrl  Fields. 

p.    11.  Krhoe. 


W.  1!,    Mei;.-e. 
Joe  L.  G:iy. 
Lockmaster. 
Manuel  Hobinson. 
U.  g  W  eather  Bure.iu. 
Canev  Run  Com.  Cen. 


,Ioii 


Lockmaster. 

Lockmaster. 
Jjockmaster. 
WailelyWest, 
I;0ckmaster. 
Airway  Station. 
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All  temperature  data  are  taken  from  self-registering  thermometers. 

Tho  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
used  in  determiningsection  or  division  means.  tRumsey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River 

Reference  letters.  •,'',''.  appearing  in  tho  table  indicate  numher  of  days  mis.sing;  for  e.xample,  b  represents  two  days,  etc.  (,t         rv  i 

♦  Also  on  other  dates.    t+  Received  too  late  to  he  included  in  means  and  summaries  T    Precipitation  is  less  than  0.01  inch  rain  or  melted  snow  ^l.one  Uafe. 

Tpost-oirice  addresses:  — Lock  5.T.,>iwrenceburt;,  Ky.  ;   Lock  6,  Versailles,  k'v.  :  I^ock  .S.NicholnsvillR  Kv   :   Lock  10.  Red  Rons"   Ky.  ; 
Oneonta.  California.  Ky.  *  *  Precipitation  by  JI.  ,S.  Engineers. 


CLlMATOLOCilCAl.  J)ATA:   KKNTUC^KY  SECTION 


Bally  Precipitation  for  October,  1887. 


4       6       6      7       8       9     10     11     12     18     14     16     16     17     18     19 


21     22     28     24     26     20 


WeMem  Division 

Birmingham  

KiirliiiKton 

Kords  Ferry  Dam  60||||----  •• 

(irtvnville 

lloudorson 

llopltinsville 

Lovolucovillo 

Muytl.'kl  


Murray 


.08  1.23 
...12.10 
.3l!l.O.^ 
.Iil|l.f)4 
.55;1.13 
.701  .50 
.6-2|  .24 
.75    .38 


Huiiisi'v,  Lock  No.  2  III 

RussollvillelU   

I'uioiitowii.  Diira  49il,l 

(letitrnl  Dirision 

AdilisoM,  Dam  45.  Illl 

AiK'hornsre 

Bowlinpr  C^roon 

UrowiiHvilK-.Lock  No.  6;:i|... 

Hiirnsiilvilii    

Oirrolllou  nil  (l-ock  No.  1).. 

C'>ld  Spring,  Dura  36lill 

Danville 

Dix  Dara,  Bnrgiu  nil 

Kadsville  11] 


4.07 
6.6» 
4.81 
6.fi7 
4.94 
6.27 
5.13 
4.49 
6.61 
6.0-i! 
4.14 
3.08 
6.05 

5.87 
B.03 
4.87 
4.17 
6.85 
8.04 
2.93 
3.65 


Kubank 

Fraukfortli  II  

Gest,  Lock  No.  3  nil 

Gla.sgow 

iJrtiut,  Dam  3311  [ 

Grepiisburg 

Hish  Bridge,  Lock  No.  7111 

IrviiiKtoii   

Liinciisterll  || 

Leitehfield  

Li'xiiigton  *** 

Little  Uickmnii.  Lock  No.  8  Illl . 

Lockport,  Lock  No .  2  II II 

LorrsviiXE*** 

Do.  Bowman  Field 

JIammoth  Cave 

Munfordville 


.fiO,   .861  -10 


0  II II . 


S!ilvis:i,  Lock  N 
Shelby ville..  . . 

Sheplierdsville. 

Sraitli's  Urov« 

StearDS  

Tyrone,  Lock  No.  5 li  II 

Williainstown  

A'oodhnry,  Lock  No.  411 1!  ■ 
K'lslfiii  Diri.-i 

Annvir.e 

Ashland  111 

Berea   

BurkcviUi-  .......    ...    .. 


Cumberland  —  .   . 

rynth!;.ii-i  ;|  :| 

Faimouthllll    

Fanners  Illl 

Flemluiishnrgr;!  ... 
Ford.  Lock  No.  10  || 
Greenup,  Diun    30111! 

Hazard  |I'     

Heidielberg 
Jackson  . . 
Jei.kins:i|. 


Loclc  No 


Maysvillellll  ... 
Miil<llp..^boro  . 
Moutit  yterlins 


.451   .601   .85  .201- 

.   .     -84  .30|. 

.151   .39  .46 

.40  .901 


.16    .32    .26    .36 


I'ikovillellll 

Pippapass  — 

tiairksmidim 

H;ivenna,  Lock  No. 


.0. 

It 

B. 

B. 

.... 

¥ 

a 

K. 

o. 

c. 

K. 

K. 

.81   .i; 


.20    .7n|    .14 

I.O.?  1.40;1  00 

.22  .20'... 
.61  .251  .23 
73  .851  .03 
.23  .filj 
.461  .861  .21 
.09|1.01    .04 


.2711.16 
.451.38 
.42  2.8S 
.13  .80 
.10  .34  T. 
1.221.08 


.1.^1.85 


21  l.OSi 

.20 

T. 

35    .901 

20 

40    .91 

.05 

15  1.4S 

04|l.74 

94 

25    .95 

.30 

herwise  indicated  observation?  i 


' gene  I 


late  in  the  afte 


T 

13!    03 

r.    T. 


16[  .01 


3. 89 
3.34 
3.76 
4. 97 
3.96 
3.36 
3.06 
4.48 
3.47 
3.94 
4.29 
3.69 
3.87 


2.17 
2.,'i2 
3.73 
3.27 
3.34 
3.52 
5.49 
4.29 
5.21 
6.55 
3.52 
2.67 
4.66 


5.57 
2.57 
4.27 


3.65 
2.41 
3  85 


icon,  near  sunset,  and  precipitation  recorcied  is  for  the  24  hours  ending  at  the 


'  mark  ***)  Regular  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight. 
ili.iii  measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.        *  Precipitation  included  in  the 
'■'•:•  ;■■*  01  falls  not  recorded.       T.  Trace,  or  less  than  0.01  inch. 

■  liit-a  in  v.hich  station  is  located  is  indicated  as  follows:  (BlBig  Sandy    (L)  Licking:  (K)  Kenturky:  rs)  Salt 

I    i:  I  M  )  ^fississiiipi.  ^LoneOak. 


next  following  measurement. 
G)  Green:  (OOximberland 
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CLIMATOLOaiUAL  DATA:  KEN'IUUKY  SECTION. 


October,  1937 


Daily  Temperatures  for  October, 

1937. 

stations. 

'h 

A 

4 

6 

^ 

7 

8 

« 

10 

12 

13 

14 

15 

1 

17 

^ 

19 

20 

21 

22 

23 

1 

25 

1 

27 

28 

29 

30 

31 

Mean 

U'entem  Division . 

Earlington 

Maximum  . . . 
Minimum.... 

89 
51 

81 
56 

57 

83 

57 

85 
70 

89 
67 

82 
57 

66 

37 

60 
47 

65 

71 
41 

72 

66 

46 

49 
32 

58 
28 

65 
SO 

43 

70 
57 

66 
62 

66 
46 

61 
52 

63 

35 

43 

30 

51 

28 

76 
42 

52 

57 
87 

62 
30 

78 
30 

81 
65 

76 
49 

68.6 
45.6 

40 

48 

Greanville 

Maximum  . . . 

87 

74 

70 

85 

85 

90 

80 

65 

53 

66 

62 

49 

60 

65 

65 

70 

68 

78 

61 

55 

42 

49 

76 

71 

57 

64 

78 

84 

75 

Minimum.... 

50 

54 

56 

64 

67 

63 

54 

35 

43 

37 

39 

44 

44 

31 

26 

35 

40 

55 

60 

42 

51 

34 

27 

25 

38 

61 

84 

28 

33 

62 

47 

43 '5 

TfoTiriftr«nTi           

Maximum... 

92 

69 

72 

83 

87 

88 

75 

68 

59 

70 

73 

75 

60 

49 

58 

04 

69 

09 

67 

68 

58 

49 

43 

49 

76 

68 

59 

66 

78 

76 

75 

67.8 

XlCUUOlA^U 

Minimum  — 

62 

56 

57 

67 

70 

67 

49 

37 

48 

38 

45 

51 

44 

32 

27 

36 

43 

57 

50 

45 

49 

38 

29 

29 

39 

46 

35 

31 

39 

62 

42 

45.0 

Hopkinsville   

Maximum  . . . 

<J0 

69 

71 

69 

85 

89 

74 

65 

59 

65 

73 

70 

60 

52 

59 

65 

64 

72 

69 

69 

57 

44 

41 

52 

75 

68 

57 

79 

85 

78 

67.4 

Minimum.... 

64 

67 

59 

66 

69 

6) 

65 

41 

47 

42 

89 

43 

52 

S3 

31 

37 

43 

61 

60 

44 

49 

36 

32 

24 

32 

46 

87 

31 

35 

40 

48 

44.7 

I  nrpliirpvillo                  Maximum  . . . 

«7 

78 

70 

83 

87 

88 

81 

65 

62 

67 

72 

67 

60 

60 

65 

63 

60 

67 

66 

67 

64 

60 

60 

60 

77 

69 

60 

66 

78 

84 

74 

68.9 

ijOveiiicevuie 

Minimum.... 

50 

66 

65 

67 

70 

63 

52 

88 

38 

86 

36 

i2 

45 

31 

28 

38 

48 

60 

51 

44 

52 

40 

S2 

21 

32 

44 

34 

28 

34 

44 

52 

43.9 

Maximum... 

83 

79 

73 

83 

77 

82 

83 

61 

62 

61 

73 

63 

61 

51 

59 

62 

61 

67 

61 

65 

61 

50 

43 

59 

78 

61 

61 

61 

78 

86 

77 

67.2 

Mayfield 

Minimum 

bi 

58 

55 

70 

65 

67 

43 

47 

38 

42 

45 

32 

31 

88 

49 

56 

51 

43 

48 

83 

32 

26 

40 

60 

3fi 

43 

51 

52 

46.2 

(Maximum... 

86 

74 

71 

79 

86 

88 

76 

64 

66 

62 

72 

63 

62 

49 

65 

62 

68 

68 

65 

62 

60 

47 

40 

56 

74 

66 

67 

65 

66 

73 

76 

66.0 

Murray  

Minimum.... 

52 

52 

68 

71 

68 

68 

50 

44 

43 

48 

48 

46 

34 

82 

42 

49 

57 

62 

45 

46 

87 

.=!0 

26 

43 

58 

42 

S6 

36 

47 

65 

47.9 

j  Maximum  . . . 

85 

83 

81 

78 

84 

85 

80 

74 

60 

64 

-, 

72 

67 

49 

54 

59 

04 

67 

65 

60 

57 

54 

50 

47 

74 

48 

65 

60 

76 

78 

78 

Owensboro ^ 

Minimum.... 

48 

60 

68 

62 

63 

65 

60 

38 

45 

38 

41 

44 

43 

32 

81 

39 

45 

45 

60 

42 

49 

S5 

81 

80 

31 

42 

44 

32 

36 

45 

48 

44.3 

:Maximum  • . . 

m 

79 

72 

83 

89 

89 

79 

65 

67 

72 

6J 

04 

51 

58 

66 

59 

70 

68 
52 

70 

eo 

49 

42 

68 

79 

68 

62 

68 

80 

82 

77 

69.5 

Paducah 

:Minimum.... 

51 

66 

56 

68 

72 

67 

59 

38 

49 

42 

46 

47 

32 

29 

88 

55 

58 

46 

48 

36 

35 

26 

42 

48 

36 

30 

40 

49 

51 

46.5 

„  .       .                          J  Maximum  .  . . 

ee 

68 

70 

78 

86 

88 

67 

61 

66 

73 

70 

61 

51 

59 

65 

61 

69 

65 

68 

59 

50 

41 

62 

77 

67 

60 

66 

80 

84 

78 

67.8 

Pnnceton ^ 

Minimum.... 

64 

57 

57 

68 

65 

57 

40 

48 

40 

40 

45 

46 

85 

81 

88 

46 

58 

52 

42 

50 

S5 

31 

24 

36 

48 

38 

30 

35 

46 

52 

45  6 

r,        1,   -„  KB               J  Maximum  ... 

83 

68 

70 

82 

86 

89 

67 

63 

64 

64 

71 

53 

60 

65 

62 

66 

69 

68 

67 

58 

49 

43 

49 

74 

68 

55 

62 

76 

84 

73 

65.4 

P.I  i,<!Si'Il  viUess 

Minimum.... 

61 

60 

61 

64 

67 

63 

57 

37 

42 

42 

40 

43 

49 

33 

28 

30 

39 

52 

59 

43 

45 

36 

30 

25 

32 

44 

37 

35 

35 

40 

48 

44.1 

Central  Dii 

ixinn . 
Maximum  . . . 

88 

79 

67 

75 

82 

86 

71 

71 

68 

63 

70 

73 

60 

52 

53 

69 

57 

65 

65 

63 

66 

47 

40 

45 

70 

68 

G5 

53 

75 

S3 

76 

66.3 

Anchorage 

Minimum 

60 

54 

60 

66 

64 

47 

34 

45 

S4 

41 

45 

39 

27 

35 

41 

65 

55 

42 

45 

31 

31 

28 

82 

49 

41 

28 

32 

45 

44 

43.0 

Maximum  ... 

80 

74 

70 

81 

81 

85 

78 

64 

60 

63 

69 

61 

65 

56 

63 

66 

67 

67 

65 

57 

49 

44 

46 

71 

66 

58 

60 

71 

76 

75 

66.2 

Bo\vling  Green 

Minimum.... 

56 

60 

62 

B3 

67 

64 

68 

43 

47 

45 

43 

47 

55 

38 

31 

38 

44 

62 

60 

44 

50 

40 

36 

30 

38 

53 

40 

38 

37 

50 

60 

47.7 

Maximum  . . . 

h-z 

83 

67 

79 

85 

89 

79 

61 

53 

60 

70 

73 

60 

51 

53 

61 

69 

66 

73 

62 

62 

•'.0 

42 

44 

74 

69 

66 

58 

78 

79 

67 

66  3 

Danville 

Minimum.... 

51 

49 

60 

62 

63 

60 

51 

43 

35 

S5 

44 

42 

29 

24 

37 

63 

44 

41 

41 

36 

32 

28 

31 

52 

40 

:^3 

35 

55 

39 

42.3 

DiT  T1:mii ■ 

Maximum  ... 

85 
£0 

ti 

72 
62 

78 
65 

84 
66 

64 

84 

6£ 

60 

63 

70 

72 
48 

60 
46 

64 

08 
32 

3E 

66 

57 

72 

72 
54 

62 

45 

62 
46 

52 

40 

45 
36 

4i 

70 
40 

69 
60 

60 
46 

56 
37 

60 
43 

79 

75 
45 

67.5 
46.4 

'"^ '-''-'" iHiunnuin.... 

63 

36 

5 

40 

4^ 

26 

62 

31 

Eubank  

Maximum  ... 

45 

a 

60 

60 

62 

60 

35 

33 

•  ■ 

24 

32 

40 

33 

33 

si 

51 

S9 

34 

89 

39 

45 

■■42:8 

Minimum 

53 

41 

44 

28 

42 

46 

48 

44 

.38 

Maximum  ... 

83 

73 

74 

83 

88 

82 

65 

59 

64 

71 

74 

63 

55 

63 

69 

68 

71 

63 

03 

53 

45 

43 

70 

69 

66 

59 

73 

81 

69 

67.3 

Frankfort 

Minimum.... 

4S 

51 

60 

63 

69 

60 

52 

36 

42 

38 

40 

42 

44 

30 

24 

31 

35 

56 

51 

43 

41 

89 

3? 

29 

33 

55 

44 

34 

32 

45 

43 

43.5 

Maximum  . . . 
Minimum.... 

;■ 

Greensburg 

Maximum... 

82 

82 

69 

82 

85 

89 

80 

58 

58 

6J 

72 

73 

64 

53 

57 

65 

71 

60 

71 

60 

69 

52 

45 

46 

72 

69 

60 

6i 

73 

80 

73 

■■67!4 

Minimum.... 

47 

51 

61 

62 

63 

57 

54 

39 

89 

34 

37 

45 

29 

23 

28 

36 

55 

50 

40 

43 

26 

30 

52 

42 

f2 

28 

42 

44 

41.6 

Maximum  . . . 

86 

76 

69 

78 

83 

86 

75 

62 

51 

67 

70 

73 

64 

50 

55 

69 

66 

66 

67 

68 

69 

52 

42 

46 

72 

65 

55 

59 

75 

78 

68 

66.0 

Irvington 

Minimum.... 

64 

59 

60 

66 

70 

06 

53 

39 

47 

43 

51 

44 

32 

80 

SS 

47 

57 

51 

46 

61 

37 

81 

82 

38 

5' 

44 

36 

38 

52 

47 

46.8 

Leitchfield 

Maximum  . . . 

87 

75 
55 

70 

80 

83 

87 

79 

64 

56 

38 

71 

75 

63 

50 

55 

64 

68 

67 

65 

65 

60 

^1 

41 

44 
29 

^^ 

i 

65 
40 

61 
84 

76 

82 
50 

72 
47 

66.6 
43.4 

Minimum.... 

5'i 

61 

66 

67 

64 

55 

36 

45 

43 

46 

44 

32 

28 

37 

41 

57 

60 

43 

51 

35 

34 

Maximum... 

85 

85 

76 

84 

87 

67 

63 

4S 

62 

Oil 

70 

49 

49 

55 

63 

65 

73 

61 

61 

50 

4! 

42 

69 

67 

48 

56 

71 

77 

66 

64.4 

Lexington   

Minimum.... 

55 

52 

60 

62 

65 

41 

36 

45 

41 

46 

35 

29 

27 

85 

4.- 

54 

44 

43 

42 

37 

32 

29 

45 

42 

39 

36 

51 

41 

43.4 

Maximum  . . . 

87 

79 

69 

75 

82 

85 

62 

5H 

6? 

69 

72 

51 

49 

64 

59 

67 

68 

62 

59 

4f 

39 

45 

72 

&) 

62 

59 

74 

78 

66 

64.4 

Loniaville 

Minimum.... 

57 

60 

61 

6c 

70 

6S 

4f 

43 

4f 

40 

5t 

51 

41 

36 

32 

39 

47 

67 

50 

46 

38 

31 

31 

41 

46 

43 

39 

46 

561    49 

47.5 

Do.  Bowman  Field 

; Maximum  ... 

89 

84 

70 

77 

82 

85 

64 

61 

52 

64 

68 

73 

46 

49 

55 

60 

69 

67 

69 

62 

69 

44 

38 

44 

72 

61 

6? 

68 

75 

77|     6« 

64.4 

65 

57 

61 

65 

70 

64 

51 

37 

50 

37 

44 

49 

46 

82 

29 

37 

4f 

67 

62 

45 

61 

as 

32 

30 

38 

55 

45 

37 

39 

53 

46 

47.2 

.Maximum  . .. 

68 

66 

67 

83 

84 

85 

76 

54 

62 

51 

5f 

68 

60 

42 

46 

53 

58 

61 

61 

54 

59 

59 

49 

42 

06 

69 

65 

49 

64 

82 

73 

61.7 

Mammoth  Cave 

Minimum 

4b 

61 

63 

67 

62 

54 

32 

39 

3b 

46 

41 

43 

29 

23 

34 

40 

48 

46 

40 

48 

3j 

32 

26 

32 

52 

38 

S3 

32 

52 

46 

42.8 

Ki.  John 

87 

74 

70 

SO 

85 

90 

81 

65 

55 

69 

76 

7a 

65 

55 

68 

64 

67 

69 

66 

63 

44 

46 

72 

71 

58 

62 

75 

81 

70 

68.5 

Minimum.... 

51 

53 

61 

64 

68 

60 

53 

37 

45 

45 

38 

42 

43 

3( 

26 

35 

45 

55 

51 

43 

48 

82 

30 

29 

31 

62 

43 

32 

32 

46 

45 

44.0 

Shelby ville  

Maximum  . . . 

91 

80 

71 

74 

84 

89 

79 

64 

52 

63 

71 

7J 

65 

50 

54 

01 

7C 

65 

69 

62 

61 

54 

42 

45 

69 

08 

54 

59 

71 

78 

72 

66.5 

Minimum.... 

52 

57 

69 

62 

62 

62 

60 

36 

44 

34 

41 

45 

40 

30 

26 

33 

41 

55 

49 

41 

44 

34 

32 

27 

33 

51 

42 

32 

35 

48 

42 

43.1 

Maximum .  . . 

84 

76 

70 

85 

86 

88 

70 

65 

55 

65 

72 

53 

53 

56 

66 

71 

67 

58 

49 

38 

47 

74 

68 

63 

62 

75 

81 

74 

66,9 

Smith's  Grove .. 

Minimum.... 

5B 

67 

64 

66 

70 

63 

60 

40 

47 

42 

41 

43 

53 

34 

31 

36 

4J 

68 

60 

43 

55 

38 

36 

28 

37 

54 

40 

32 

84 

50 

60 

47.0 

:  Maximum... 

77 

69 

77 

79 

84 

68 

50 

59 

69 

71 

69 

5'. 

63 

63 

66 

6f 

70 

60 

60 

46 

35 

42 

71 

64 

45 

65 

69 

81 

81 

63.7 

Stearns 

■.Minimum.... 

52 

58 

62 

61 

66 

61 

62 

38 

40 

39 

36 

43 

52 

3h 

23 

33 

44 

54 

60 

40 

44 

38 

34 

25 

88 

62 

42 

38 

33 

46 

49 

45.3 

......       „*.,,„„               )  Maximum  ... 

93 

90 

80 

72 

88 

90 

80 

69 

6h 

66 

71 

75 

69 

57 

59 

66 

75 

67 

73 

63 

65 

58 

48 

50 

69 

70 

59 

01 

75 

81 

69 

69.7 

WiUiamstown 

Minimum.... 

54 

55 

50 

67 

64 

60 

36 

44 

37 

44 

49 

41 

31 

29 

34 

33 

53 

49 

4S 

44 

40 

35 

29 

37 

26 

43 

37 

37 

52 

40 

43.8 

Enstern  Div 

sinn. 

Maximum  . . . 

82 

84 

75 

77 

90 

90 

78 

62 

58 

65 

68 

73 

66 

62 

55 

57 

74 

69 

83 

66 

62 

60 

M 

49 

71 

72 

56 

66 

72 

73 

69 

68.3 

Asliland    

Minimum.... 

49 

46 

62 

61 

65 

65 

57 

3f 

38 

44 

42 

45 

44 

3' 

25 

31 

35 

58 

45 

47 

45 

41 

38 

S4 

34 

55 

46 

44 

32 

4< 

88 

44.4 

Btrea 

M.aximum  ... 

80 
67 

82 

70 

30 

83 
65 

80 
65 

81 

61 
35 

4? 

65 

70 

71 

62 

51 

54 
23 

63 
85 

70 

6f 
55 

74 
5t 

6r 

51 
40 

44 
34 

■13 
30 

69 
40 

66 

58 
43 

51 

61 
44 

45 

75 
40 

■65.9 
845.0 

61 

61 

52 

40 

42 

42 

47 

44 

30 

41 

Cumberland 

Maximum  . . . 

84 

80 

84 

70 

60 

65 

68 

68 

69 

00 

51 

53 

0( 

6H 

07 

75 

64 

63 

63 

65 

65 

66 

65 

65 

53 

65 

70 

70 

66.9. 

Minimum .... 

41 

52 

6S 

69 

65 

61 

35 

85 

40 

37 

46 

a; 

25 

29 

34 

3fi 

50 

38 

4C 

86 

50 

32 

44 

42 

40 

31 

35 

50 

42.5 

Farmers 

Maximum  . . . 

87 

83 

82 

89 

89 

85 

65 

61 

64 

73 

71 

54 

65 

63 

73 

69 

80 

61 

61 

55 

46 

45 

69 

67 

61 

58 

73 

80 

70 

69.0 

Minimum.... 

43 

48 

58 

58 

63 

55 

51 

30 

34 

34 

Si 

37 

42 

21 

17 

25 

29 

52 

55 

48 

34 

38 

34 

29 

30 

45 

42 

39 

25 

40 

29 

39.3 

Heidelberg 

Maximum  ... 

81 

81 

69 

76 

85 

86 

72 

72 

53 

00 

71 

72 

CO 

62 

55 

62 

72 

68 

80 

62 

62 

52 

44 

43 

70 

69 

61 

66 

68 

81 

76 

66.8 

Minimum 

46 

49 

61 

63 

65 

60 

62 

37 

3» 

42 

36 

40 

47 

34 

24 

28 

31 

56 

50 

3« 

62 

42 

37 

32 

35 

46 

45 

44 

31 

3b 

3» 

43.4 

Maysville 

Maximum.  .. 

85 

85 

75 

74 

84 

90 

81 

63 

5b 

60 

70 

73 

67 

51 

55 

64 

72 

67 

76 

62 

63 

55 

49 

46 

62 

70 

5s 

56 

72 

77 

61 

07.1 

Minimum.... 

4S 

48 

62 

61 

63 

60 

64 

35 

40 

39 

41 

43 

43 

32 

25 

33 

86 

55 

55 

44 

45 

41 

86 

32 

33 

54 

45 

42 

32 

44 

34 

4.1.7 

Middlesboro 

Maximum  ... 

74 

72 

75 

78 

80 

79 

65 

66 

69 

07 

62 

58 

61 

64 

64 

71 

66 

62 
35 

68 

58 

30 

64 
37 

63 

54 

59 
41 

55 
42 

61 
31 

75 
34 

75 
42 

•■67.0 
''44.9 

Minimum .... 

45 

64 

64 

61 

64 

61 

60 

37 

40 

42 

56 

42 

27 

31 

59 

59 

36 

40 

Mount  Sterling 

: Maximum  ... 
:  Minimum.... 

1-ikeville 

Maximum.  .. 

79 

80 

75 

77 

si 

86 

70 

63 

56 

56 

65 

72 

52 

54 

6R 

59 

72 

70 

80 

62 

62 

46 

45 

42 

74 

68 

48 

55 

62 

78 

68 

"r.i'.ti 

Minimum.... 

47 

52 

63 

61 

62 

63 

62 

88 

4f 

42 

45 

48 

41 

28 

31 

34 

68 

58 

40 

40 

45 

38 

35 

32 

44 

46 

41 

34 

39 

41 

44.9 

Pippapass  

Maximum  . . . 

89 

85 

85 

88 

sr 

90 

73 

66 

52 

73 

70 

74 

61 

61 

59 

60 

68 

81 

84 

84 

63 

57 

45 

50 

60 

79 

69 

63 

74 

8f 

75 

70  6 

Minimum.... 

42 

45 

60 

50 

60 

59 

59 

35 

37 

38 

39 

41 

47 

38 

26 

28 

80 

40 

56 

39 

38 

40 

36 

31 

40 

42 

39 

41 

33 

45 

38 

41.3 

Quicksand 

:Maximuro . . . 

65 

86 

71 

78 

84 

86 

74 

66 

55 

63 

70 

71 

53 

55 

69 

65 

64 

70 

81 

62 

58 

59 

48 

44 

70 

66 

64 

03 

5f 

69 

•66. S 

:Minimum.... 

56 

45 

69 

60 

62 

57 

50 

34 

41 

39 

39 

4.i 

30 

24 

26 

29 

55 

4H 

37 

86 

40 

37 

30 

82 

44 

40 

80 

36 

3( 

a41.0 

Kiohmond..........' 

: Maximum  ... 

88 

80 

84 

70 

78 

80 

87 

60 

50 

6'; 

70 

70 

58 

60 

60 

es 

70 

65 

73 

62 

60 

52 

45 

45 

68 

66 

62 

56 

72 

78 

66.fi 

:Minimum.... 

58 

55 

63 

64 

66 

66 

55 

50 

45 

43 

44 

6' 

58 

3L 

28 

35 

43 

56 

63 

43 

45 

40 

38 

30 

40 

64 

44 

40 

40 

54 

43 

47.9 

Williamsburg 

:Maximum .  .. 

84 

71 

80 

86 

89 

80 

72 

62 

0.1 

73 

77 

62 

or 

69 

69 

08 

07 

77 

63 

65 

55 

44 

48 

74 

68 

53 

67 

73 

S3 

89 

68.8 

:Minimum.... 

49 

61 

63 

62 

68 

62 

49 

88 

40 

40 

40 

43 

44 

37 

28 

31 

»1 

55 

43 

42 

41 

40 

32 

29 

33 

52 

40 

42 

32 

39 

41 

48.5 

Winchester   

Maximum  . . . 

84 

86 

67 

I? 

82 

85 

66 

64 

48 

59 

68 

69 

46 

«2 

68 

62 

66 

L^ 

72 

!;? 

69 

49 

40 

42 
30 

1 

66 
64 

46 
42 

61 
40 

1 

76 

62 

65 
41 

63.7 
45.0 

Minimum.... 

62 

82 

60 

_1 

66 

63 

50 

38 

43 

41 

40 

46 

43 

31 

25 

33 

40 

_!! 

60 

^ 

46 

40 

36 

5S  Instruments  are  read  in  the  mornini?;  the  maximum  temperature  then  read 
*.''  °  etc.  indicate  n^sppptivolv  l.  2.  3  etc..  davs  missing  from  record. 
WHO  Louisville,  n-25  .37-1100 
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GENBBAl.  SUMHABT. 

Although  relatively  warm  in  short  periods,  temperatures  lower 
than  normal  provaileJ.  Fall  grains  and  pastures  continued  to 
improve  slowly  until  the  middle  of  the  month.  Low  tempera- 
tures in  the  hrst  week  checked  but  did  not  stop  their  growth. 
Severe  cold  in  the  third  week  brought  about  almost  complete 
cessation  of  growth,  after  which  the  brief  interval  of  moderate 
temperature  towarel  the  end  caused  only  slight  progress.  Fall 
grains  at  this  time  were  rather  small  but  well  rooted,  with 
stands  and  condition  generally  excellent.  The  dryness  of  the 
soil  at  the  time  of  low  temperature  prevented  the  deep  freezes 
from  having  any  appreciable  lifting  effect.  After  the  onset  of 
the  cold  weather  pastures  deteriorated  until  they  were  soon 
of  little  use,  and  feeding  of  livestock  up  to  winter  requirements 
became  necessary  somewhat  earlier  than  usual. 

The  riiinfall  was  generally  light  to  moderate  and  of  short  dura- 
tion until  the  last  week.  The  condition  of  the  soil  with  respect 
to  its  moisture  content  was  exceptionally  favorable  for  plowing, 
W'hich  progressed  quite  rapidly.  The  rains  toward  the  end 
stopped  this  work  in  some  central  and  western  counties,  but 
were  not  heavy  enough  to  interfere  greatly  in  the  eastern 
districts.  Prior  to  this  rainy  spell  atmospheric  moisture  was 
scarcely  sufficient  to  dampen  tobacco  for  stripping,  therefore  no 
more  than  a  slight  beginning  had  been  made  with  this  work 
until  that  time.  The  long  dry  period  permitted  the  gathering 
of  corn  to  be  completed  on  most  farms.  It  was  also  a  favora- 
ble time  for  other  outdoor  work  about  the  farm.  Ihe  extended 
cold  spell  decreased  milk  and  egg  production. 

By  the  middle  of  the  month  shortage  of  stock  water  had  de- 
veloped in  some  parts  of  the  hilly  northeastern  district,  where 
the  rainfall  had  been  deficient  during  the  two  preceding  months. 
This  was  relieved  in  most  places  by  the  rains  of  the  last  week. 


MISCELIiANEOUS. 

Nov.  2<S.— -A  windstorm  that  destroyed  tobiiC(;o  barns,  un- 
roofed dwellings,  and  damaged  wire  systems  visited  ten  counties 
of  the  blucgrass  region,  viz.,  J5ath,  JJourbon,  Clark,  Fleming, 
Harrison,  Mason,  Montgomery,  Nicholas,  Pendleton,  and  Scott. 
The  damage  was  estimated  at  .$50,000.  One  person  in  Fleming 
County  was  injured  by  ilying  debris. 

Rirtrs.  —A  modurate  swell  passed  down  from  the  upper  Ohio  during  the  first  week, 
otherwise  pool  stages  prevailed.    Other  streams  were  generally  low. 


PRESSUEE,  VtriND,  HUMIDITY  AND  SUNSHINE. 


Cairo HI 

Cincinnati Ohio 

Evansville Ind 

Louisville   Ky 


30.71 
30.74 
30.76 
30.76 


29.61 
29.45 
29.60 
29.49 


9.0  25 
8.0  29 
8  9  33 
10.21  29 


COMPARATIVE  DATA  FOR  NOVEMBER. 


TEMPERATTJKE. 

Temperatures  above  normal,  with  slight  to  nioderate  daily 
excesses,  pr'^vailed  in  the  periods  lst-'2d,  7-l3th,  and  '25-27th. 
In  the  decade  15-2 4th  they  ranged  from  8°  to  25°  below  the 
seasonal  average.  In  the  coldest  period,  17th  to  23d,  the  daily 
deficiency  was  14°  to  26°,  while  the  minima  recorded  at  most 
stations  ranged  from  8°  to  16°.  Extremes  for  the  State  were 
82°  on  the  1st  at  Princeton  and  6°  on  the  2od  at  Farmers. 


PRECIPITATION. 

Precipitation  averaged  about  half  of  the  normal  amount.  It 
occurred  rather  frequently  and  in  the  form  of  light  to  moderate 
showers.  Moderate  rains  were  fairly  general  on  the  8th  and 
9th.  Showers  from  the  16lh  to  "iOth  were  light  in  the  eastern 
counties  and  moderate  to  heavy  in  central  and  western  districts. 
Light  showers  also  occurred  in  the  periods  5-6th.  and  16th- 
21st.  Monthly  amounts  in  the  south-central  counties  ranged 
between  2.0  and  4.0  inches.  A  few  counties  from  the  middle 
Green  River  southward  received  almost  the  normal  rainfall.  In 
northern  and  eastern  districts  precipitation  ranged  from  1.0  to 
2,0  inches.  A  few  eastern  stations  reported  less  than  1.0  inch. 
Snow  in  small  amounts  occurred  frequently  in  the  period  17th- 
21st,  with  the  total  fall  ranging  from  a  trace  to  3.0  inches. 
Thunderstorms  were  reported  by  a  few  stations  on  the  2d  and 
28th. 


Temperature, 


Precipitation        Number  of  days 


48.6 
43.5 
42.8 
44.3 
43.3 


46.4 
46.1 
44.2 
48.6 
54.7 
41.1 
41.6 
45-2 
50-5 
46-9 
49-8 
47.8 
44.3 
46. 1 
47.4 
44.7 
49-8 
4S.3 
46.4 
47.7 
44.9 
42.9 
51.3 
46.8 
44.6 


3.85 
3.12 
1.32 
4.29 
5.01 


1.23 
4.80 
1.52 
1.23 


3.65 
1.S2 
5.13 
3.40 
5. 01 
3.93 
4.03 
1.82 
!5.  52 
2.71 


t49..vear  averages. 
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OLIMATULOUICAL  DATA:   KENTUCKY   SECTION 


November,  193'; 


CI 

imat 

alogical  D 

e.  in  degree 

ata  f 

01  November, 

1937. 

(bounties 

1 

t 

1 

Temperatu 

Fahr 

Precipitation  in 

inches 

Number 

of  days 

6 

■^tatious 

i 

s  . 

is 

r 

s 

1 

i 

3 

it 

£ 

C5 

1 

"^0 
1^ 

■"s 

0 

is 

i.5 

A3 

Id 

5 

■a 
5 

1 

Observers. 

llVji(tr»  Division. 

Marshall    

Hopkins 

Crittenden 

Muhlenourg 

Henderson 

1.76 
1.85 
1.92 
2.13 
1.63 
2.47 
1.86 

lit 
1.06 
1.63 
1.8S 
2.19 
1.75 
2.38 
1.19 

1.44 
1.92 
3.42 
3.27 
1.75 
1  30 
1.48 
1.27 
1.22 
1.26 

-i!77 

-i'41 

-2.26 

0.98 
0.65 
0.98 
0.75 
0.55 

' '  't'.'  ' 
0.4 

0.2 

"o.'5  " 
1.0 

V 

T. 
T. 
T. 
T. 

"i'3  ' 

T. 
T. 

2.8 

"6;2" 

"o.'s  " 

0.8 

4 

10 

11 

9 
19 
8 
5 
10 

7 
12 
13 
12 

10 
13 

11 
5 
10 
13 
12 
4 
12 

9 

u 

13 
8 
19 
15 
14 
13 
12 

"2 

io' 
11 

5 
7 
s 
4 

ii' 

"7 
11 

10 
9 
12 

14 

n. 
n. 
nw. 

Tennessee  Valley  Authority . 
W.  A.  Taylor. 
Brick  South  worth. 

437 
356 

33 

44.8 

-  3.2 

81 

1 

12 

22 

40 

Fords  Ferry.  Dam  50  . . 
Greenville          

519  1  20 

43.3 

-  4  (i 

81 
80 
80* 
81 
75 
79 

1 
1 
1 
1 

It 
1 
1 

8 
12 
14 
12* 
12 
12 
14 

22 
22 
21 

21t 
21 1 
22 

22  ^ 

37 
39 
39 
38" 
37 
30 
44 

43  6' 

^45.2-  3.3 

45.'4i-  3^7 

C.  R.  Loveli. 

524 

'364 
412 
479 
404 
516 
529 
384 
590 
357 

352 
700 
500 
410 
705 
480 
489 
540 
770 
622 

U77 
560 
490 
7'jO 
7»0 
581 
544 
646 

1032 
635 
989 
560 
485 
459 
558 
...     -. 
600 

520 
825 
500 
607 
1400 
524 
943 
.504 

41 
8 
28 
11 
40 
4 
20 
30 
20 
26 
9 

9 
36 
48 
20 
46 
38 
11 
4 
9 

Ballard 

Calloway .. 

-1.5fl!  0.85 
-2.001  0.47 
-1.74!  0.45 
-2.26    0.41 
-1.18    0-54 
-1.95    0.70 
-1.10   0,79 
-1.77   0.52 
-0.  90l  0  82 
-1.57;  0.38 

1 
-1.36J  0.67 
-1.32    i.on 
-0.22    1.12 
-0.59    1.32 
-1.71    0.38 
-1.63   0.68 

WK    Morris 

Blaine  Malone. 
Mrs.  Joe  Payne. 
Henry  S.  Berry. 
Lockmaster. 
JoeLagore. 
Dr.  W   L    Cash 

Mnrriw 

n    •mishfiro 

Daviess 

43  6 

-  3.4 

Oweusboro.  Dam  46. .  • 

Mccracken 

Caldwell  . 

41.6 
44.4 

- 1.6 

-  2.9 

82 

1 
1 

13 

14 

21t 
21 

38 

17 
12 

i4 

4 

5 

"4' 

1? 

.... 
12 

sw. 

Ramsey,  Lock  2  t 

McLean  .:::. 

Lockmaster. 

42.2 

-  4.8 

77 

1 

14 

21t 

34 

Uiiiontown.  Dam  49. . . 

Cevlral  Divixi/m. 
Addison,  Dam  45 

Lockmaster. 
Lockmaster. 

Breckinridge   .... 
.letierson 

-  2.8 

76 

75 

1 
1 

10 
17 

22 
21 

39 
34 

13 
9 

1 
9 

16 
12 

nw. 

Bowling  Green 

Brownsville,  Lock  6t.. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

T  A  Lewis 

Edmonson 

Pulaski 

CiirroUton,  Lock  1 

(old  Spring,  Dam  36... 

Carroll    

Lockmaster. 
Lockmaster. 
R   P    Coldiron 

Campbell    ........ 

Boyle   

41.8 
44.4 

-■3;2 

78 
78 

1 
1 

11 
16 

■i2t 
22 

44 
36 

-1.74 
-1.91 

0.56 
0.68 
0.33 

12 

10 

16 

2 
13 

.^'.. 

Uix  Dam.  Burgin 

Lockmaster. 

Mrs.  Katie  Payne. 

Pulaski 

43 
45 

26 

\l 

1 
11 
41 
53 
26 
27 
64 

14 
41 
23 

48 

3.5 
19 
34 
20 

18 
32 

huDank    

Franklin 

42.7 

-3.9 

76 

1 

12 

22 

43 

1.73 
2.00 
3.77 
1.49 
1.90 
1.50 
1.22 
0.95 
1.90 
1.74 
1.32 
2.14 
1.66 
1.49 
2.51 
2  65 

-1  26 

n.xs 

0.5 
1.0 

"t." 

\' 

"ci.'s  ' 

"v." 

T. 
0,6 

■'0.2  ' 

i.6 
1. 

"o.i" 
0.6 

1.2 

0.5 
1.3 

12 
10 
6 
9 
11 
10 
7 
9 
10 
10 
5 
7 

10^ 
9 
6 

6 

'^5 
11 
13 
11 
9 

13 

9 

4 

17 

w. 

-1.24J  0.60 
-0.481  0.99 
-1.281  0.43 
-1.65    0.71 
-1.681  0.55 
-2.03    0..58 
-2.271  0.48 
-2.04!  0.50 
-1.601  0.32 
-1.82    0.58 
-O.enl  1.14 
-1.451  0.85 

0.56 

0. 83 

-n  .iqI  n  QK 

Lockmaster. 
R.  L.  Beatty. 

11 

22 

21 
"5 

'is' 
'io' 

0 

"s' 

"6 
"9' 

9 
'22 

'i2 

w. 

nw. 
nw. 

Grunt,  Dain  38 

Boone     

42.3 

-  3.4 

77 

1 

S 

22 

41 

Higii  Bridge,  Lock  7.. 

.Jessamine 

Breckinridge   .... 
Garrard 

Lockmaster. 
W.  J,  Piggot. 

43  2 

-  3.8 

76 

1 

16 

22 

83 

Walter  Killion 

43.4 
41.4 

:rj 

77 
76 

1 
1 

13 

13 

21 
22 

36 
S3 

H.  H.  Willis 

Ffl  vpf  «>' 

V    S    Weather  Bureau 

LittleHickman.LockSI 
Lockport.Lock2 

JesSHminc  

Henry 

Lockmaster 

.Tefferson  . 

43.3 
43.3 
40.8 

-3.4 

76 
77 
69 

1 

16 
16 
7 

20 
22 
22 

SO 
36 
48 

9 
15 
'19 

11 
'4 

"fi 

10 

'e' 

"^:^ 

U.S.  Weatlier  Bureau 

Do.  Bowman  Field.. 
Mammoth  Cave 

Jefferson 

Edmonson 

U    S.  Dept.  of  Commerce. 
Ivan  J.  Ellsworth. 
Mr^.  M  W  Price 

Hardin 

Shelby  '.'.'.'.'.'.'.'.'.'.\ 
Bullitt 

41,0 

-  4.8 

77 

1 

11 

20 

39 

1.30-2.25    6.30 
1.40|-1.90;  n.51 
1.63!-1.72|  O.n 
1  22t 0.  72 

saivisa,  Lock  6^" ::::::: 

ShelbyviUe 

Shepherdsville 

Smith's  Grove 

Stearns  

Tyrone,  Lock  5*1    

Williamstowu 

Lockmaster 

4i.2 

44.1 
42.2 

'43'.  8 

-  2.6 

-  1.4 

•n 

"is 
74 

"78" 

1 

12 

15' 
10 

'14" 

22 

"22' 
21 

■'22" 

35 

".38" 
35 

"46' 

IS 

11 

0 

5 

17 
14 

nw. 
w. 

Miss  KuihRatta. 
A.   McLeod. 

305 
1.71 
1  69 
2.26 
2.50 

1.53 
1.33 
1.70 

1.02 

0.66 

-1.20'  0.50 
-0.661  0.75 

McCreary 

Anderson 

(iraut 

Geo   Wright 
Lockmaster. 
Miss  Nettie  B.   Simpson. 

'12' 
11 

13 

6 

4 
5 

ii 

15 
17 
16 

sw. 



Woodbnry,  Lock  4  J. . . 
Eastern  Division. 

-0.94 
-i.'57 

0.98 

0.40 
0.42 

W.  A.  Worthington. 

Boyd 

MiidiBou 

534 

1070 
590 
611 

1440 
684 
600 
668 
841 
637 

1197 
869 
603 
,M0 
776 
584 
524 

1128 
930 

43.0 
43.0 

-  4.1 

-  4.5 

75 
75 

1 

14 

10 

2.5 

22 

38 
40 

Cumberland 

Madison 

.... 

CD.  Norris 

College  Hill.LockU.. 

27 

19 
48 
29 
12 
21 
9 
13 
20 
17 

17 
40 
41 
47 

■42:7 



'"73" 

...... 

"g" 

"22' 

••45- 

1.25 
2.24 
0  lf> 
1.43 
1.17 
1.52 
1.53 
0.74 
1.  18 
0.98 
1.19 
0.85 

-i  65i  fl.,5i 

0.5 

"o.'e" 
0.5 

■■q2" 
0.6 

• • \y;  ■ 

T. 

1.0 

"i.'o" 

0.5 

"o.h  ' 

T. 
"6'2" 

0.5 

0  S 

(1   Ci 

'I 

5 

;^ 

n 

7 

9 

3 

6 
7 
12 
8 

10 
11 
U 

10 
7 

I 
8 
11 

Lockmaster. 

Harlan 

-2:28 
-1.52 
-1.82 
-1.86 
-1.83 
-2.28 
-1.87 
-1.93 

-2 '87 

1  02 
0.30 
0.45 
0.20 
0..S6 
0.72 
0.37 
0.42 
0.23 
0.75 

14 

11 

••;■ 

3 

16 

nw. 
e. 

C  Bertrand  Fields, 

Cynthiana 

P.  II.  Kehoe. 

Pendleton 

J.  V.  Oldham. 

Fanners    

Flemingsburg   

Ford,  Lock  105 

Greenup,  Dam  30 

Hazard 

»41.6 

-3.9 

80 

1 

6« 

23 

49" 

Mrs.  R.F.  Stamper. 
C.  A.  Glascock. 

.... 

Perry 

(;bji8.  0.  Ihrig. 

Heidelberg,  Lock  14  ... 

42  2 

78 

1 

10 

22 

45 

1 

6 
13 

3 

11 

7 

19 

13 
10 

sw. 

Jas.T   Goff. 

Letcher. 

Lawrence 

Mason 

'42.5 
44.2 

-  2.7 
-2.1 

"75" 
71 

:::.: 

...... 

10 

"23' 

22 

■■42" 
39 

R.J    Howard, 

Louisa 

0.87-1.83    0.20 
1.46-1.581  0.44 
1.74!-1.78!  0.61 

B.  H,  Griffin. 
Lockmaster. 

Middlesboro 

Bell 

Miitthew  Woodson 

.Mount  Sterling 

Montgomery 

Clay 

l'.45 
1.11 

-'l"77 

..    . 
0.5S 
0.49 
0.24 
0.20 
0.27 
0.45 
0.S3 
0  60 

W.R    McKee. 





Joe  L.  Gay. 

Oneonte.  Dam  351 

Pnintsville 

Pikeville 

Campbell 

Johnson 

Breathitt 

497 
567 
636 
1035. 
732 
631 
926 
.571 
.525 
939 
646 

7fi 
7fi 
81 

1 

"ii" 
12 
10 

"23" 
23t 
22 

"22' 

"22  " 

'22" 
23 

"46" 
39 
47 

"28" 

■'46' 

"30 
49 

31 

11 
19 
46 
24 
22 
38 
20 

'43'.5 
45.4 

0.82]-2.14 

1.12 

1.92-1.95 
1.10!-1.62 
1.  65  -1  64 

4 

io 

'e' 

14 

26 

"e 

w. 

r.  S  WeiaherBurciin. 
Cp.ne.v  Run  Com.  Cen. 

Quicksand 

Ravenna,  Lock  12 

40. 6  -  6.5 

R.    W.  Jones. 

Madison 

44  2J-"3.6 

IS 

79' 

"74" 

82 

1 

15 

"16' 

"is" 

6 

1.  W.  Crooke. 

Valley  View. Lock 9... 
Vanccburg,Dam3i... 

Williamsburg 

Willow  Lock  13 

Winchester  

S^af*-  avpraees  and  e^ 

Madison 

1.21  —1.67'  0.30 

4 
6 

Lockmaster. 

Whitley 

Lee   

CTark   

43.2 

42  6 

43  2 

-S.2 

l.'J7 
1.1,1 
1    '.'. 
11; 

-2  :;■.■ 

1   3J 

y 

)7 

9 
12 

'w.'' 

Wadely  West, 
Lockmaster. 
Airway  Station. 

All  temperature  data  are  taken  from  self-regi.stering  thermometers.  .  ^  . 

The  departures  from  normal  tomperature  and  precipitation  are  computed  only  for  such  stsitions  as  have  ten  or  more  years  ot  record,  but  1 
ed  in  determiningsection  or  division  means.  tKum.sey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks 

Reference  letters,  *,  '",•',  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days.  etc. 

+  Also  on  other  dates.    ++  Received  too  late  to  he  included  in  means  and  summaries  T    Precipitation  is  less  than  0.01  inch  ram  or  melted  snow 

5Post-ofriceaddressPs:-Lock5.LMwrei,reb.ini,Kv.;  T-ock  6.  Vorsiiilles.  Kv.  :  Lock  8.NichoiMSvi11o  Kv   :  Lockin.R.'d  Ho.isp  Ky.  : 
Oneonta.  California.  Ky.  ••  Precipitation  by  U.  S.  Engineers. 
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Cl^lMATOLOUlCAL  DATA:   KENTUCKY  SECTION 


Dally  Precipitation  for  November,  1037. 

stations 

Day  ol  month 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

U 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

1 

Wealern  DMsion 
Hlrmin»hnm  

...T. 

.98 
.21 

.'4c 
.05 
.26 

'.■39 
.23 
.08 
.64 
.82 

'.'52 
.82 
.24 

.67 
.06 
.90 
1.32 
.06 
.68 
.32 
56 

'^83 

'.'35 
.45 

-.11 
.71 
.55 
.06 

'."85 

.02 

.;" 

'.'37 

.83 

.40 

.88 

'ioi 
'.'os 

.03 
.10 
.24 

.08 
.04 
.10 
.02 
.01 
.02 

.02 

'.'62 
.03 
.24 
.07 
.07 
.16 
.01 
.20 
.16 
.29 
.10 

".03 
.06 
■]^ 

'.'64 
.04 
.19 
.25 
.07 
.02 
.04 

T. 

.20 

T«^ 

'.'20 
.18 
.02 

.34 
.06 
.06 

1.76 
1.86 
1.92 
2.13 
1.68 
2.47 
1.86 
1.88 
1.66 
1.06 
1.63 

f:»rllnKton 

Kords  l''orry  Dam  6011 

...0. 
...0. 

...u. 

...0. 

...c. 

...M. 

.10 
.09 

■."66 

.16 
.10 
.06 
.11 
.05 

tV 

't. 

T. 

.18 
.01 
.85 
.66 
.62 
.65 
.47 
.45 

T«^ 
.01 
.79 

".ia 
■.■72 

.26 

"."28 
.07 
.70 
.81 
.26 
.29 
.04 

'.'69 
.25 

'.'so 

'.'ii 

'.'69 

.06 

"ii 

'.'ii 
.10 

.15 
.07 
T. 

".'06 
.08 

.02 

.02 
.07 
.06 

■.'62 

.09 

.... 

'.ia 

.02 

"69 

'.'06 
.16 

.76 
.84 
.61 
.60 
■  Vi 

.'4] 
.33 
.70 
.85 
.48 
.61 
.88 

.21 
1.00 

i:ii 

.... 

.48 

.32 

'V 

.27 

.07 

.29 

.25 

.36 

.89 

.43 

.61 

.04 

.58 

■f. 

uretwilla 

Heiulerson 

'.".'. 

llopklnsvillo 

LovelBcoville 

Mivyrteld  

...Al. 

...o 

.02 

".05 
.02 
.06 
.20 

"io 

.65 
ios 

T. 

.09 
.OS 
.08 
.06 
.18 
.12 
.14 
.OS 
.10 

.05 

.02 

.02 

tV 
.0: 

.06 
.03 

.04 

'.62 
T. 

'.'io 
■.'62 

T. 

i:i2 

.05 
.16 

'.'6« 
''ib 
'.'64 

't" 
'.'ii 

.07 
.13 
.18 
.10 

'.U 

.08 
.10 
.24 

"!08 
.13 
.02 
.13 

'.'is 

.08 

.11 
.01 

T. 
.18 
T. 

.02 
.08 
T. 

.oa 

.04 
.08 
.04 
11 
.03 

.02 
.11 
.10 

! 

T. 
.13 

.10 

'.'65 

■.It 

.?^ 
.01 
.05 
.11 
.17 

t'^ 

.14 
.03 
.04 

Murray   

'.'39 
.01 

O wensboro.  Dam  46  1  ll 

.03 
.14 
.01 
.82 
.22 
.06 

T. 

T. 
.01 
.02 

T. 

Prlncetoui 

...G. 
...G. 
...G. 
...0. 

...0. 
...0. 

;;:: 

."02 

.02 

2.19 
1.76 
2.38 
1.19 

1.44 
1.92 

'tumsey ,  Lock  No.  2  li  1 

Russellvillelll   

T. 

... 

.04 

ruioutovvn.  Dam  49ilil 

.... 

■.'03 

't. 

.02 
.02 

.01 
.01 

.81 

Oitlral  nivifion 
.A.Wison,  Dam  45.  III! 

Aiiclioriifre 

IJrownsvilU",  Lock  No.  611 II 

...{). 

■;o5 

.07 

'.'62 
.05 
.01 

.03 

.86 
.13 

.... 

.08 

... 

■.'01 

"i 

.07 
.07 
.03 

't.' 

.18 
.01 
.04 

.io 
.01 

T. 

T. 
T. 

■tV 

'ioi 

.66 

8.42 
8.27 
1.75 
1  30 

...c. 

. . .  K. 
...O. 
..K. 
...K. 

...  C 

...k! 

...K. 
. . .  G . 

...o. 

;:.■.' 

T. 
.... 

.04 

r 

'■''. 

.88 

CiirrolUoulil  (Look  No.  1) 

.... 

:::: 

1.48 
1.27 
1.22 
1.26 

Danville 

9«1 

Dix  Dam,  Burgiii  III! 

Eadsville  III 

Kubank 

.08 

'.'85 

.... 

'.'05 

.68 

'.'27 
.48 
.35 
.61 

'iso 

'.'36 

'.'so 
'.'ie 

.26 

.30 
.26 

'.'40 

'.'os 

T. 
'^22 

■.'14 

■::: 

t. 

'.'08 

.32 

'.'40 

'.'23 
.05 

'.'63 

•;•■ 

't.' 

".06 
T. 

't'.' 

.12 
.07 
.07 

'.". 
.01 

".08 

't.' 
'tV 

.03 
.10 
.21 

'."io 

.03 

".13 

:... 

Rest,  Lock  No.  311 II 

:o6i  T.  r;: 

.10    .05 
.13;    .03 

.04    T. 
.03;   .08 
.Uj   .03 

141 

.38 
.CO 

1.73 
2.00 
8.77 
1.49 

Glasfgow 

1 1 

Grant,  Dam  331111 

.05   T. 

.'14 

'.'06 

.04 
'.'61 
.'24 

't.' 

T. 
'.'65 

■;64 
.10 

'.'64 

■.'69 
.02 

■;62 

.12 

fs 

T.' 

.20 

.05 

.02 

.07 

.04 

.16 

.12 

T. 

T 

.15 

T. 

.17 

.15 

.15 

.30 

.06 

.11 

■  n 

n-i 

.35 
.02 
.31 

.... 

.03 

.08 
.06 

't.' 

High  Bridge, Lock  No.  7iH 

...K. 
...O. 
...K. 
...G. 
...K. 
...K. 
...K. 
...O. 

■:66 

'.'07 
T. 

•.■64 

.10 
T. 

.04 

'.'62 

.04 

.04 

... 

.'62 

1.80 

.... 

T. 
.04 

'.'61 

Lanciisterllll 

.01 
.11 
.18 

.16 
.12 
.12 
.10 
.15 
.25 
.11 
.11 
.09 
.10 
.06 
.10 
.10 
.03 

T. 

.01 

"tV 

.05 

f 
.02 

".12 
".(}2 

.08 

.04 

't'.' 

'i'.' 
'.'02 

:::: 

'.'08 

.06 

'T.' 

0  99 
1.90 
1.74 

Leitchfield  

.02 
.09 
T. 

'T.' 
.02 
T. 
T. 

.10 
.16 
.02 

.... 

.60 
.32 
.88 
1.14 

.85 
.27 
.56 

■  84 

■  10 

■  32 
.51 

:i 

.12 
.75 

.87 

'ibs 

.27 

Lexington  ♦**.........., 

... 

Little  Hickman,  Lock  No.  8  ||l|.. 

T. 

T. 

Lockport,  LockNo.2l!il 

2.14 
L66 
1.49 
2  51 
2.66 
1.30 
1.40 
1.53 
1.22 
3.05 
1.71 
1.69 
2.26 

Luutsviu.K*** 

Do.  Bowman  Field .. 

Mammoth  Cave 

■o 

T 

.... 

.56 

Munfordville .. 

...K. 

...S. 

..  s. 

.   .G. 
...L. 

...c. 

.'.'.. 

.98... 
.20    .30 
.51  .... 
.33  .... 

.03 
.42 

.01 

'!66 

.... 

T. 

'.'io 

.08 
.12 
.06 
.10 
.05 
.10 
.10 

.10 

.... 
T. 

;■..'.' 

.... 

St.  .lohn 

Salvisa,  Lock  No  6  11 !! 

SlielbyviUe 

Shepherdsville. 

1.02 
.05 
.33 

.40 
.98 

.40 
.15 
.30 

■;36 
.66 

'.'02 
'.'65 

''60 

.... 

Smitli'8  Grove 

Stearns 

Tyrone,  Lock  No.  511  ii 

WiUiamstown  

Xoodbary,  Look  No.  411 II 

.01 

.02 
.05 

.09 
.12 
.60 

.02 

.03 

.... 

".'06 

Annvii:e 

.10 
.84 

1.53 
1.33 
1.70 

Ashlaud  111 

Berea   

.11 

Bnrkeville  ....  ...    

CoUeee  Hill.  Lock  No.  llHil  .... 

...K. 

...c. 

...L. 
...L, 
...L. 
..  L. 
...K. 

.'.'■K.' 
...K. 
...K. 
...B. 
...B. 
...0. 
...C. 
...L. 
....C. 
0 
...B. 
...R. 
...K. 
...K. 
..  K 
...K. 
...K. 
...O. 

.... 
.... 

".67 
■f.' 

.04 
.10 

.'09 

.05 
.13 

tV 

T. 

.05 

.61 
■If. 

'.'20 

.03 

'.'49 

.10 
.01 

.12 
.14 

.03 
1.02 

".'oe 

'.'io 

.03 
.02 
.16 
.09 
.03 

.12 

'.'17 
.16 
.27 
.14 
.05 
.22 
.10 
.15 

.02 

'.'io 

.06 
.17 
.04 
T. 
.05 

.20 

■;36 

2.24 
0.75 
1.43 

UyDthiiLu::  111 

.02 
.10 
.11 

.04 
.07 
.22 
.16 

.... 

".Ob 

:;:: 

T. 
T. 

.17 
■  11 
.02 
.37 

Falraoulbjlll   

Farmers  3 « 

.451.... 

i:::. 

.721.... 

.081.... 

T. 

't'.' 

T. 

"a".' 

.03 
.11 

.08 
.10 

't. 

.10 

'.'06 
.10 
T 

".is 

.04 

".m 

.04 
.06 
.05 

't. 

.08 
.1C 

.'08 

'!67 

.04 
.18 
.09 
.04 
.06 
.10 

T^^ 
.07 
.10 
.10 

1 
.05 

'.'07 

"^!> 

.03 
.08 

T. 

.36 
.24 
.06 

■'.ib 

.75 

1.52 
1.53 
0.74 
1.18 
0.93 
1.19 
0.85 
0.87 
1.46 
1  74 

Greenup. Dnm    301111 

.01 

.03 
T. 

T.' 
T. 

Hazard  r' 

.  10! . .  ^ 

:::X:'.: 

.45.... 

.05!.  .. 

.42 
'!02 

;65 

.05 

.24 
".W 

T. 
.12 

.10 
.02 

'.'14 
.16 
.09 
.10 

■.'02 

.02 

.15 

'T.' 
T. 

Heidfilberir,  Lock  No.  141111 

Jackson 

....|.... 

.23  ... 

.29    ... 
.27  .... 
.151... 
.441...- 
.23    .12 

'.'55  "'.. 

.27  .... 

If- 

.30 

T. 

^61 

'.'47 

T. 

r. 

'.'25 

'.'02 
.01 
.04 

,05 

T. 

''20 
■  09 

.01 

f. 

T. 

T. 
.12 

'.'68 
.02 

't. 
'ios 

f. 
T. 

Jenkins  :ii 

..1-;o9 

.08    .08 
.15  .... 

'.14  ".12 
.05    .04 

....1   .09 
.06    .01 

..        .15 

24 

T.      .33 
.05    .05 
.0-1    .04 

.nsi  .10 

Louisai    

.05 
.16 
.25 

'^09 

14 

'.'16 

.10 
.27 

MaysvilleSIl    

.02 

t".' 

tv 

.05 

't. 

'.'03 
.01 

.'62 

.05 
.20 

.03 

Mirtdlesboro 

Oneida 

.08 

.08 

.06 
.12 

T. 
.20 

'.'06 
''03 

.49 

.08 

1.14 
1.00 

0.82 

Pikevillellll 

.02 
20 

■.li 

Pippapass 

't. 

.08 

.25 
.36 
T. 

.10 
.08 

Ravenna.  Lock  No.  1211 11 

RirbmoTid 

Valley  Vi^w.Lo,.-k  No.   9|||| 

Vancebnrg.  Dam  No.  32  |l  II 

■  '■'.'[.'.'.'. 

.17 

;i 

.08 
.29 
.15 
.10 

.84 

.22 

24 
.19 
.12 
.12 
.19 

1.92 
MO 

l'54 
1.21 

SVillow.Lock  No.  13IIII 

Winchester 

...K. 
...K. 

■•■I:;:;!:::;!;;;; 

loi^ 

.26 

.07 

'.4i 

.16 

'.'63 

." 

1.27 
1.06 
1.22 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near 
time  of  observation. 

(Reference  mark  ***)  Regular  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight. 

1!  II  Precipitation  measured  in  the  morning :  amoum  then  recorded  is  for  the  preceding  24  hours.       »  Precipitation  included  in  the 


and  precipitation  recorded  is  for  the  24  hours  ending  at  the 


;  Separate  dates  of  falls  not  recorded. 
River  drainage  area  in  which  station 
Tennessee:  (OlOhio:  (M  )  Mis'istisiri. 


T.  Trace,  or  less  than  0.01  inch. 

located  is  iTidicated  as  follow.s 

^1 


next  following  measurement. 
K)  Kentucky:  (9)  Salt:  (G)  Green:  (C Irumberland 


CLIMATOLOGICAL  DATA:  KEJS'IUCKY  SECTION. 


November,  1937 


Daily  Temperatures  for  Novem'oer,  1937. 


9     10     11     12      13     14     15      16     17     18      19 


Earlington  . . . . 

Greenville 

Henderson  — 
Hopkiusville 
Lovelaceville  . 

Mayfield 

Murray   

Oweiisboro  ... 

Paducah 

Princeton  .... 
K.iissellville§§. 


Division. 

\  Maximum  . 
\  Minimum.. 

j  Maximum  . 
(  Minimum . . 

I  Maximiim  . 
■  ■  ■  ■     I  Minimum . . 

j  Maximum  . 
)  Minimum.. 

\  Maximum  . 
1  Minimum.. 

\  Maximum  . 
I  Minimum.. 

\  Maximum  . 
i  Minimum.. 

j  Maximum  . 

I  Minimum.. 

IMaximum  . 
:Miuimura.. 

j  Maximum . 
I  Minimum.. 

j  Maximum  ■ 
I  Minimum. 


Central  Dii'i^inv . 

\  Maximum  . . 
Ancnorage |  Minimum. . . 

)  Maximum  . . 
Bowling  Green (Minimum... 

\  Maximum  . . 
Danville )  Minimum . . . 

(  Maximum  . . 
Dix  Dam \  Minimum . . . 

I)  Maximum  . . 
;...bank )  Minimum. . . 
,  ,    ^  i  Maximum  . . 

Frankfort j  Minimum. . . 
Maximum  .  • 
Hasgow    j  Minimum . . . 
U         ^  Maximum  . . 

•eensburg j  Minimum... 
r  )  Maximum  . . 

Irvington \  Minimum. . . 
.    ^c  ,j  )  Maximum  .. 

Leitchfield ;  Minimum. . . 
Maximum  . . 
Lexington   (Minimum.., 
.     .„  Maximum  . , 

Louisville j  Minimum . . 
T-.  ,  J,   :Maxiiiium  . 
Do.  Bowman  Field  :Mi„irmun.. 
,    „  (  Maximum  . 

Mammoth  Cave j  Minimum.  . 

)  Maximum  . 

St.  -lotin /  Minimum.. 

.,,  )  Maximum  . 

rtUelby ville   ,  Minimum . . 

,  ,    -  ^  Maximum  . 

Smith's  Grove  ■■■-.  (Minimum.. 

:  Maximum  . 

Stearns... ; Minimum.. 

j  Maximum  . 

v\  ilhamstown ,  Minimum . . 

Eagtnn    Division. 
,  i  Maximum  . 

Ashland    i  Minim\im.. 

S  Mnximum  . 

Berea ,  Minimum.. 

,  I  Maximum  . 

Cumberland |  Minimum 

Maximum  . 

Farmers |  Minimum.. 

. ,  ,^  (  Maximum  . 

Heidelberg (Minimum.. 

•  11  )  Maximum . 

MaysviUe I  Minimum.. 

.,.,„    ^  Maximum. 

Middlesboro j  Minimum . . 

Mount  Sterling :  Mfnimum . ! 

„.^     .„  j  Maximum. 

Pikeville ,  Minimum . . 

J  Maximum  . 

Pippapass   (Minimum.. 

^    .  ,        ,  :Maximum . 

Quicksand .•   :Miu;mum.. 

,  :Maximum  . 

Kiclimond :Mlnimum . . 

,„.,,.        .      „  :Maximum. 

Williamsburg :Minimum . . 

...     ,     .  i  Maximum . 

Winchester   (Minimum., 


Tl] 

si: 

59 

47      30i     is: 

6li 

60|     57 i 

4K 

291     19 

fi,1 

501     60 

fift 

32      21 
59      55 

7fi 

47 

31      17 

fil 

59     59 

M 

S4      22| 

7(1 

53      85| 

4:, 

35 

25 

77 

74 

54 

4,i 

21 

7S 

5K 

58 

4S 

32 

20 

7? 

52 

59 

4M 

31 

21 

61 

4t 

67 

S6 

33 

20 

67 

57 

56 

A'^ 

■?J< 

2t 

65 

5C 

56 

5( 

35 

2t) 

6K 

60 

56 

47 

2V 

20 

73 

53 

56 

53!  65' 

42|  30 


28 
63 
26 
63 

,^1   31: 

63!  6-ll 

431  34 

64  62 

44  29 

62  66! 

42!  29i 

53!  67 
29 
51 


1  ""i 


50i  56 

721  63 

44  57 

72  62 


20  21  22  23  24  25  26  27 


I 


54   541  6S 


43 
61 
49  50 


70;  60  46 


42   42!  43 
721  60  60; 

44   4»1  43 


42!  39  47  43 

33  30  24  29 

42!  40  46!  40 

3l!  27  21|  23 

40i  41  46|  42 

33!  26  23  25 

42'  40  46  46 


45  48 

67  53 

50  87 

64 

43;  42 

65!  61 

42 


60l 

701 

60 

29!     601     67i 

51      67|     62! 

3r 

47     53! 

61 

69      68| 

'^K 

48 

54 

5t 

7(1 

63 

,S1 

42 

(19 

64 

71 

63 

28 

46 

54 

60 

68 

64 

4(1 

4S 

51 

6! 

72 

67 

35 

45 

52 

62 

70 

70 

37 

37 

4( 

5t 

6« 

67 

40 

4S 

54 

6( 

62 

(U 

3! 

36 

36 

62 

74 

71 

34 

2! 

47 

61 

7( 

70 

3; 

32 

33 

57 

71 

65 

37 

53 

6f 

64 

64 

32 

32 

42 

55 

7? 

6.5 

4f 

82 

35 

fi- 

60 

65 

38 

3( 

32! 

fi;- 

7;- 

72 

3; 

af 

31 

52 

6( 

6!^ 

35 

45 

52 

6- 

61 

7C 

3! 

3! 

36 

57 

f\l 

64 

32 

44 

50 

35 
9   8 
34  37 


4fi| 

53i  65!  "" 

46  43   39 

60  59!  59 

45   421  38 

54   67 

45   43 

68 

43 

55 


66!  54 
3lj  39 


68 

45 
64  62 


22 

211 

20 

35 

441    40! 

2<^ 

23     25 

40!     35 

29 

27     21 

35 

40      34 

31 

23     38 

4! 

.37)     36 

2S 

17      2J 

42 

41 

4( 

2(1 

IS 

37 

S'i 

3> 

19 

Z 

3< 

46 

S' 

3( 

24 

32 

3i 

4(1 

35 

3: 

34 

IS 

35 

4?, 

a,- 

27 

20 

24 

37 

4R 

4fl 

3'. 

23 

3. 

3 

44 

32 

■Jt- 

32 

2; 

a? 

48 

41 

» 

2(1 

32 

3S 

42 

4 

2f 

ia 

2i 

35!     ■*" 

41 

31!     2C 

31 

3 

<  39 

3. 

6*! 
48!  49 


54 

481  61 

52!  58 

42!  48 


57  52 

46'  50]  26 

57   55!  60'  57! 

45''  52.  -M 

65'  5-;  59! 

43,  W  Sli 

55  60|  59 


31  29 
47 

351  SO,  231  32 

41'  37!  34! 

.32;  31,  24! 

36  80  39 

34  28  21 


12 

32 

43 

57 

10 

1;' 

42 

54 

17 

21 

42 

57 

17 

2.4 

43 

56 

15 

U 

40 

55 

25 

44 

55 

16 

lil 

44 

61 

S 

13 

4a 

57 

14 

IS 

44 

5;- 

14 

U 

44 

5f 

16 

18 

42 

57 

2( 

31 

4: 

6( 

17 

20 

38 

47 

14 

?( 

41 

5h 

1; 

If 

46 

45 

V 
58 

571  56!  59:  6'J 


211  43|  481 

6O!  54  60 

35:  471  51 

55;  53!  69 

35!  43,  50 

561  54I  6O! 

S3|  451  51! 

67  55i  60' 


32  28 
521  48 
201  24 


32 
57 

80|  561  24 

57  491  38 

26  22  22 

57  53!  46 

32I  231  23 

561  60i  36 

2(-,  25!  24 

57  511  34 

53!  94!  23 

60'  52 


.57 1  65 

48i  53 

57!  59 

44'  49 

53! 

881  •)■» 


43 

53 

56 

121     ]i 

24 

40 

48 

64 

14 

16 

22 

36 

47j     65 

12 

12      35 

48 

f> 

r. 

15  37! 

471  531 

20  39! 

4S!  56] 

20!  41' 


16   IS!  20  32,  50j  50 
31   41i  60!  59  60'  68 


24,     50 

52,     63     56 

30|     43 


21 

21 

56 

6f 

31 

?.( 

48 

5a 

50 

2? 

59 

50 

24 

26 

58 

51- 

32 

20 

61 

50 

26 

59 

48 

34 

22 

60 

62 

P5  481     46 

85l  21 

601  55      52 

38  23 


61]  52      53 

35  20 

60I  52 

63;  24 


i^  Instruments  are  read  in  the  morning ;  the  maximum  temperature  then  read  ii 
«'>■  •  etc.  indicatfl  re»pecti\  eiv  1.  2.  3  etc.  davs  misslnsr  from  record. 
W   »  O  Ixinisvillf.  12  2537  110'.' 


charsred  to  the  rreoedinp  day. 


I'hioh  it  almost  always  occurs 


84. 1 
54.9 

81.7 
54.1 


54.4 
84.3 
51.4 
33.1 


53.1 
31-0 
64.  -J 
87.1 
62.7 
81.0 
64.1 
34.7 


33.9 
64.4 
30.2 
52.1 


3!  3 

60.4 
31.6 
52.6 
31.7 


53.3 
32.8 
52  4 
33.5 
54.9 


32.7 
56.2 
32.2 


53.1 
33.9 
58.6 
32.2 


55.6 
80.7 
49  6 
85.4 


K^ 
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KENTUCKY    SECTION 


J.  L.  KENBAIili. 


Vol.  XLII        Louisville,  Ky.,  December,  1937 


No.  12,,' 


OENEBAL  StTMMARY. 

"Weather  much  colder  than  the  seasonal  average  prevailed- 
during  the  fust  two  weeks,  but  moderate  to  rather  high  temp- 
eratures predominated  thereafter.  Light  snow  in  the  first  week 
aiTorded  some  protection  to  winter  grains  during  the  geld'est 
weather.  The  dry  cold  hindered  the  stripping  and  marketing 
of  tobacco.  In  some  eastern  hilly  sections  the  deep  freezing  of 
the  limited  water  supplies  in  small  streams  made  it  dithcult  to 
obtain  water  for  livestock.  Heavier  feeding  than  usual  became 
necessary,  while  milk  and  egg  production  decreased.  Toward 
the  end  of  the  cold  spell  light  rain  at  temperatures  below  freez- 
ing, on  ground  already  frozen  to  considerable  depth,  formed  an 
unusually  slippery  coating  of  glaze  that  almost  entirely  paralyzed 
trallic  on  roads  and  resulted  in  many  accidents.  The  ice  load 
was  not  heavy  enough  to  cause  much  damage  to  trees  and  wire 
systems-  The  worst  glaze  conditions  prevailed  from  the  night 
of  the  12th  to  the  morning  of  the  15th.  The  lifting  ef!ect  of 
the  severe  freezes  on  winter  grains  was  not  important,  because 
the  ground  had  frozen  when  the  water  content  was  compara- 
tively low.  Ihe  ice  cover  did  not  remain  on  grain  fields  long 
enough  to  cause  much  damage  from  smolhering. 

A  sharp  rise  in  temperature  on  the  loth  brought  a  complete 
thaw  and  was  followed  by  heavy  rain.  Beginning  with  this  wet 
period  progress  with  stripping  tobacco  improved,  but  very  soft 
dirt  roads  hampered  deliveries.  The  thaw  and  rain  renewed 
the  water  supply  in  the  dry  upland  districts.  Temperatures  far 
above  normal  in  the  last  week  started  growth  in  pastures  and 
grain  fields.  Wheat,  rye,  and  barley  appeared  to  be  in  good 
condition.  Frozen  ground  in  the  first  half  and  wet  soil  in  the 
last  prevented  plowing.  The  wet  fields  and  frequent  precipita- 
tion in  the  last  two  weeks  interfered  with  corn  gathering  and 
the  removal  of  fodder,  which  had  not  been  completed. 


TEffiPESATTJEE. 

The  deficiency  in  the  first  two  weeks  brought  the  average 
temperature  for  the  month  considerably  below  normal.  Daily 
means  in  that  period  ranged  from  7'^  to  25°  below  the  seasonal 
average.  A  short  warm  interval  from  the  15th  to  17th  was 
followed  by  three  moderately  cold  days,  after  which  tempera- 
tures remained  above  normal,  with  the  daily  excess  increasing 
toward  the  end.  Minima  above  freezing  were  reported  on  most 
days  in  the  last  week.  Extremes  at  the  various  stations  ranged 
between  GS°  on  the  16th  at  Pippapass  and  0°  in  the  period 
9-lOth  at  Eubank,  Heidelberg  and  Mt.  Sterling. 


PRECIPITATION. 

Limited  areas  in  the  east-west  central  belt  and  most  of  the 
southeastern  counties  received  only  about  half  of  the  normal 
precipitation.  P>oni  the  east-centra!  counties  to  the  Big  Sandy 
Valley,  also  in  the  valley  of  the  lower  Green,  amounts  ranged 
between  2Jj  ann  3.0  inches.  In  most  southern  districts,  a 
narrow  north-soutli  belt  across  the  central  part  of  the  State,  and 
in  the  extreme  northern  counties  fi'oni  8.0  to  4.5  inches  occurred. 


The  average  for  th^'  Htat 

:■  was  aboi"! 

amount.     The  range  wr 
inches  at  Russellviile. 
tion  occurred  in  the  p^ 

general  au'l  often  nioileratf  t..  n^ 

^frnin  1.2. 

■sat 


tb^  of  the  normal 

banners   to   4.60 

^■r(  d  precipita- 

'  ■'.      It  was  more 

ii'i'  b'-'i:v\  rains  were 


reported  from  many  Btatlon.s  on  the  17th  and  18th.  Total  sBowfall  ranjfcd  from  1 .0  Inch 
along  the  soiithorn  boundary  to  6.0  Inches  at  some  extreme  northern  and  eautern  lita- 
tions.  A  con.side;»l)lc  area  In  the  central  and  western  counties  received  from  a  trace  t<» 
l.0inch.j^Mos^<il1fhe  snow  occurred  on  the  6th  and  7th.  Occasional  thunderstorms 
i>,?ip(Mld  on  the  22d. 


W9rt',?tP 


:>% 


MISCELIiANEOXTS. 

uers.— A  rise  that  began  in  the  upper  cour.sc  of  tlio  Ohio  on  tlic  17tli  pro'hicwl  a 
moderate  sweU  that  culminated  in  the  middle  and  lower  sections  from  tlie  24t)i  to  21th. 
Flood^stagf  wasil'dt  readied  at  any  station. 


PRESStTKE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 

Cincinnati 
Evansville. 
Louisville   , 


,..111 
.Ohio 
Ind 
..Ky 


Atmospheric 

pressure 

Relative 

(reduced  to  sea-level.) 

'"""■ 

humidity 

1 

K 

i 

1 

3 

if 

.g.» 

r 

s 

1 

a 

a 

30.19 

30,61 

2 

29.61 

17 

8.7 

23 

n. 

4 

84 

7.5 

78 

30.  IF 

30. 6S 

2 

29.57 

17 

8.f 

26 

3W 

83 

77 

78 

30.  li 

30.64 

V. 

29.57 

17 

9.( 

29 

SW. 

21 

80 

73 

74 

30.20 

30.64 

2 

29.52 

17 

9.6 

27 

sw. 

80 

71 

78 

COMPARATIVE  DATA  FOR  DECEMBER. 

Temperature.         Precipitation        Number  of  days 


1890 

1891 

1892.... 

1893 

1894 

1895 

1896 ., 

1897 

1898 

1899 

1000 

1901.... 

190'.? ... 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911..., 

1912..., 

1913,... 

1914 

1915.... 

1916 

1917.... 

1918 

1919 

1920 

1921 ... 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1P29 

1930 

1931 

1932 

1933 

1934 

1935 

1936 

1937.... 

Period   

t49year  average,* 


50.2 
37.8 
42.4 
34.  6 
39.0 


32.3 

35.7 
30.7 
36.4 
37.3 
39  0 
38.5 


28.5 
44.8 
34.6 
38.6 
41.7 
41.5 
46,6 


39.5 
39.0 
35.4 
45.1 
37.9 
44.2 
37.0 
30  0 


3.51 
4.10 
4.22 
2.69 
4.31 


2.74 
4.26 
2.  69 
4.90 


2.42 
3.46 
3.37 
6.25 
3.98 


4.40 
6.64 
0.60 
5.97 


a. 37 
2.32 
2.72 
2.21 

5.48 


12 

10 

10 

9 

9 

10 

9 

8 

10 

13 

12 

7 

10 

10 

i>\  I 
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CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION 


December,  1937 


Olimatological  Data  foi  December,    1937. 


Temperature,  in  degrees  Fahr. 


*3  a 


PreciDitation  in  inches 


Number  of  days 


C;anpbell 
Boyle   ••■■ 

Mercer 

Wayne  ■  •  ■ 
Pulaski... 
Franklin  . 

Henry 

Barren   . . 


Western  Division. 

Birmingham 

Earliugton 

Fords  Kerry,  Dam  60 

QreeuvUle   

Henderson ■ 

Hopkinsville , 

Lovelacevllle 

Mayfield 

Murray 

Owenshoro 

Oweusboro,  Dam  46. 

Paducaii  •• 

Princeton 

Kttmsey,Lock2  X 

Russell  ville 

Uuioutown,  Dam  49. 

Central  Dividon. 
Addison,  Dam  45.. •■ 

Anchorage 

Bowling  Ureen 

Brownsville,  Lock  6* 

Burnsido j 

Carrollton,  Lock  1 

Cold  Sprint;. Dam  36.  •  ■ 

Danville 

DixDam.  Burgin 

Eads^'ille  

Eubank  

Frankfort 

Gest,Lock3 

Glasgow 

Grant,  Dam  33 

Greensburg 

High  Bridge,  Lock  7.. 

Irvington 

Lancaster 

Leitchfield 

Lexington i- ■■,■■,: 

LittleHickman.LockSI 

Lockport,  Lock  2 

LotnsviLLE  

Do .  Bowman  Field . 

Mammoth  Cave 

Munfordville 

8t.  Jonn 

Salvisa,  Lock  61 

Shelbyville 

Shepherdsville 

Smith's  Grove 

Stearns   - 

Tyrone,  Lock  51    

Williamstown 

Woodbury,  Lock  4  J.  . . 

Eastern  Division. 

Annvillo 

Ashland   

Berea 

Burkesville  

College  Hill,  Lock  11... 

Cumberland  

Cynthiana 

Falmouth 

Farmers   

Flemingsburg   

Ford,  Lock  101 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . . 

Jackson 

Jenkins 

Louisa 

Maysville 

Middlesboro 

Mount  Sterling 

Oneida    

Oneonta,  Dam  351 

Paintsville 

Pikeville 

PippapnBS 

Quicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. . . 
Vanceburg,  Dam  32 ... . 

Williamsburg 

Willow  Lock  13 

Winchester Clark 

8tat«  averages  and  ex  Ircmes 


Marshall 

Hopkins 

Crittenden  . . 
MuhlenDurg. 
Henderson . . 

Christian 

Ballard 

Calloway  — 

Graves 

Daviess 

Daviess 

McCracken.. 
Caldwell  .... 

McLean 

Logan   

Union 


Breckinridge 

Jefferson 

Warren 


Green 

Jessamine 

Breckinridge 

Garrard 

Grayson 

Fayette 

Jessamine   . . . 

Henry 

Jefferson 

Jefferson 

Edmonson.. .. 

Hart 

Hardin 

Mercer 

Shelby 

Bullitt 

Warren 

McCreary 

Anderson 

Grant 

Butler 


Jackson  

Boyd 

Madison 

Cumberland.. 

Madison 

Harlan 

Harrison 

Pendleton 

Rowan  

Fleming  

Clark    

Greenup 

Perry   

Lee   

Breathitt 

Letcher 

Lawrence 

Mason 

Bell 

Montgomery  . 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breathitt 

Estill   

Madison 

Madison 

Lewis 

Whitley 


.87 
.45 

+  n.29 
1  32 
0-97 
1.21 
0  82 
MO 
1.13 
178 
0.62 

-ho.  4(1 

-0  91 
-1-0. 28 
-0.52 
-1.47 
-0.61 
-0.2S 
-1-0.81 
-1.76 
-1.19 


-ho 

-2.61 
ho. 54 
-1.4i> 


1.6.51  0.31 

2. 851-1.  67  0.75 

2.'1S]-1.43;  0.98 

3  56-0.21  1.45 

2.7r-1.3h  0.73 

3  03;— 0.97  i-60 

2.57 0.83 

2.911-1.00  1.97 


Tennessee  Valley  Authority. 

W.  A.  Taylor. 

Brick  South  worth. 

Lockmaster. 

C.  R.  Lovell. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore. 

Dr.  W.  L.  Cash. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G  Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

C.  W.  Williams. 

Lockmaster. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

R.  L.  Beatty. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

W.  J,  Piggot. 

Walter  Killion. 

H.  H.  Willis. 

U.S.  Weather  Bureau . 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau. 

U    S-  Di'pt.  of  Commerce. 

Ivan  J.  Ellsworth. 

Mrs.  M.W.  Price. 

Si.sters  of  Loretto. 

Lockmaster. 

Miss  KuchRatta, 

A.  McLeod. 
Airway  Station. 
Geo.  Wright 
Lockmaster. 

Miss  Nettie  B.   Simpson. 
Lockmaster. 

W.  A.  Worthiugton. 

Lockmaster. 

Luther  M.  Ambrose. 

C.  D.  Norris. 

Lockmaster. 

C  Bertrand  Fields, 

p.  U.  Kuhoe. 

J.  V.  Oldham. 

Mrs.  R.F.  Stamper. 

C.A.Glascock. 

Lockmaster. 

Lockmaster. 

Chas.  O.  Ihrig. 

Lockmaster. 

.las.T.  Goff. 

R.  J    Howard, 

B.  H.  Grillin. 
Lockmaster. 
Mattln-w  Woodson 
W.R    McKee. 
Joe  L.  Gay. 
Lockip.aster. 
Mamiel  Kobinson. 

U.  S  Weather  Bureau. 
Cp.n"V  Fain  Com-  Ceu. 
R.    \V.  Jones. 
Lockmaster. 
.1.  W.  Crooke. 
Lockmaster. 
Lockmaster. 
Wadely  West, 
Lockmaster. 
Airwav  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers. 


The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record  ^"! '''I  ^^o^Pl?.^  J!f,?,7A^^^ 
sed  in  determiningsection  or  division  means.  iKiimsey,  Brownsville  and  Woodbury  are  Locks  on  tlie  Green  River;  other  Locks  are  on  the  Kentucky  Ri 

■    o_  appearing  in  the  table  indicate  number  of  days  missing:  for  e'^a'nP'e' V-ePfP^enra  two  days.  etc. 

t+  Received  too  late  to  he  included  in  means  and  .summaries.,..    T   Precinitation  is  less  than  0.01_ inch  rain  or  melted  snow 


Reference  letters. 

t  Also  on  other  dates.        - 

IPost-ofTice  addresses :  -Lock  5,  Lawreiicebnrg,  Ky.  ;  Lock  6,  Versaillee,  Kv. 
Oneonta,  California.  Ky. 


Lock  g.NichoUsvillo  Kv  :  LocklO.Ri'd  House  Ky.  ; 
«  •  Precipitation  by  U.  S.  f:ngineers. 


DlCiEMnKR,  15)37 


CLIMATOLOCilCAL  DATA:  KENTU(;KY  SECTION 


Dally  Precipitation  for  Beoember,  1037. 


lOsteni  Division 

UlrmintfUam  T 

Kiirliiifrtoii G 

Fords  Forry  Dam  601 II O, 

OreenviUo Q 

Men<tersou 0 

Hopkinsville C 

Lovelaceville M 

MivyHoUl  M 

Murray T 

Owensboro  .- O 

Oweusboro,  Uam  46  1  ll O. 

Paducaii O 

Piim-eton;     G. 

Humspy,  Lock  No.  2  11 G 

Riisspllvillell «   O. 

ruioulowu.  Dam  49ilil O 

Ceiiti-al  Division 
Addisou,  Dam  45.  1111 O 


.\nclioraste. 

BowIiiiiT  (Jreon —  . 

Brownsvillp, Lock  No.  6111! 

Burnsidollli   

Currolltou  1|  J  (  Lock  No.  1)  ... . 

C'AA  Spriug,  Diim  3611 II 

Danvillo 

DixDani.BnrginlJll 

Eadsville  III 

Eubank  

Frankfortll  II  

Oost.  Lock  No.  3  nil 

Glasgow 

Griiut,  DamSSIIII 

Hreonsburg 

Histh  Bridge, Lock  No.  7III1.... 

Irvington   

Lancasterll  j 


Leitchfield  G . 

Lexington  *** K . 

Little  Uickra.in,  Lock  No.  8  ||ll K. 

Lockport,  Lock  No .  2  II J K . 

Louisvil.l.E*** O. 

Do.  Bowman  Field O. 

Mammoth  Cave •  G. 

Munfordville G. 

St.  John S 

Salvisa, Lock  No  6  llll K . 

Phelbyville.. S. 

Shepherdsville S . 

Smitti's  Grove G. 

Stearns C. 

Tyrone,  Lock  No.  51  ii  K. 

Williamstown  -. L. 

-Toodbnry,  Lock  No.  411 II G. 

Eai<tern  Division 

Annville C. 

Ashlaud  11 u. 

Berea   K . 

Bnrkeville ...   

College  Hill.  Lock  No.  11|||| K. 

Cumberland C  • 

fynthian:i  llll .L. 

Falmouth ||  ||   L. 

Farmers  II II L. 

FlpjEin^sburgl' II  L. 

Ford.LockNo.  10  llll K. 

Greennp.  Dam   SOU  II O 

Hazards; K. 

Heidelberg,  Lock  No.  141 II K. 

Jackson K . 

Jeukiusilli   B. 

Louisalli: B. 

Maysvillel  II   O. 

Middlesboro C. 

Mount  Sterling L. 

Oneida C. 

Oneonta  Dam  35  II II O 

Paintsville   |||| B. 

PikevilleSll B. 

Pippapass  ■•■• IC. 

Qaicksandll  II K . 

Ravenna,  Lock  No.  12 1| II K 

Uichmond K. 

Valley  View, Lock  No.  9|||| K. 

Vanceburg.Dam  No.  32  llll O. 

Williamsburg  11 1| C. 

Willow.Lock  No.  1311 1| K. 

Winchestpr X. 


Day  of  month 


•i       8      4       8       6      7       8       9     10     11     12     18     14     16     16     17     18     19     20     21     22     28 


.02 


.15  T. 
.021... 
T.    ... 


.21 


.24 


T 

■05]  .05;.-. 
•  07  .OSl  T 
.06  .051  .C 
T.  i  .01]   .07 

051 
15    .0<l   .01    .041 


65 
60 

24|1.80 

IB  1.63 

76 
1.05ll.l4 

15| 

15! 


1.10  .13 
.18  1.03 
.871.48 


.851.10 
...  .97 
.281.23 
1.18 
.95 
1.25 
1.28 


.151 


10 

05 

12 

.031 

R3 



19 

•  061 

10 

.02| 

01 

.04I 

^        20 

T.     ,03 
02    .12 
T.     . 
•02    .20 
.10. 


2.17 
2.C3 
2.41 
2.44 
3.77 
8^48 
4.4e 
3.00 
8T2 
2.58 
2.85 
3^09 
828 
2.04 
4.60 


2.67 
4.14 
4.20 
3.27 
4.24 
2.86 
8.64 
2.08 
2.61 

iiei 

3.04 
3.61 

'2 .86 
2.44 
2.72 
2.9S 
2.70 
a.68 
3^51 
1.98 
8.54 
3.58 
3.54 


3. 89 
298 
3^44 
3.24 
2.31 
3.95 

2.91 
2.38 
2.94 


2.43 
2.19 
3.10 

4.48 
1.2,5 
3.94 


2.78 
3.73 
2.28 
2.45 
3.62 
2.56 
2.85 
2.93 


1.76 
2.65 
2.48 


indicated  observations  are  generally  made  late  in  the  afternoon,  near  1 


Except  as  otl 
time  of  observation 

(Reterenre  mark  ***)  R-prular  Weather  Bureau  station:  precipitation  is  for  the  24-hour  period, 
II 1!  Precipitation  measured  m  the  morning :  amount  then  recorded  is  for  the  preceding  24  hours 
; Separate  dates  of  falls  not  recorded.       T.  Trace,  or  less  than  0.01  inch. 

River  drainage  area  in  which  station  is  located  is  indicated  as  follows:  (El  Big  Sandy    (L)  Licking 

ILone  Oak. 


Tennessee:  (O)Ohio:  (M)  Mississippi. 


.,  and  precipitation  recorded  is  for  the  24  hours  endingat  the 

dnight  to  midnight. 
*  Precipitation  included  in  the  next  following  measurement. 

KenUicky:  (S)  Salt:  (G)  Green:  (C)Cumberland  • 
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December,  1937 


Daily  Temperatures  for  December,  1937. 


6 

7 

'1 

21 

29 

30 

M, 

21 

IS 

28 

2i. 

; 

:- 

2(: 

i> 

2i) 

an 

7 

in 

17 

20 

30 

?:^ 

14   15   16   17   18   19   20  21   22   23   24 


28     29     30     31   Mean 


Westem  Division. 

Earlington \  Minimum. . 

r.~^.,^iii<.  i  Maximum  . 

Greenville j  Minimum . . 

n  -.»— o,.^  1  Maximum  . 

Henderson ,  Minimum . . 

Hopkinsville   l^f^ZS/. 

^-.aceviUe 1^^,^^^: 

.,      „  , ,  )  Maximum  . 

Mayfield j  Minimum.. 

i  Maximum  . 

^^""•aj'   i  Minimum.. 

,,  .  J  Maximum  . 

O\vensboro -j  Minimum. . 

„    ,       ,  ;Maximum  . 

Paducah :Minimum . . 

Princeton ]  ^SZT'. 

R--"viiie§§ iJ^sr.: 


Central 

Anchorage 

Bowlinsr  Green... 

Danville 

Dix  Dam 

Kiibank 

Frankfort 

Glasgow   

Greensburg 

Irvington 

Iveitehfleld 

Lexington  

Louisville 

Do.  Bowman  Fi 
Mammoth  Cave- . 

St.  John 

Shelby ville  

Smith's  Grove  ... 

Stearns 

Williamstown 

Enttern 

Ashland    

Bi-rea 

Cumberland 

Farmers 

Heidelberg 

Maysville 

Middlesboro 

Mount  Sterling  . 

Pikeville 

Pippapass  

Qnicksand 

Richmond 

Williamsburg  . .  ■ 

Winchester   


Dii'hion. 

\  Maximum  . . 
••  t  Minimum... 

\  Maximum  . . 
••  I  Minimum... 

\  ilaximum  . . 
■■  i  Minimum... 

j  Maximum  . . 
••  \  Minimum... 

\  Maximum  . . 
■••  !  Miuiuuim... 

j  Maximum  . . 
••■  1  Minimum... 

\  Maximum  . . 
■■■  I  Minimum... 

(  Maximum  . . 

■  ■  •  )  Minimum. . . 

j  Maximum  . . 

■  •  •  )  Minimum . . . 

(  Maximum  . . 
■■■  t  Minimum... 

J  Maximum  . . 
•■•  !  Minimum... 

J  Maximum  . . 

•  ■•  (  Minimum.. . 
,,   iMaxiiiium  .. 

"^'^  :Miuimum... 

(  Jiaximum  . . 
•••  iMiuiinum.  .. 

(  Maximum  .  . 

•  •  ■  /  Minimum .  • . 

S  Maximum  . , 

•••  (  Minimum... 

>  Maximum . 

■"  S  Minimum. ., 

: Maximum  . 

•••   :Minimum... 

J  Maximum  . 

•••  (Minimum.. 

Division. 

S  Maximum  . 

•■■  (Minimum.. 

J  Maximiim  . 

■■•  t  Minimum.. 

Maximum  . 

Minimum . . 

Maximum  . 

Minimum.. 

Maximum  . 

Minimum., 
j  Maximum . 
!  Minimum.. 
\  Maximum  . 
)  Minimum.. 
:  Maximum  . 
:  Minimum., 
j  Maximum . 
I  Minimum., 
j  Maximum  . 
(  Minimum.. 

:  Maximum. 

iMinimum.. 

:Maximum  . 

.'Minimum.. 

:Maximum . 

:Minimum.. 
i  Maximum  . 


40;  431     61 

211  171 

S3i  44 

sol  14      lb 

1  so: 

261 


471  45i  63 

23  21  23 

41  42  5.3 

23  21  21 


26     29     32 


27     32     83 

tt     el     5 


32     27,    30!     35 


4 

2? 

25 

28 

5 

fi 

2H 

31 

« 

fi 

28 

2( 

fi 

6 

23 

29 

6 

6 

26 

5 

29 

5 

IS 

«! 

41 

22 

20 

8! 

89 

24 

•n 

31 

14 

31) 

10 

33 

12 

32 

12 

41 

35 

24 

12 

3R 

31 

31 

16 

41 

26 

n 

44|     35 

16!     13 

4? 

31 

27 

12 

37 

29 

2f 

11 

S£ 

8(! 

H( 

IV 

4^ 

4U 

30 

13 

23J     37 

48      41 


81     42      62 


291     34 

4l|     57| 


36 

43 

3(1 

33 

38 

43 

HO 

33 

W 

4(i 

28 

32 

31 

30 

25 

26 

3^ 

45 

31 

34 

HI 

31 

26 

26 

34 

32 

m 

28 

31 

37 

Ul 

2(! 

31 

31 

26 

25 

37 

40 

■» 

'/') 

87 

83 

2i 

28 

3^ 

36 

2! 

25 

32 

?h 

25 

8 

32 

27 

26 

3 

33 

28 

27 

38 

41 

2f 

3( 

■i4 

'i' 

31  64 
60  59 
291    53 


60 

63 

42 

53 

5(1 

55 

26 

43 

42 

5? 

28 

ar 

61 

6f 

32 

54 

40  83 

58  38 

35  35 

on,  45 


26      32l 

50      56!  53 1 

30      40'  41 

48i  43l 


451  21 
49,  461 
401    26 


44 

53 

33 

42 

44 

5;j 

84 

4f 

4( 

48 

27 

38 

45 

54 

3b 

42 

51 

56 

85 

5f 

48 

5-1 

33 

3fi 

43 

52 

34 

41 

47 

48 

33 

86 

40 

52 

34 

37 

ha 

52 

33 

33 

36 

.'i3 

48 

33 

49 

48 

33 

58 

53 

3< 

41 

55 

5(1 

35 

84 

5.*i 

52 

82 

4) 

51 

3( 

36 

M 

49 

27.1 
^6.4 
29.3 
"42.4 
"27.7 
•45.0 
■28.9 
42.3 
30.4 
42.0 
20.1 
43.4 
28.6 
44.1 
28.5 
43.2 
26.6 


41.8 
25.0 
46.5 
31.2 
43.1 
26.8 
43.4 
29.9 


'181     47 


471  45 

36,  31 

461  46l 

461  291 

61i  49l 

43!  2^i 


49 

28      31 

43l     44 


47|     4S     4CI 

40l     43,     i5l 


50      52, 

40|     44 


41 

251 

38 

47 

47 

4>J 

33 

26 

55 

54! 

52 

34 

48 

32 

sr 

541 

51 

41 
52 

45! 
501 

30 
55 

251     341     461 


58 

55! 

36 

41 

55 

58 

41 

47 

M 

fit 

47 

Si- 

55 

ll 

38 

35 

55 

6^ 

3f 

44 

6f. 

67 

42 

42 

61 

25 

55 

60 

5f 

55 

65 

63 

a 

43 

b', 

60 

50 

54 

3S 

34 

23 

30 

57     37 

35 

46 

36      33 

39 

ai 

60      55 

5(1 

46 

40      36 

\>r, 

27 

3S      37 

451 

47 

34 

31 

34 

28 

.•)7 

42 

43 

46 

54 

40 

K 

34 

62 

45 

37 

4; 

4(1 

37 

25 

31 

60 

42 

88 

46 

35 

38 

22 

29 

6( 

40 

4(1 

45 

40 

32 

2h 

28 

62 

41 

45 

49 

33I     22 

25 

26 

38l     34 

3b 

44 

36 

30 

28 

29 

301  30 
48  49 
41 
48 


40j  33  39  35! 
51!  51!  ,ri2,  4l>, 
30,     43!    23      20. 


30  421  29|  29 

52  58,  .n2  4sl 

44  47[  35  3!), 

49!  48'  50l  f)l 

34'  30!  251  32I     a3 


49 
40 
45 
35]  33 
45  42 
36l  38 
461  47 
321  40l 
421  441 
34     38| 


551     581    531     521     54 


381  40] 
58]  56! 
42!     29 


52      55!     53 
46!     4ol     31! 


541 
371     261     40 

I5l     65l     53 


4t      62| 


27.4 
42.  4 
29.4 
42.4 
29- 4 
40.9 
27  6 
40.6 
28.1 
41.0 
800 
46.2 
27.0 
48.6 
28.2 
41  0 
26.3 
43.4 
29.3 
43.5 
30.2 
41.7 
26.7 

42.2 
26.9 
43.6 
29.1 
46.3 
26.3 
43.6 
93.3 
43.4 
25.6 


28.2 
•42.1 
"24.3 

42.8 

SO.  2 
47.5 


ii  In«truments  are  read  in  the  morning ;  the  maximum  tempemture  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs 
•.*■  •  etc.  ii)difat,e  resnpctivflv  1.  2.   n  etc..  days  missing  from  record. 
B  O  Louisville.  1-J5  38  ll(i;i 
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G-ENESAL  SUMMARY. 

The  record  precipitation  of  January  culminated  toward  the 
end  of  tlie  month  in  the  greatest  Hood  in  the  historj^  of  the  Ohio 
Valley.  The  total  tangible  property  loss  by  this  disaster  in  the 
State  has  been  estimated  at  $204,294,0()6.  Damage  by  soil 
erosion  during  these  excessive  rains  exceeded  in  magnitude  any 
such  condition  ever  known.  State  authorities  estimated  that 
one  million  acres  were  excessively  eroded,  and  that  damaging 
deposits  of  gravel  and  silt  occurred  on  244,000  acres.  The  light 
to  moderate  precipitation  of  February  and  March  permitted  the 
soil  to  drain  and  plowing  to  be  resumed.  Unseasonable  warmth 
in  February  kept  winter  grains  growing  slowly,  but  the  abnor- 
mal cold  of  March  served  to  check  this  untimely  advancement 
and  to  hold  back  fruit  buds.  Showery  and  cold  weather  in 
April  and  the  first  three  weeks  of  May  delayed  the  growth  of 
early  vegetation,  especially  tobacco  plants,  and  interfered  se- 
riously with  the  planting  of  early  corn.  Dry  weather  in  May, 
when  grains  were  heading,  and  late  in  June  at  the  time  of  harvest, 
came  at  opportune  times  for  the  best  development  of  the  wheat 
crop.  While  the  dry  weather  of  May  delayed  tobacco  trans- 
planting in  the  hilly  sections,  it  was  favorable  for  performing 
the  work  by  machine  on  the  smooth  uplands.  Frequent  heavy 
showers  in  the  first  half  of  June  made  possible  the  completion 
of  tobacco  setting  in  all  districts.  The  dry  weather  of  the  last 
decade  of  June,  gave  opportunity  for  much  needed  cultivation 
of  corn  and  tobacco.  The  rains  that  followed  early  in  July 
came  when  the  crops  were  well  cultivated  and  ready  for  maxi- 
mum growth.  Toward  the  end  of  July  dry  weather  began  ad- 
versely to  affect  tobacco  in  considerable  areas,  but  the  rains  of 
early  August  restored  growth.  The  excess  warmth  of  August 
was  an  important  factor  in  the  development  of  the  late  crops. 
The  dry  weather  of  September  favored  cutting  and  housing  of 
tobacco,  but  the  unseasonable  coolness  of  the  last  half  of  the 
month  retarded  curing.  The  rains  of  early  October  came  when 
badly  needed  to  condition  land  for  seeding  and  to  bring  up  the 
fall  grains.  This  moisture  also  started  pastures,  but  continued 
low  temperature  that  extended  through  November  soon  stopped 
growth.  The  dry  weather  of  November  allowed  corn  to  be 
gathered  speedily,  but  led  to  water  shortage  for  livestock  in  the 
uplands.  Severe  cold  early  in  December  deeply  froze  the  scant 
supplies,  bui  heavy  rains  near  the  middle  of  this  month  relieved 
the  shortage.  Deficienct  atmospheric  moisture  in  November 
and  the  dry  cold  of  early  December  hindered  tobacco  stripping 
and  marketing,  but  the  rains  and  mild  temperature  after 
the  middle  of  December  favored  disposition  of  this  crop. 


The  Weather  By  Months. 

January. — Decidedly  warm  weather,  especially  in  the  south- 
ern and  eastern  counties,  caused  grains  and  grasses  to  make 
-considerable  growth.  Rye  reached  a  size  for  grazing,  but  con- 
tinued saturation  of  the  soil  prevented  its  use.  As  the  rains 
persisted  tobacco  became  too  soft  to  be  placed  in  bulk,  while 
impassable  dirt  roads  and  high  water  reduced  deliveries. 

Februaky.— Much  bottom  land  in  the  western  part  of  the 
State  remained  covered  with  flood  water  during  most  of  the 
month.  Toward  the  end  lighter  precipitation  and  improving 
drainage  permitted  sowing  of  tobacco  h^df^,  but  little  progress 
could  be  made  with  plowing. 


witli  vlai 

weather  favored  llie  late  .-.eediiigs  to  clc 

in  March. 

May.— The  aecumulated  deficiency 


iitinti(;il  fo  Improve  and  potato  planting  fommcnced  near  the 

itiM.-l     ,,.  !.■  s(iu-*£uuly  in  111.-  ijioiilli.     SprliiK  n-r-'liiiff   \ta8 

'     |.  i,ii.\inly   mid    nlj(.iit    I  u  o    v.iJiBSfi.U;.     ^rogr(•^H 


'FT 


practicnily  balanced  l,y  tlii'  exce>s  \varf*kW,vi,tk>^Uit  di  radi;     Sir;i  wid-rrics, 


>t  tliree  weeks  was 
damaKi'd 
tatoes.  iubulli- 


years 


nt  for  tho 

h.'  I  iwii,     .\i.i;ii.i.ii,i  in.,i^tiiiv  n  ;i.:.'  111.-  ij.'.st  (.atn  crop  for  luariy 

'•'    •   '         ■'■'  ■    '■    :      <':■■]!■■     l.i'-     .'I    ■  'iii    i      ■     niOIlth. 

.11)  Diied.    The  northeastern, 
)                     I    to  keep  crop.s  growlnB. 

'■■'•■      -    .1'  v.-i. 'i.-.l    .11    .1 1. ,iii(l   some  eastern  section.s. 

I  ill  m;  hffiii  1.)  moderate  sliowei-s  favored  tobacco  rather  than 
r-.wi  I.  u--viltiiig  from  the  rain.s  somewhat  delayed  tobacco  ripen- 
ti  1.    aii.l  forage  improved  in  most  districts  in  the  fi^^t  half,  but 

■  potatoes  were  seriously  delayed  by  dry  weather.  Pastures  dete- 
d  the  end.  Corn  dried  so  rapidly  that  cutting  of  early  plantings 
ed,    Karly  sown  grain  came  up  well,  but  later  seedings  lacked 


OcniKFi:.  —Abnormally  cool  weai.'i.  r  r.  .1.. .   i  i  h.   ;';.,-..   i   .,f  f,,i'   frrains  and  grass. 
Killing  frosts  near  the  middleexteii-iN.  ;i^  i  .,         -loes,  but  were  too 

late  to  affect  the  staple  crops .     It\va>i':'   .  ■       ■        ,  i  ring. 

November, -Fall  grains  ceased  to  t;!.'\\  v  :  ;i     ,-.  i  ,     ,  i        -.-.ith  stands  and 

con d it  on  good.     The  soil  moisture  favored   i.iowmtf   ;■>.'''■,    .  'iv.    Corn 

gathering  w  as  completed  on  many  farms,  w  itli  ears  \, .  ,        ,  i  i.bing. 

Decembik.— Widespread  glaze  from  the  I'ith  to   r.  ,i,   roads. 

Temperatures  much  above  normal  in  the  last  weeli  St:;  n.   ,,  I.  ,  ,  .nd  grain 

fields.    Because  the  ground  was  comparatively  dry  wliuu  .^tv^^ij   a ..,,, ,.,  .,  iiiter  grains 

were  not  injured  by  lifting.  

COMPAEATIVE  ANNtTAL  DATA  FOE  KENTTJCKY. 


1889 

1890 ..,. 

1891 

1892.... ,. 

1893 

1S94 

1895 

1896 

1897 

1898 

1899 

1900 

1901.... 

1902 . . . . 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911.... 

1912.... 

1913.... 

1914 

1915.... 

1916 

1917 

1918 

1919 

1920  

1921 .... 

1922 

1923 

1924 

1925 

1926 

1927 

1928........ 

1929 

19.30 

1931 

19.32 

1933 

1934 . 

1935 

1936 

1937.... 

Period  

t49-year  averages 


65.3 
55.5 
57.1 
55.0 
57.6 
57.2 
57.2 
56.4 


55.8 
57.0 
56.1 
57.7 
56.5 
55.3 
58.0 
54.6 
57,9 
56  3 
56.2 
56.2 
53.5 
56.5 
57.9 


57.8 
56.0 
,56.2 
67.6 
59.0 
57.7 
58.4 
57.6 
56,8 
57  4 
66  3 
56.7 


Precipitation 


35.97 
58.82 
49.69 
44.25 


44.68 
46.72 
52.38 
46.38 
44.40 
35,65 
44.35 
41.16 
35.10 
47.68 
48.84 
47,76 
41.94 
51.41 
50.67 
46.77 
47.93 
47.46 
41.80 
51.92 
45.49 
46.01 
40.64 
52.13 
46.90 
49.42 
44.43 
53.92 
42  68 
41.11 
49.95 
•53.45 
45. 61 
,  48.46 
!  27.86 
41.98 
44.19 
50.61 
37.14 
57.40 
87  94 
49.86 
45.60 


Number  of  days 


102 
106 
104 
85  i  111 
91  112 
87  !  108 
16 


135 


50 
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Climatological    Data   for   the   Year    1937. 


Temperature  (degrees  Fahrenheit). 


Precipitation  (inches). 


Number  of  days 


WB9TBRN   DIVISION 

Birmingham    ...(i'..'. 

Calhoun :'.... 

Earlington 

Ford'e  Ferry  ..^..,.  .-.^.t 
Greenville   '.'UlA't^^-i 

Henderson  h .  .* 

Hopkinsville 

Lovel»ceT;lle  

Mayfield. 

Murray 

Uweusboro 

Ownnsboro  Dam  46.... 

Paducah   

Princeton 

Rumspy.  Lock  2 

Knesellville 

ijniontownDara  49  — 

CENTRAL  DIVISION. 

Addison  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6  . . 

Burnside 

Carrollton,  Lock  1 

Cold  Spring 

Danville   

DixDam.Burgin 

Eadsville  

Eubank 

Frankfort 

Gest.Lock  3 

Glasgow  

Grant 

Greensbnrg  

High  Bridge,  Lock?... 

Irvington    

Lancaster 

Leitchfield  

Lexington 

Little  Uickman,  Lock  8 
Lockport,  Lock  2  . . 

Louisville  

Bowman  Field  — 
Mammoth  Cave.... 

St.  John 

Salvisa, Lock  6  ■••. 

Shelbvville 

Shepherdsville  .... 

Smith's  Grove 

Stearns  

Tyrone,  Lock  5 

Williamstown 

Woodbury,  Lock  4. 


EASTERN   DIVISION. 

Annville 

Ashland   

Berea 

College  Hill,  Lock  11  . 

Cumberland  

Cynthiana 

Falmouth 

Farmers   

Flemin!?8bnrg 

Ford,  Lock  10 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14... 

Jackson  

Jenkins 

Louisa 

Mavsville   

Middlesboro   

Mount  Sterling 

Oneida 

Oneonta.Dara  35 

Paintsvllle 

Pikeville 

Pippapass 

Qnicksand 

Ravenna.  Lock  12 

Richmond 

Valley  View,  Lock  9  . . 
Vancebnrg.Dam  82... 

Williamsburg 

Willow,  Lock  13 

Winchester   


Marshall 

McLean 

Hopkins. 

Cri^tendeni.^TJ: 
Muhlenburg 
Henderson. . . 
Christian.  ... 

Ballard 

Graves 

Callow.ay.  ... 

Daviess 

Daviess  

McCracken   . 

Caldwell 

McLean 

Logan 

Union 


Breckinridge. 

Jefferson 

Warren    

EdmoTison  . . . 

Pulaski   

Carroll 

CMmpbeil    .... 


Green  

Jessamine   ... 
Breckinridge  , 

Garrard  

Grayson   

Fayette    

Jessaraiue  .  . 

Henry 

Jefferson 

J  pft'i-rsou 

Edra  inson  •  . 

Hardin 

Mercer 

Shelby 

Bullitt 

Warren  

McCreary  — 

Anderson 

Grant 

Butler 


Jackson  .. 

Boyd 

Madison.. 
Madisou. . 
Harlan  . .  • 
Harrison  . 
Pendleton 
Rowan  . . . 


Clark    .... 
Greenup.. 

Perry  

Lee   

Breathitt 


Lawrence  ... 

Mason   

Bell  

Montgomery . 

Clay  

Campbell .  . . . 

Johnson  

Pike 

Knott 

Breathitt  . . . . 

Estill   

Madison 

Madison  

Lewi-s 

Whitley 

Lee 


Clark 


Aug.  17t 
Aug.  2i 
July  11 
Aug.  9t 
Aug.    9t 


June  25 


July  16 
Aug     4 


June  1- 
Aug."  4 
July   15 


May  31 
July  lot 
Aug 
May  31t 


Aug.  18+ 
Aug.    4 

July  "ot 
•July 'iot 


96  Sept.  2 
Julv  10 
Aug.    4 


uly   15 


Dec.     6 

Doc.  7t 
Dec.  lot 
Dec.   11 


49.19 
57.59 
56.71 
57.  OS 
53.80 
48.99 
48. 32 
47.05 
46.22 
49.03 


43.70 
48.58 
43.29 
46.91 


42.76 
56.24 
49.63 


58.41 
55.70 

46.89 


52.08 
47.  92 
50.63 
51.12 


46.  58 
39.20 
45.91 

38.66 
43.02 
42. 07 
45.54 


62.60 
44.45 
41.98 


16.63 

20.46 
22.97 
17.60 
19.22 
21.00 
21  «6 
17.60 
17.05 
19.54 
17.59 
16.14 
17. 63 
19.53 
18.42 
18.57 
17.39 


19.07 
15.12 
16.10 
14.60 
16.06 
15.89 
14.82 
14.  62 
16.77 
18.36 
20.16 
15.57 
18.07 
13.78 
18.12 
16.87 
21  85 


12.48 
15.50 
16.97 
19.21 


10.30 
12  40 
13.64 
13.98 


11  94 

ll.')7 

12.09 

9  96 

8.68 
11.94 

13.56 

15.40 

14.88 

12.66 

12.05 

All  temperature  data  are  taken  from  self-registering  ihermometers. 

Reference  letters.     ,  b,  c,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  2  days,  etc. 


tAlso  on  other  dates. 


Anm 


CM.IMA'i'OLlKMCAL  DATA:   KENTUCKY  SECTION 


UConthly  and  Annual  Precipitation  for  the  Tear  1037,  with  Separturea  ttom  the  Normal. 


VVBRTIinN  DIVISION. 

Btrmiugdam 

Cnlhouu 

EiirliiiKlon  

Ford's  Kerry 

GriK'iniUo  

lleiulerson  .   ..  . 

Hopkiugville  

LovelaceviUe 

SliiV field 

Marriiy    

OweusDoro 

Owinisboro  No.  i 

Pndnc.'vh  

PrinCfton 

Ramsey,  Lock  No.  2  t.. 

IJiis.iollvUle 

Uniontowii  

OBSTBAL  DIVISION. 

Addison   

Anchonigo  

Bowling  (Jrepn 

BrowusvillcLockNo  C^ 

Burneide 

Carrolltou,  Lock  No.   i 
Told  Spring,  Dam  36 

Danville   ....     

Dis  Dam,  Burgin 

Kadsville 

Kubank  

Frankfort 

Gesr,  Lock  No.  3 

Glasgow ... 

Grant,  Dam  3 

GreensbuiK 

High  Bridge,  Lock  N,-  :. 

Irviugtou    

Lancaster 

LeitcUfield   

Lexinirtou 

Litlie  iUckman.Lock  8. 
Loi-kport,  Lock  No.  2., 

LoniSVILLE 

Do.    Rnwinan  Field.. 

Mailir.Killi  !:i\r 

Munfnrdvillp 

St.Joliu  

Salvisii.  '.oi-k  No.   6.... 

Shell.yville 

Shepherdsville 

.'-rnitii's  Grove 

Stearns  .   ... 

Tvrone,  Lock  No.   5... 

WiUianistown 

Woodbury. Lock  No,4t. 

EAPTEKN    DIVISION. 

Annville 

Ashlund 

Berea 

College  Hill.  Lock  No, 12 

Cumberland  

Cyntliiaiin 

Falmontii  

Farmers 

Flernin-sl.iiri' 

Fold,  Lo.k  No.  10  .  . . . , 

Greeniip,I)aui30 

Hazsrd 

Heidel'oer?,  Look  No  14, 

Jackson 

Jenkins 

Louisa 

Maysville 

Middlesboro    

Mount  Sterling 

Oneida 

Oi'eonth,Dam  No.  3.5.  .. 

Paintsville 

Pikeville 

Pippapass | 

Qnicksand  ; 

Uavenna,  Lock  No.  12. . . 

Richmond 

Valley  V  iew.  Lock  No .  9 
Vancebiire,  Dam  No  32. 

WilliHmf.hnr- 

Willow,  Lock  No .  13. ...  | 
Winchester 


January.     February.       March, 


+14.66 
+17.85 
+16.44 

+  U.OI; 
+13.32 
10.82, 
+  12.56, 
+14.61 


19.87+13.69 
20.48+16.31 

:o  Tn+i5.js 


April. 


4.56 


-3.06  2.8,^ 

-3.06  4.83 

-3.13  4.89 

-3.071  2.61 

-3  621  3.4 

-3.3T|  3.33 

-2-55'  2  96 


22.46+17.701 
15  49i  +  10.82l 

20.  Ot  +15    rA< 


15.501  +  11  06: 


16 

97 

19 

21 

13.34 

11 

57 

14 

91 

12 

SO 

+  7.51 
+10.06 
+  7.S2' 


10. <t-  T  ! 
14-71  -1-  M 
11.94-  7.i^ 
11.97;+  7.10 

12.09 

15.39+11.91 

9.96 

8.39i+  4.61 

n.'^st 

11.94+  8.  OS 
13.56!+  9-98, 
15.40  +10  V9 


—  U-P-T 

,'..\. 

-1-1- 

2.0.-* 

I   HH 

-0.99 

n.6s 

i.e.b 

-1.90 

0.76 

2.42 



2.03 

1..S8 

-2.24 

+  RS 

2.25 

-O.Kt 

1.42 

3.  1(1 

-o.3f: 

1   96 

2.35 

0.63 

4.10; 

1.42 

2.391-0.71 

1.27 

2. .551-0. 16 

1.21 

1.35-2.16 

1.59 

2.5-5I 

1.72 

3-05-0.0,1 

1.86 

1.71  -1.4(, 

i.fii 

1.74'-l.iy 

1.0( 

i  .1:!'    .... 

2  3X 

'  .;  •     1-  as 

0,65 

1.12 

'1    - 

1.31 

■''-'}  r„i 

1.46 

2  fi5-0  42 

1   75 

3  89  +1.06 

1.?:' 

2.74i-0-72 

2.10 

2  7/ 

-0.2:1 

2  05 

-2.28;  3-90 
5.67 
-3.63 


+0.20 

+0. 

+0.42 


+0 
+0.01 
-0.30 
+  1.11 


-0.70 
+0-0- 
+0.82 


-1-0  85 
+1.  5( 
-0.17 


-104 

+: 

+  1.28 

+  i.'34 
+0.33 
+  1.47 
+  0.68 
+2,05 
-0.57 
+0.44 
+  1.96 


2.77  -0.84 

3,18 

1.67 

-6.96 

■?  76 

3.75 

fo.r.i 

3.27 



2-80 

-0.9. 

May. 


+2.12 
+2.42 
+3.48 
+0.30 
-0.05 


+  1.23 
+2.  86 
-0.21 
-^0.52 


+0.97 
-F0.26 
+  2.21 


-0.08 
-053 
-1.28 


June. 


+1-10  4.60 
+0.  32;  i  9 
+0.361  5,3-! 

I  7.09 

I  4.52 

I  5.36 

0.04    5.38 
4.01 
+0.28    3.92 


-0.6r 
-0.91 
-2.14 


-0.441 
-0.63| 

-1.95 


July, 


+0.B1 
+0.,38 
-0.48 


+0.33 
-0.59 
+0.12 


(-0.66! 
-0,64! 


12 -fit!  +  8. 5  J. 
12.  05  +  7.1.3 
14.37,  +  10.  62i 


1.42i— 2.8.;v  5.47 


I I- 


+  1.6: 

-1.07 

5  73 

+  1.50 

3  70 

-0.25 

.5.1.2 

-0.31 

s.u 

-0.72 

2.51 

+0.  33 

9  66 

+6.57 

+2.70 

4.00 

+0  22 

5.79 
4.94 

August.    September,    October.    November.  December.     Annaal 


+0.16 
+0.72 
-0.25 


-2.68 
-1.90 
+0.04 
-1.49 
+  0^.26 
-1.83 
-1.56 


+2.18 
—1.01 
-1.18 
— 1.  47 
-2.3i 
-0.31 
-0  62 
-0.48 
-1.11 
-0.38 
-2.77 


-2 
-0.46 
+0.  92 


-1.69 
-0.84 
-1.92i 
-2.e3| 


+0.25 
+C.16! 
-2.00 
-1.44 
-0.67 
+0.94 
-0.04 


+  1.08 
-1.61 
-0 


-0.47j  1.57-1.48   5.27+2.20   1.44 
+1.2B[  1.58  -1.14   6.03  +2.05 

-0.71;   2.46'-0-Sr     4.87  '1   1.^6 


+3.20 

+6'35 

+3 

+0.88 
+  2.05 
+1-68 
+  1.8 
+  1.68 
+1.56 
+2.19 
+2.85 
+0.91 
+0  20 
+  3 


+  1.14 

0.67 

+  0-29 

-0.15 

1.46 

-0. 12 

0.70 

-1.4< 

4.2,S 

-1.45 

3.23 

-0.94 

2.08 

+0.7^ 

0.78 

-1.2< 

1..56 

+0.4< 

0.7S 

-0.11 

1   V8 

+0.07 

0.87 

-1.25 

1.22 

-0.27 

0.48 

+0.8B 

1.09 

0.71 

2  31 

2,15 

-0.62 

«,lf 

+0.21 

l.W 

0.63 

2.57 

3.73 

1   32 

-0.02 

2.15 

-0.2C 

1..54 

-0.67 

3.21 

3  60 

-2.78 

1.70 

+  1.44 

1.29 

-1.21 

1.30 

1.20 

-0.21 

1.09 

-2.0C 

1.83 

-0  07 

0.96 

-2.44 

0.76 

+  2.41 

l.Hfi 

-1.04 

0.88 

-0.21 

0.77 

+0.93 

0  54 

1.23 

+3.86 

l.hV 

-0.9E 

1.07 

+  0.2C 

0,80 

+0.97 

1.60 

-0.K7 

1.05 

4  45 

-2.07 

4  50 

1   61 

-0.34 

2  32 

2.10 

+0.55 

1.78 

-0.81 

2  22 

-0.56 

2  05 

-0.73 

1.48 

-0.77 

0.72 

+  1  ,^3 

1.64 

+  1.23 

1.11 



0.59 

-1.60, 
-1.30 
-2.44 
+1.00 


-2.20 
-1.98 
-2.60 


5.49 
4.2 
5.21 
6.55 

■1.62    3.52 

-2.09 

•159 

-2.13 

^21 

5.43 
7.39 
-1.07;  5.01 
-1.34;  3.83 
-0.90  8.65 
-1.P3I  2.41 
-1.921  3.85 
-1-881 
-1.95  4.09 
2.66 


+  2.07 
+1.17 
+0.07 
+1.23 
+0.96 
+0.66 
+  1.04 
+0.31 
+0.44 
+  1.5! 
+1.37 


+  0.42 
+  1.09 
+0.72 


+0.45 
-0.17 
+1.02 


+0.06 
+0.08 
+  0-59 


+0.82 
-0.04 
+0.76 
+  1.36 
+2.45 
+  1.17 

+3^44 
+0.65 
-0.09 
+1  67 


54 
+  0.94 
+0-68 
+0.,59 


-2  Os!  2.71 
-2.321  3.03 
2.57 


64  60.1 
54.' 
.52  57,1 
-0.87[  57.' 
-1.45!  58.1 
+  0.29'  62.: 
-1  32l  48. ( 

-0.97 

-1.21i  63.1 
-0  821  49.; 
-l.lOi  £0.1 
-I.IS  67.! 
-1.78:  65.1 
-0.621  53.! 
+0.401  63.1 

-0.941  49.19 

+0.28;  57.69 

-0.62  56.71 

-1.47  67.03 

-0.61  53.80 

-0.261  45.99 

+0.811  43-32 
-1.76 

— 1.19[  46.22 

-2' 35 
—0.761  49.60 
-0.28|  51.61 

+6'66r43.'70 

-2.081  48.58 
-1  Sll  43.29 
-0.98  46.9' 
-0.46.... 
-1.061  56.7 
-0.26   £0.6 


+  11. C3 
+  18.41 
+  6.62 


+  11.15 
+10.60 
+  7.76 
+11.86 


+  7.61 
+  7. '26 
+  2.85 
•I-  5.20 
+  2.51 
+  3.54 
+  3.62 


14 

66.24 

+13.62 

16   49.63 

+  6.38 

;:'  58.41 

66 

22,  55 -7C 

+  8.46 

46!  46-fi9 

+  2.23 

29 

58.78 
54.97 

■.52;68 

+  18.65 

78'  47.92 

+  3.28 

41|  .^0.63 

+  9.94 

54.12 

+  7.97 

1.55 

6!:25 

+0.861 
-2.61 
f0.54| 
-1.4S| 
0.311 


48.18 


45.58 
89.20 


38.66 
43  62 
42.07 
45.54 


-2.891  46.64 


-  4.71 
■  2.31 

-  4.98 


'-'e.\5 


48-79  + 
49.671.  . 
43.65!- 


012 


52.60 

44.45 

I  41.98 

;"  47.49 

■44! 77 


4.48 
+  6. '02 


1  normal  precipitation' are  compnted  only  for  snch  stations  as  have  ten  ( 


more  years  of  record,  but  all  complete    reports  are  used  in  determining 
T.  Precipitation  is  less  than  o.  01   inch  rain  or  melted  snovr 
,  Rnmsey  Brownsville  and  Woodbury  are  Locks  on  the  Green  River:  other  Locks  are  on  the  Kentucky  River 
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CLIMATOLOGICAL  DATA:  KENTUCKY  tSECTiON 


Annual,  1937 


Monthly  and  Annual  Dlean  Temperatures  for  the  Year  1987,  with  Departxires  from  the  Normal. 


January.      February.      March. 


Angnst.    September      October.     November.  December.      Annual 


WESTBRN  DIVISION. 


Calhoun 

Earlington 

Greenville  . . . 
Henderson  . . . 
Hopkinsville  . 
Lovelaceville 

Mayfield 

Murray 

Ovpensboro  ... 

Paducah  

Princeton 

Kussellville  .. 


CENTRAL  DIVISION. 


Anchorage 

Bawling  Green 

Danville 

Dix  Dam 

Enbank  

Frankfort 

Glasgow 

Greensburg 

Irvington 

Leitchfied 

Lexington   

LODISVILLE 

Bowman  Field  . 
Mammoth  Cave. 

St.  John 

Shelbyville 

Smiths  Grove. .. 

Stearns   

Williamstowu  . . 


EASTERN  DIVISION. 

Ashland . 

Berea 

Cumberland  

Fanners 

Heidelberg 

Maysville 

Middlesboro 

Mt.  Sterling   

Pikeville 

Pippap:i8S 

Quicksand  , 

Richmond   

Williamsburg 

Winchester 


+  5.9 

+  6.6 
+  4.8 


+  8.3 

+  ¥.i 
+  9.6 
+  6.3 
+  6.3 
+  9.6 
+  5  3 
4-  6. 
+  6. 
+  5. 


-  1.4 

-'6'.2 

-  1.4 
+  0.2 

+  'l.'6 
-0.3 


+  0.6 
+  0.4 
-  O.S 


67.0+  0.4 
65.21      0.0 


+  9.8 

+"8;s! 

+  11.41 
i    9.4 


62.8  - 
63.  8  . 
62.2- 

62' Si- 


-  1.4 

-  0.7 
+  0.3 

-  1.3 


2+  2.3 

80.2-  0.4 

+  3.4 

9+2.9 


+  2.2 

+  1.6 
+  2.9 


26 


66  8 

-  3.l! 

67  1 



64.8 

—  35 

66  6 



67  8 

—  1.9 

•(;7  2 

—  2.  4 

65.8 

-  2.4 

68  6 

6S.  ( 

6-1.7 

-  6.3 

68.7 

69  ( 

-  1.8 

67.2 

54.5 

2.8 

2.7|  56.0 
53 

56.0 
55.8 
52.2 
56.2 
54.8 
57.0 
5.!.  6 
56.8 


43.0 
2|  43.0 

"'•41.6 
42.2 
42.5 
44.2 

43.5 
45.4 
40  5 


2.8 
3.2 

36. Ol- 

36.3-  2.4 

34.9 


3.0^  36.5 

S.9|  37.8! 
...      34. 4 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,    but  all 
section  or  division  means. 

Reference  letters,  a,  b.  c,  appearing  in  the  table  indicate  number  of  days  missing:  for  ezaraple,  b  represents  two  days,  etc. 


KILLING  mOSTS,    1937. 


WESTERN   DIVISON 

Earlington 

Greenville 

Hopkinsville 

Loveliicevill* 

Mayfleld  

Owensboro 

Princeton 

Rnssellville 

CENTRAL  DIVISON 

Anchorage 

Bowling  Green 

Danville  

Dix  Dam 

Enb.'ink  

Frankfort 

Greensburg  

Irvington 


Last  in      First  in 
Spring.     Autumn. 


Mar.  12 
do  12 
do  12 
do  12 
do  10 
do  12 
do  12 
do   10 


O.-t.  14 

do  14 

do  15 

do  U 

do  14 

do  14 

do  14 


do  14 

do  14 

do  15 

do  14 


MnnirnothCai 

St..)oliu   

Shi-lbyville  ... 
W  i  Hi  urn  stow  n 


EASTERN  vv 

Asblaud...... 

Berea 

Farmersi    

Ma'  sville  

Middlesboro.. 
Mount  Sterlin; 

Riclimond 

Williamsburg. 


Last  in 
Spring. 


Mar. 
do 
do 


Mar.  12 

do  12 

do  12 

do  12 

do  12 

do  12 

do  12 

do  12 


Oct.  14 

do  14 

do  14 

do  14 

do  14 

do  14 

do  14 


Oct.  14 

do  14 

do  14 

do  14 

do  15 

do  14 

do  14 

do  14 


MONTHLT  StrMM ARIES,   1937. 


January  .. 
February 
March   . . . 

April 

May 

.Tune 

July   

August  .. 
Sc(itember 
October  .  . 
November 
December 


+  11.20 
+  0.97 

-  3,24' 
+  0.44 
+  O.fi'il 
+  0.391 

-  1.07: 

-  0.07: 

-  1.  ii; 

+  l.Sli 

-  1.80| 

-  1.001 


'"Compared  with  45  years'  norma 


NOTE— Tables  and  charts  giving  climatic  data  for  Kentucky  in  detail    during  1935  have  been  published  for  each  month  at  the  Kentucky  section  center, 
Weather  Bureau  Omce,  Louisville,  Ky. ,  and  can  be  obtained  from  the  Official  in  Charge  at  that  office.     Indexes  to  special  articles  published  during    past  years 
in  Kentucky  climatologicfll  reports  wi'l  be  found  in  the  Monthly  Report  for  June,  1909, 
W  B  O  Louisville.  2-24-38-1250. 
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GENERAL  SUJaCMART. 

Except  for  a  short  period  of  comparatively  severe  weather 
late  in  the  month,  temperatures  above  normal  predominated, 
l^^low  growth  at  times  caused  some  improvement  in  winter  grainH 
r,nd  pastures,  but  high  temperatures  did  not  persist  long  enough 
to  alfect  fruit  buds.  Verj-  li{;ht  precipitation  in  the  first  three 
weeks  allowed  the  upland  soils  to  drain  sufTiciently  that  plowing 
could  be  resumed  toward  the  end  of  the  dry  spell.  Frequent 
moderate  to  heavy  rains  in  the  last  decade  stopped  this  work 
and  prevented  most  other  outdoor  activities  on  the  farm;  but 
tlie  increased  atmospheric  moisture  brought  conditions  favora- 
ble for  stripping  and  marketing  tobacco.  This  important  phase 
of  winter  industry  had  suffered  considerable  delay  during  the 
long  dry  period.  Cold  and  windy  weather  near  the  end  of  the 
month  also  dried  out  the  weed  and  reduced  handling. 

Deep  freezes  in  the  last  week,  with  the  soil  saturated  by 
recent  rains,  caused  some  lifting  effect  on  grains,  but  the  injury 
was  not  important.  Excellent  drainage  in  the  top  soil  prior  to 
this  time  had  prevented  any  damage  from  freezes.  Light  to 
moderate  snow  gave  some  protection  to  grains  during  the  coldest 
weather.  At  the  end  of  the  month,  wheat,  rye  and  barley  ap- 
peared to  be  in  good  condition.  There  was  less  standing  water 
and  ice  on  fields  than  usual  in  this  month. 

In  the  long  dry  interval  corn  gathering  advanced  practically 
to  completion,  and  most  fodder  was  removed  from,  the  grain 
fields.  Much  other  outdoor  work  was  accomplished  during 
this  period.  Livestock  could  run  on  pastures  much  of  the 
time.  Ihe  weather  during  most  of  the  month  had  less  than 
the  usual  adverse  effect  on  egg  and  milk  production.  In  general 
the  weather  was  more  favorable  than  otherwise  for  winter  vege- 
tation, livestock,  and  the  usual  cold  season  farm  and  commer 
cial  activities. 


.my£^,r,    '  '^'3S.-.  .= 


»^fOf 


20-26th  and  30th-31st.  The  heaviest  rains T'll'i^^^faja^lst and 
Slst.  The  total  snowfall  ranged  from  1.0  to  3.r>incher.  MoHt 
of  it  occurred  on  the  25th.  Thunderstorms  were  reported  on 
the  24  th  and  30th. 


MISCEIiLANEOXrS. 

7?/(VT8.— The  Ohio  declined  slowly  to  pool  levels  in  the  first 
half  of  the  month,  then  rose  slowly  to  moderate  stages  in  the 
last  decade. 


PBESSURE,  WIND,  HUMIDITY  AND  SUNSHINE, 


Cairo 111. 

Cincinnati Ohio 

Evansville Ind. 

Louisville   Ky. 


30.09 
30.  06 
30.09 


29.19 
29.23 
29.18 
29.28 
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Temperature. 


TEMPERATUBE. 

In  the  warm  period  from  the  16th  to  24th  daily  mean  temp- 
eratures ranged  from  Ll^  to  20°  above  normal,  and  maxima 
above  60°  were  registered  on  several  days.  In  the  short  cold 
interval  that  followed  from  the  25th  to  28th,  and  also  on  the 
last  day,  temperatures  averaged  as  much  below  the  seasonal 
level.  On  the  four  coldest  days  many  stations  reported  minima 
from  slightly  below  to  a  few  degrees  above  zero.  Extremes  for 
the  State  were  72°  on  the  24th  at  Pikeville  and  -  4°  on  the 
^7th  at  Greenville. 


PRECIPITATION. 

Precipitation  averaged  slightly  more  than  three-fourths  of  the 
normal  amount.  In  some  central,  western,  and  southeastern 
counties  it  reached  the  seasonal  average  and  ranged  between 
4.0  and  5.0  inches.  It  diniinished  irregularly  northward  toward 
the  Ohio  and  ea.^twarrl  toward  the  Big  Sandy.  In  counties  near 
these  rivers  and  in  a  part  of  the  eastern  bluegrass  region  monthly 
amounts  varied  from  2.0  to  3.0  inches.  Other  western,  central 
and  southern  districts  received  from  8.0  to  4.0  inches.  The 
range  for  the  State  was  from  l.."7  inches  at  Grant  to  6.25 
inches  at  Cumberland.  Precipii  uti.-n  was  generally  unimportant 
in  the  first  two  decades.  There  were  light  to  moderate  show- 
ers on  the  1st  and  scattered  showers  on  the  6-7th  and  from  the 
10th  to  15th.     IModerate  to  heavy  rains  occurred  in  the  periods 


1889 

1890 

1891 

1892.... 

1893 

1894 

1895 

1895 

1897 

1898 

1899 

1900 

1901.... 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912.... 

1913.... 

19U 

1915.... 

1916 

1917.... 

1918 

1919 

1920 

1921 . . . . 

1922 

1923 

1<:"24 

192.5 

I'.l2fi 

1927 

1928.......    

11129 

1930 

ISSl 

19S2 

1933 

1931 . 

19.S5 

1933 

1937.... 

Poriod 

t49-year  averages 


38.0 

44.0 

37.0 

29.0 

26.0 

30.0 

36.1 

32.0 

40.4 

34.4 

37.2 

36.7 

33.7 

34.8 

32.3 

27.5 

39.7 

43.2 

35.0 

38.3 

33.8 

39.7 

25.9 

42.5 

39.4 

330 

41.2 

36.7 

20.6 

37.9 

39  7 

34.6 

41.0 

31.3 

35.8 

34.4 

35.8 

35.0 

34.8 

34.6 

44.9 

43.9 

40.4 

37.3 

29.4 

43.6 

35.9 

86. 0     I 

6.43 
5.40 
2.72 
2.08 
2.91 
5.71 
1.25 
3.25 
8.76 
6.23 


2.50 
3.17 
2.83 
3.48 
8.02 
2.20 
3.47 
441 


6.75 
3.06 
2.25 
6.11 

6,06 


4.54 
4.85 
1.23 
8.13 
5.18 
1.85 
5.28 
2.99 
15.77 
3.56 
4.55 


Number  of  days 
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Btations,-  ^/.^ 


Temperature,  in 


PreciDitation  in  inches 


Western  Bivision. 

Beaver  Dam 

Birmingham 

Calhoun 

Earlington 

Fords  Ferry,  Dam  50  . . 

Greenville   

Henderson 

Hopkinsville 

Lovelaceville 

Mayfield 

Murray 

Owensboro 

Owensboro,  Dam  46..- 

Paducah  " 

Princeton 

Rumsey,  Lock  2  t 

Russellville 

Uniontown.  Dam  49. . . 

Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Browusville.Lock  6t.. 

Burnside 

CiirroUton ,  Lock  1 

Cold  Spriax,Dam36... 

Danville 

Dix  Dam,  Burgin 

Eubank  

Frankfort,  Lock  4 

Gest,  Lock3 

Glasgow    

Grant,  Dam  33 

Greensburg 

High  Bridge,  Lock  7. . 

Irvington 

Lancaster 

LeitchSeld 

Lexington 

LittleHickman.LockSl 

Lockport,  Lock  2 

Louisville 

Do.  Bowman  Field.. 

Mammoth  Cave 

Munfordville 

St.  .lonn 

Salvisa,  Lock  61 

Shelby  ville 

Shepherdsville 

Smith's  Grove — 

Stearns  

Tyron«,Lock  51    

Williarastowii 

Woodbary,  Lock  4  t  .. 

Eaftern  Division. 

Annville 

Ashland  

Berea 

College  mil, Lock  11... 

Cumberland  

Cyntliiana 

Falmouth 

Farmers   

Flemingsbur?   

Ford,  Lock  lOf 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . . 

Jackson  

Jenkins 

Louisa 

Maysville,  Bum  83  .... 

Middlesboro 

.Mount  Sterling 

Oneida    

Oneonta,  Dam  351 

P.aint8ville 

Pikeville 

pippapaBS 

Qnicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View, Lock  9... 
Vanceburg.  Dam  32 ... . 

Williamsburg 

Willow,  Lock  13....... 

Winchester  

State  averages  and  ex 


Ohio 

Marshall 

Mci  ean 

Hopkins 

Crittenden  . . 
Muhlenburg. 
Henderson  . . 
Christian 


Calloway... 

Graves 

Daviess 

Daviess 

McCracken. 
Caldwell  ... 

McLean 

Logan   

Union 


Cnrroll  ... 
rampbell 
Boyle    .... 

Mercer 

Pulaski... 
Franklin  . 
Henry  , . . . 
Barren    . . 


Green 

Jessamine 

Breckinridge 

Garrard 

Grayson 

Fayette 

Jessamine  ... 

Henry 

Jeffer<:on 

JefTerson 

Edmonson..  . . 

Hart 

Hardin 

Mercer 

Phplby 

Bullitt 

Warren 

McCreary 

Anderson. 

Grant 

Bntler 


Jackson  

Boyd  ...  

Miidisou 

Madison 

Harlan 

Harrison 

Pendleton 

Kowan 

Fleming  

Clark   

Greenup 

Perry  

Lee 

Breathitt 

Letcher 

Lawrence 

Mason 

Bell 

Montgomery  . 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breathitt 

Estill 
Madison. 
Madison. 
Lewis. 
Whitley  . . . 
Lee 
Clark 
tremes. 


96J 


37.4 


35 
34.5 

37.8!-  0 
36.0' f  1.. 
88.0+  O.Vi 
86  61-  1.6 
0.2 


34.0 


0.1 


-0.92 
+0.49 
-1.12 


1.57 

4.03 

3.81 

3.20'-1.21 

8.60:-0.71 

4.69-1.40 

3.77-0.41 

3.43-0.98 

4.06+0.04 

2.47+1.53 


4.39 

3,88-1.58 

6.021+0.26 

4.49 

3.93 

3.9^ 

5.01 

4.46 


3.99-1 


8.40 

2.3:^-1.74 
3.24-1.61 
2.98-1.50 

6.25 

2.90-1.28 
3.5H-0.4f' 
2.56-1.78 
2.78-1.65 
3.37  -0.90 
2.26  -1.27 
4.76  -1-1.54 
3.15  -1.11 

4. .32 

3.59+0.16 
2.77-1.05 
2  83  -1.27 
6.74+1.12 


4,07 

2  81  -0.67 

2.78 

309-0  09 


Eldred  G.  Yonug. 

Tennessee  Valley  Authority. 

K.  U.  Bennett. 

Brick  Southworth. 

Lockmaster. 

C.  R.  Lovell. 

Frank  Street. 

W.  K.   Morris. 

BliiiiieMalone. 

Mrs.  Joe  Payne. 

Put  W.   W.-ar. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore. 

Dr.  W.  L.  Cash. 

Lockmaster. 

Wra.  Shelton. 

Lockmaster. 

Lockmaster. 

C.   E.   Barret. 

Mrs.  Lillie  G  Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

R.  L.  Beatty. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcoro. 

Lockmaster. 

W.  J,  Piggot. 

Walter  Killion. 

H.  H.  Willis. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau 

U    S.  Dept.  of  Commerce. 

Ivan  J.  Ellsworth. 

Mrs.  M.W.Price. 

.Sisters  of  Loretto. 

Lockmaster. 

Misf-  KutbKutta, 

A.  McLcod. 

Airway  Stiition. 

Airway  Station. 

Lockmaster. 

Miss  Nettie  B.    Simpson. 

Lockmaster. 

W.  A.  Worthington. 

Lockma'iter. 

Luther  M.  Ambrose. 

Lockmaster. 

C  Bertrand  Fields. 


31 


3.  SO- 


LOS 

0.6S 

)  1.0 

1.30 

0.83 

0.44 

0.75 

1.25 

0.93 

.22'  0.76 

.37,  0  80 

...I  0.99 

.89'  2.60 


Lockmaster. 
.Tas.T   Goff. 
R.  J-  Howard, 
.lacob  Workman 
Lockmaster. 
Mattiiew  \ToodsOD 
W.  R   McKee. 
Joe  L.  Gay. 
Lockmaster. 
Manuel  Pobinson. 
U.  S  \Ve:i,ther  Bureau. 
Canev  Run  Com.  Ceu. 
R.    \V.  Jones. 
Lockma.ster. 
J.  W.  Crooke. 
Lockmaster. 
Lockmaster. 
Wadely  Weft, 
Lockmaster. 
Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermomot^Ts. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  M 
used  in  determining.section  or  division  means.  tRumsey,  Brownsville  and  Woodl)ury  arc  Locks  on  the  Green  River;  other  Locke 

Reference  letters, ','','',  appearing  in  the  table  indicate  number  of  days  missing ;  for  example,  b  represents  two  days,  etc. 
t  \lso  on  other  dates.    +t  Received  too  late  to  be  included  in  means  and  summaries.         T   Precinitation  is  less  than  0.01  inch  rain  or  ir 
•ii'ost-offlceaddresses:-Lock5.Lawroncebnr!.',Ky.  ;  Lock  6,  Versailles,  Kv.  ;  Lock  8. Nichoinsville  Kv  :  l,ock  in.Red  Housm  Ky.  ; 
Oneonta,  California.  Ky,  *  *  Precipitation  by  U.  S,  Engineers. 


complete  reports  are 

re  on  the  Kentucky  River 
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Dally  Precipitation  for  January 

1888. 

stations 

Day  of  month 

1 

2 

8 

4 

5 

6 

7 

8 

9 

10 

u 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

1 

Eastern  VUitiun 

IMnuliiBliaiu  

»-»lliouu 

KiirliiiKton 

Korils  Forry  Dam  50„  J 

tirt>onviU8 

...  T. 

■:■■& 

...G. 
....0. 

....c. 

...M. 

'.20 

.2( 
.30 

'."iy 

",'06 
.02 

'.'64 

tv 

".'62 
.14 

•f 

f." 

.... 

'.'6i 

'.'42 

'.'08 

t^.° 
.45 
1. 

..30 
.40 

f. 

.18 

i'.m 
1.20 
1.10 

1.25 
1.47 
.86 
1.65 

1.04 
1.29 
1.10 
1.12 
.77 
1.14 

1.69 
.70 
.80 
.75 

1.20 
.80 
.29 
.63 
.43 

1.63 

•:24 

.20 
.62 

'.'m 

'.'67 
.06 
T. 

T. 

.18 

.68 

"■'to 

is 

.68 
.60 

1.26 
.80 

1.00 
.20 
.20 
.60 

1.00 
.28 
.22 
.51 

.33 

■.■35 
.42 
.14 

'.'i2 

.11 
.31 
.29 

.07 
.09 

'.'22 

.32 
.11 
.18 
.72 
.45 
.49 

'.'26 
.18 
.49 

1.05 
.87 
.60 
.15 

.'58 
.62 
.55 
.12 

.'49 

.02 

'.■35 
.02 

.10 
.08 

T.' 

t. 

'.'03 

.46 

'.'is 

.4! 
.15 
.23 
.25 
.16 

.86 

.'is 
.02 

tv 

.T. 

".S2 
.04 
1.15 
1.64 
1.00 
1.20 
.70 
.96 

i.ao 

.80 

'.'« 
1.44 
.03 

■.::'. 

i'39 
.97 

T. 
103 
1.00 

.98 

.95 
1.10 
.20 
.36 
.78 
1.40 

I'i 

.96 

'.'53 
1.33 
1.29 
.08 

'.'41 

1:20 

.08 
.45 

1.11 
.45 

1.32 
.46 
.80 

1.13 

Ti 

.72 
.53 
.85 
.76 

8.87 

"s.4h 

4.59 
3.06 
4.14 
4.10 
8.90 
3.48 
3.43 
2.77 
8.»6 
3.78 
4.02 
8.26 
3.78 
3.61 

tfe 

3.84 
4. 14 
4.64 
2.48 
2.31 
8.42 
3.48 
2.71 
3.02 
3.63 

"i'.67 
4.03 
8. 81 
3.20 
3.60 
4.59 
3.77 
3.48 

if. 
3.11 
4  39 

Ilopkliisville 

LovelacovlUe 

.07 

'■■■ 

Mayneld  

...M. 
....T. 
....O. 
....O. 
....0. 
....G. 
....G. 
....G. 
....0. 

....0. 
....0. 
...  G. 
....G. 
....C. 

. . .  K. 

....0. 

..K. 

...K. 
r 

.06 
.12 
.07 
.29 
.25 

'.'20 
.49 
.29 

'.IS 
.89 
.4f, 
.37 
.16 
.41 
.29 
.34 

T. 
.01 
T. 
.01 

.03 

.01 

•>" 
'.'65 
.32 
.43 
.24 
.73 
.08 

.70 
.64 
.90 
.60 
.07 
.23 
.12 
.85 
.06 
.07 

•.'03 
.55 
.53 
.04 
..32 
.31 
.03 
.35 

■;6i 

.01 
.45 
.45 
.15 
.30 
.02 
.08 
.75 
.20 
.25 
.02 
.64 

.32 
.58 
.36 
.36 
.74 
.10 
.08 
.33 
.81 
.38 
.08 
.60 
.42 
.50 
.63 
.45 
.35 
.90 

"!45 
.08 
.41 

!50 

■iS 

.50 
.56 
.48 
.30 
.12 

.02 
.01 
.06 
.02 
.06 
01 

"■M 

.02 
.06 
.40 

'.'16 
.06 
.19 

■f 

.05 
-« 
.04 
.22 
.02 
.12 

'.'04 
.04 
.12 
.08 

T. 

'ii 
'.'04 

.83 
.02 

'.'is 
t. 

"."66 

''io 

.27 
.88 
.58 

i.'ss 

Murray   . .  

•f.' 
T. 

'.'03 

'!65 
t«^ 
".m 

.05 
.08 
.16 
.30 
.24 
.20 
.25 
.85 

.18 
.55 
.46 
.54 
.50 
.16 
.54 
.46 
.03 
.25 
.56 
.96 

''i3 

.67 
.30 
.06 
.08 
.21 
.21 
.50 
.68 
.06 
.09 
.07 
.60 
T. 
.72 
.18 
.06 
.35 
.20 
.70 
.20 
.16 

.'51 
.18 
.43 
2.60 

'^' 

,,.. 

Owoiislioro.  Uiim  46  11  ll 

T. 

t.' 

.06 
T. 

'.'65 

J'aducah 

.02 

.96 
T. 
.26 
.07 

.10 
1.56 

Princeton;     

KussellvillPlll)   

.10 

.... 

L'uioutovvii.  D:iui  49ili! 

Cmtrnl  I)ii>ision 

Ad,li80u,  Dam  45.  Ill 

Anchorage 

'.'03 

'ioi 

■.'82 

'.'6s 

T. 
T. 

'.'08 

T. 

.07 

.07 

.02 

.01 
".OS 

.03 
.07 

T. 
.01 

Bowlinjr  Green 

.01 
.02 

.05 
f.' 

.15 
.07 
.10 

Hrowu^ille,LockNo.6!lll 

'.'26 
t. 

•tv 

T. 

.05 
.12 
.60 

'ioi 

.04 

Burnsidell   

C-ld  Spring, Dam  36111 ■■• 

.08 
.04 

'.'is 

.01 
.05 

tv 

T. 

t".^ 
.02 
T. 
.03 
.06 

t'^ 

.03 
T. 
.11 

t. 

'.'06 

'.04 
.09 

V06 

.09 
.02 
04 
.05 
.44 

T. 
.01 

'tv 

.02 

Danville 

.07 

T. 

■.•91 

Dix  Dam,  Burgin  |{|| 

1.26 

tv 

'.'07 
T. 

Frankfortta.LockNo.  4 

(Jest,  Lock  No.  3  (il. 

...K 

...K 

...o 

...0. 
...K. 

....o. 

...K, 
...G 
...K. 

'.'C7 

'.■32 
.31 
.46 
.14 

T. 

T. 

'.'08 
'."61 

T 

tV 

;o4 

T. 

'tV 

'f.' 

'.'65 

'tv 
't.' 
tv 

T. 

T. 
.02 

J- 

.05 

'.'63 

'.'02 
T. 

•tv 

.01 
T. 

'.'61 
T. 
T. 
T. 
.10 

';63 

f.' 
'.'02 

T. 
T. 

T.' 

r. 

.07 

T. 

.02 

.95 
.76 

■.•24 
.60 
.94 

1.19 
.30 

1.12 

1.09 
.90 
.80 
.60 
.73 
.95 

1.40 
89 

1.62 
.94 

L3I 

l.SO 
.83 
.82 

.58 
.30 
.86 
.58 
.92 
1.20 
.72 
.64 
.86 
.70 

'90 
.46 
.68 
.38 
.60 
.68 
2.30 

i.'so 

.34 

.40 

1.00 
1.30 
.40 
.44 
.70 
.80 
.52 

!80 
.99 

Glasgow 

(Jraut.  UamS'Jilil 

Orecnsburg.. 

'.'63 
.11 

.07 
.09 

'f.' 

.17 

High  Bridge,  Lock  No.  71111 

t 

'.'08 
.78 
.26 
.33 

T. 

[rvington   

1.40 
1.16 
1.00 
1.4."> 

Lancusterjl;! 

Leitchtield   

Lexington  *** 

't.' 

Little  Hickman.  Lock  No.  8  1111 . 

...K. 
...K. 
...O. 
...  0. 
.   .0. 
...G. 
S 

.31 
.60 

'.'29 
.22 
.26 

Lockport,  Lock  No .  2  11 II 

'.'06 

.07 
.07 

.10 
t.' 

t. 

f. 

T. 

tv 

"^' 

'.'22 

.09 
.05 

Lorisvn.LK*** 

Do.  Bowman  Field •   . 

1.87 

1.19 

96 

l.'lO 

:^92 

.37 

:ll 

Mammoth  Cave 

3.88 

tit    John    

37 

Salvisa,  Lock  No  6  II II 

...K 

...  s. 

.    .G. 

::k 

...G. 
...C. 

:::t 

...K. 

'.'."k.' 

...K. 

...K. 

...B. 
....B. 
....0. 
....C. 
....L. 
....C. 
....u 

....B. 
....B. 

;:i 

..   K 

...K. 

...K. 
....0. 
....C. 

...K. 

...K. 

.60 
.38 

.01 

'.Zb 
.60 

.26 
.18 
.25 
.26 

.B8 

^70 
.24 
.43 
.4.5 
.33 
.50 

■."29 

'.'62 

t.' 
'.'24 

T°' 

".hi 

.07 

'!09 
T. 

".h2 
.'01 
'.'09 

•.•qi 

.10 
.03 
.03 

t. 

".OS 

.48 

4.49 

3^95 
5.01 
4. 46 
4.22 
3.75 
3  99 

Shelbyville 

Shepherdsville. 

Smitli's  arove 

Stearns 

TyrOQe,LockNo.511ii 

Williamstown 

Xoodhury.Locl;  No.  41111 

'I' 

t. 

'.'02 

't.' 
.01 

'.'is 

.04 
'."02 

.04 
.10 

•'is 
'.'bi 
".hb 

Eastern  Divimm 
AnnvlKe  

'.'.'.'. 

'i.35 

.... 

T. 
T.' 

.19 
'!29 

'.'20 
.58 

.24 
.16 

'!oi 

.16 

tv 

Vio 

.08 

'.'i7 

v.. 

'.h 
•.'io 

t.' 

f. 

'.'6i 

Ashlaudllll 

2.32 
3.24 
2.98 
6. 25 

III 
2.56 

2  78 
3.37 
2.26 
4.76 
3.15 
4. 32 

3  69 

Berea   

roIleseHill,  Lock  No.  n||||  .... 

.03  .... 

.19!.... 

.01 

CumberlaiKi  ■•.■  . 

'.'ii 
.55 

.26 
.35 

.23 

4' 

'.'83 
.23 

'.'35 

.02 

't.' 

.88 

1.60 
1.28 
.72 
.84 
1.05 
.57 
.60 
.65 
.58 
.55 
.45 
.96 

Faln.outliM    

Fanners  :'    

Fleiuin-sbni--   ■   ................ 

Ford,  Lock  No.  10  !' 

(■.rc.-iuiD,D:un    30„,l 

Hazard,!" 

.64 

.44 
.34 
.61 
.30 
1.25 
.62 

!60 
.95 
.43 

.96 

".% 
.57 
.68 
,f 
.83 
.35 
.25 
.45 
.68 
.75 
.05 
.18 

T. 
.08 
.01 
.07 
.02 
.06 
.07 
.20 
.18 

T. 

t. 
T. 

T. 

Heid'^lberg.  Lock  No.  1411 II 

.22.... 
. 18  . . . . 

.10 

T. 

.Tackson 

JenkinsJl!   

.12 
■."44 

■.'43 

.57 
.21 
.20 
.32 
.18 

.08 

.04 

.02 

Louisallll 

2.77 
2.83 
B.71 

"4!67 
2.81 

MaysvilleSI!,  Dam  83 

Middlesboro 

.02 

Mount  .Sterling 

Oneida 

'.'54 
.01 

iios 

.43 

.26 
.60 
.63 
.43 
.75 
1.26 
93 

Oneonta  Dam  3-5  II II 

T. 

T. 

.07 

'f.' 

.... 
.29 
.05 

.03 
T. 
T. 

'.'20 
T. 

T 

tv 
■•• 

"as 
'.'io 

!l5 

Vos 
'.'is 

.18 

.11 

■f. 

'!33 

".\6 
.75 
.41 

.07 
.06 

T 

Paiutsville   ||11 

'.'67 

•  10 

'.'io 

.05 

.06 
.10 
.15 

'.'21 

T. 

3.09 
4.15 
8.43 
?.21 
2.80 
3. 63 
3. 29 
3.20 
8.88 
3.24 

teSiu:;:::.-:;::::;::;:::: 

Ravenna,  Lock  No.  121111 

Richmond 

t. 

:^' 

.10 

.17!   .. 
.15;.... 

.06 

....1   .08,.... 
'.'.'.'.  ''47:::: 

:^r- 

.01 
.03 
.15 
.10 
.02 

Vanceburg, Dam  No.  32  |l  11 

Williamsburg!  11 

f. 

.19 

.80 

Willow, Lock  No.  1311 II 

Winchester 

''36 

^ 

.35 

't.' 

■f.' 

'.'6i 

':35 

id  precipitation  recorded  is  for  the  24  hours  endingat  the 


^pt  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon, 
tim.e  of  observation. 

( Referenre  mark  **'' )  Regular  Weather  Bureau  station ;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight. 

II  Ii  Precipitation  measured  in  the  morning :  amount  then  recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  the  next  following  measurement 
^Separate  dates  of  falls  not  recorded.        T.  Trace,  or  less  than  0.01  inch. 
,„^  „    ^^^"'  '^'?i'!'':?*^  ^'■''?  'P  which  station  is  located  is  indicated  as  follows:  (B)  Big  .Sandy    (L)  Licking:  (K)  Kentucky:  (S)  Salt:  (O)  Green:  (OOumberland 
'T)  Tennessee:  (O)Ohio:  (M)  Mississippi. 


CLIMATOLOGICAL  DATA:  KENIUCKY  SE'OTlUN. 


January,  1938 


Daily  Temperatures  for  January,  1938. 


Western 

Earllngton 

Greenville 

Henderson 

Hopkiusville   . 
Lovelaceville  ... 

Mayfield 

Murray   

Owensboro  — 

Paducah 

Princeton 

Russell  vnie§§.. 


Divisioti . 

\  Maximum  . 
(  Minimum.. 

\  Maximum  . 
)  Minimum . . 

I  Maximum  . 
'"  '     I  Minimum  ■• 

(  Maximum  . 
I  Minimum.. 

j  Maximum  . 
}  Miuimum.. 

)  Maximum  . 
(  Minimum.. 

)  Maximum  . 
/  Minimum., 

(  Maximum  . 

I  Minimum.. 

;Maximum  . 
:Minimum.. 

1  Maximum . 
'l  Minimum.. 

j  Maximum  . 
I  Minimum.. 


Central  Di>-i 

Ancliorage { 

Bowling  Green j 

Danville ) 

Dix  Dam | 

Eubank \ 

Frankfort j 

Glasgow   J 

Groensburg j 

Irvington j 

Leitclifield | 

Lqxingrion  j 

Louisville j 

Do.  Bowman  Field 

Mammoth  Cave j 

.St.  John j 

Shelby ville  j 


Smith's  Grove 


•-•  S 


Williamstown -j 

Engletn   Divi 

.Ashland   j 

Burea j 

Cumbsrland | 

Farmers | 

Heidelberg •} 

Maysville \ 

Middlesboro | 

Mount  Sterling 

Pikeville J 

Pippapass   j 

Qnick.'and : 

Ftichniond  — : 

Williamsburg 

Winchester  j 


Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum . . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.  . 
Maximum  . 
Minimum  •• 
Maximum  . 
Minimum. . 
Maximum . 
Minimum.. 
JIaxiraura  . 
Miuimum . . 
Maximum  . 
Minimum., 
si'on. 

Maximum  . 
Minimum. , 
Maximum  . 
Minimum., 
Maximum  . 
Minimum.. 
Maximum  , 
Minimum. , 
Maximum  , 
Minimum., 
Maximum . 
Minimum., 
Maximum  , 
Minimum., 
Maximum  . 
Minimum.. 
Maximum . 
Minimum . . 
Maximum  . 
Minimum.. 
Maximum . 
Minimum.. 
Maximum  . 
Minimum . . 
Maximum . 
Minimum . . 
Maximum  . 
Minimum.. 


21!     25 
46J     46 


7       8       9      10      11      12 


52  55 

80  81 

60'  (iO 

30l  46 


45'     45! 
32|     28 


65 

49 

4.S 

22t     Va]     24 

52!     4ti!     42 

231     2fc 

m\     47 

26 

2t 

F,^ 

47 

2S 

'if 

16 

5,1 

4K 

44 

27 

30 

24 

5,S 

49 

42 

m 

■24 

27 

5S 

K 

39 

K 

34 

25 

51 

45j     36 

K 

20     30 

54 

60     42 

16 

18     2{ 

55 

45      37 

K 

20!     28 

51 

481     42 

24 

25     27 

5f 

49      4S 

lil 

20     2C 

SJi 

54     34 

2i 

23     25 

53 

44      .=,4 

22 

23     22 

h'J 

4f      45 

2.0,      22      29 

25      45!     41 

14 

19 

25 

1^ 

r.H 

3f 

!;• 

30 

3b 

39 

1; 

26 

37 

4'?. 

It 

RS 

37 

41 

2b 

f^->. 

39 

43 

12 

29 

;te 

40 

y 

27 

36 

40 

10 

26 

41 

44 

30 

3i 

43 

26 

31 

3t 

39 

JO 

.35 

43 

12 

•;n 

HV 

41 

12 

?q 

3b 

42 

14 

19 

'^ 

41 

35|     351 
30|     :^9| 


45     34 
20|    23| 


88     35     32 


20     21      22      23     24     25 


62      53 


35i     29 

541    37| 


29     30     31    Mean 


121  84 

37  51 

20  34 

26  57 

0  24 

40  59 


561     61      49 
361     46      14 


30!     45 


59  61 

4.5     46  35' 

57     60!  551 

43!     44  37 


15        „ 
4l|     14 


10 

35 

40l     60 

7 

34 

36 

5H 

5 

31 

94 

55 

20 

35 

54 

li 

29 

28 

57 

1 

21 

?R 

57 

5 

25 

25 

45 

41 
48 

45 

44 

6C 

60 

8f 

43 

58 

56 

3;j 

42 

56 

56 

43 

43 

BS 

51; 

41 

48' 

54 

56' 

51 

S9 

55 

55 

42 

63 

3 

56      60     22      14 


56 

64 

36 

43 

51 

.47 

33 

43 

58 

59 

34 

50 

64 

61 

52 

?7 

53 

60 

34 

44 

--, 

n 

29[    19 


46.8 
28. 1 
46.3 
25.2 
43.7 
25.3 
47.5 


47.6 
28.6 
44.2 
28. 9 


27.5 
44.5 
26.1 


42.8 
22,7 
46.3 
29.1 
45.3 
26.6 
46,2 
28.4 
41.2 
25.9 
45.3 
25.7 


28!     651 
6     28! 


27 

59 

K 

h 

( 

i;- 

If 

2( 

25 

54 

! 

IC 

4 

15 

54 

5r 

44 

sr 

12 

If 

8 

25 

ir 

t 

22 

44 

5 

1 

01     15 

21 

23 

25      60 

14 

12 

U      18 

34 

n 

32     35 

12 

V 

7     17 

25 

21 

21      68 

4 

c!    14 

28 

18 

20!     30 

f 

4 

5 

25 

23 

74 

31 

54 

12 

IC 

15 

16 

li 

24 

52 

8 

4 

i 

2>| 

47.8 
25,8 
43.4 
27.2 
44.5 
27.0 
41.9 
25.3 
41,5 
27.1 
40,9 
27.5 
•49.3 
"24.9 
46.1 
25.9 
43.4 
24.6 
45.  5 
28.2 
44,0 


21.7 
48.0 
26, 3 
44.7 
25.8 


45.7 
28.7 
51.4 
2.'5.9 
47.8 
23.7 
44.1 
29,4 
48.1 
27.2 
40.8 


ii  Instraraents  are  read  in  the  mornlncr :  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  ahvi 
•.'."  etc  indicate  respectivi^lv  1.  2.  3  etc..  days  missing  from  wcord. 
B  O  Louisville.  3-9  38  110!  1 
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GENERAL.  SUMMAB'ST. 

Weather  much  warmer  than  normal  in  the  first  two  decades 
caused  rather  vigorous  growth  and  decided  improvement  in 
winter  grains.  Precipitation  lighter  than  the  average,  allowed 
the  top  soil  to  drain  well  and  renjain  generally  unsaturated,  so 
that  no  lifting  of  consequence  resulted  from  the  freezes.  These 
grains,  which  had  entered  the  winter  quite  small  attained  to 
normal  or  larger  size  during  this  growing  interval,  and  became 
much  more  resistant  to  such  inclement  weather  as  might 
occur  later  on.  Pastures  on  warm  slopes  and  limestone  uplands 
made  considerable  growth,  while  the  settling  of  the  soil  made 
possible  their  use  by  livestock.  Some  rye  also  became  available 
for  grazing.  The  untimely  warmth  endangered  fruit  buds, 
which  opened  on  occasional  pear  and  peach  trees  in  southwest- 
ern districts.  They  showed  color  in  the  central  counties  and 
became  much  swollen  in  northern  sections.  Many  shrubs  put 
out  leaves,  while  early  bulbs  came  up  and  blossomed.  Straw- 
berries started  into  vigorous  growth.  Subnormal  temperatures 
with  nightly  freezes,  in  the  last  week  checked  this  unseasonal 
development.  They  came  just  in  time  to  prevent  general  open- 
ing of  early  blossoms  in  the  southern  half  of  the  State.  It  was 
believed  that  most  of  the  buds  remained  safe,  although  in  vul- 
nerable condition,  at  the  end  of  the  month.  Growth  in  the 
warm  spell  was  considerably  restrained  by  persistent  cloudiness. 
In  the  period  15-2Gth  no  sunshine  of  consequence  occurred. 

While  the  rainfall  was  much  below  the  seasonal  average,  its 
frequency  prevented  more  than  moderate  progress  with  plow- 
ing, and  interfered  with  other  outdoor  work  on  the  farm.  The 
making  of  tobacco  plantbeds  began  in  the  second  week  and  con- 
tinued intermittently,  delayed  by  showers,  until  the  end,  at 
which  time  probably  one- fourth  of  the  required  number  of  beds 
had  been  prepared  in  southern  districts.  The  prevailing  at- 
mospheric dampness  favored  the  completion  of  tobacco  stripping 
and  marketing.  Some  preparation  for  early  gardens  occurred 
in  south'=rn  districts,  but  wet  soil  prevented  most  of  this  work. 
The  moderate  temperature,  with  almost  no  snow  or  ice,  favored 
all  forms  of  transportation. 

TEMFEKATURE. 

In  the  period  2d-lSth  daily  mean  temperatures  ranged  from 
10°  to  25"'  above  the  seasonal  average.  Monthly  means  varied 
between  6°  and  10°  above  normal.  In  the  warm  period  maxi 
mum  temperatures  above  70°  were  registered  on  several  days 
while  minima  seldom  fell  below  freezing.  The  coldest  day  was 
the  1st,  when  most  stations  reported  minimum  temperatures  of 
10°  to  18°.  Extremes  for  the  State  were  77°  at  Princeton  on 
the  12th  and  8°  at  Farmers  on  the  1st. 

PIiECIPITATTOI>T. 

Ahhough  comparatively  light,  precipitation  occurred  with 
unusual  frequency.  Except  the  5th  and  7th,  measureable 
amounts  were  reported  on  every  day.  The  average  for  the  State 
was  about  two-thirds  of  the  normal  amount  for  this  month.  In 
a  few  southwestern  and  extreme  eastern  counties  it  was  near 
normal,  ranging  from  3.0  to  4.0  inches.  ^Most  northern  and 
central  districts  received  from  2.0  to  3.0  inchos,  but  less  than 
2.0  inches  occurred  in  the  south-central  part  of  the  State.  The 
range  for  the  State  was  between  1.29  inches  at  Ravenna  and 
4.11  inches  at  Mammoth    Cave.     Light   to  moderate   showers 


^ 


fe 


occurred  generally  in  the  periods  10-llth,  14-20th,  and  22d-27th.  LlKht^howers  were 
reported  on  most  otlior  dates.  Some  heavy  rains  occurred  in  the  western  counties  on 
tho  17th  and  I8tli.  Snowfall  ranjjed  from  mere  flurries  In  central  aud  western  districts 
to  about  2.0  inchos  in  some  mountain  areas. 


MISCELLANEOUS. 

/J/rei'.s.— FreQueul  moderate  rainfall  and  melting  sno 
caused  an  irregular  rise  that  culminated  in  stages  of  80  to  I 
at  the  end  of  tlie  month, 


I  in  Uic  upper  Ohio  Basin 
i  feet  along  the  State  horde 


PRESSUKE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill 

Cincinnati Ohio 

Evansville Ind 

Louisville   Ky 


Atmospheric   pressure 
(reduced  to  sea-level.) 


30.19  30.64 
30.21  30.72 

30.20  80. 5^ 
30.22 


29.65 
29., 56 
29.61 
29.65 


5.-& 


COMPARATIVE  DATA  FOE  FEBRUARY. 


Temperature.         Precipitation        Number  of  days 


1891 

1892.... 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901.... 

1902 

1903 

1904 

1905 

1906.... 

1907 

1908 

1909 

1910 

1911.... 

1912 

1913.... 

1914 

1915.... 

1916 

1917.... 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928  ....••. 

1929 

1930 

1981 

i;':i2 

1V^3 

l":Ji    •■    • 

1  ):ln 

V.'-fA 

1937 

1^38   

Ppri'id    

t49year  averages 


34.1 
45.6 
42.2 
42.2 
37.7 
34.6 
25.9 
37.4 
39. 8 
37.4 
26.2 
32.5 
32.4 
27.9 
37.5 
35.2 
27.9 
34.7 
35.7 
35.6 
42.4 


29.7 
34.8 
32.2 
41.9 
35.0 
34.8 
39.3 
38.6 
35.7 
41.3 
41.3 
34.6 


41.1 
45.6 
38.1 
31.2 
45.1 
41.6 


4.72 
2.92 
4.40 
4.66 


5.75 
1.61 
3.97 


2.27 
3.20 
3.58 


3.36 
4. 25 
2.20 
2.86 
1.95 
2.40 
2.39 
3.35 


89     19 

0.8     10 
1.6|     10 


CLiMATOLOaiCAL  DATA:  KENTUCKY  SECTION 
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Olimatological  Data  foi  Febraary,    1938. 


Western  Division. 

Beaver  Dam 

Birmingham 

Calhoun 

Earliugton 

Fords  Ferry,  Dam  50  . . 

Greenville   

Henderson •  •  ■  • 

Hopkinsville 

Lovelaceville 

Maytieid 

Murray 

Owensboro 

Owensboro.  Dam  46. .. 

Paducab  " 

Princeton 

Rnmsey,Lock2t 

Russellville 

Uniontown.  Dam  49. . . 
Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6t.. 

Burnside 

Carrollton,Lock  1 

Cold  Spring, Dam  86... 

Danville 

Dix  Dam,  Burgin 

Eubank  

Frankfort,  Lock  4 

Gest.LockS 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7.. 

Irvington 

Lancaster 

Leitchfield 

Lexington 

l,ittleHickraun,Lock  81 

Lockport,Lock2 

Louisville 

Do.  Bowman  Field. 

Mammoth  Cave 

Munfordville 

8t.  Jonn 

Salvisa.  Lock  6^ 

Shelby  ville 

Shepherdsville 

Smith's  Grove 

Stearns  

Tyrone,  Lock  5^    

Williamstown 

Woodbury,  Lock  4  t-  . 
Eastern  Division. 

Annville 

Ashland  

Berea 

College  Hill,  Lock  11.. 

Cumberland   

Cynthiaiia 

Falmouth 

Farmers   

Flemingsbnrg   

Ford,  Lock  10^ 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . 

Jackson  

Jenkins 

Louisa 

Maysville,  Dam  33  •■• 

Middlesboro 

Mount  Sterling 

Oneida 

Oneonta,  Dam  35li 

Paintsville 

Pikeville 

Pippapass 

Qnicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. .. 
Vanceburg,  Dam  32  — 

Williamsburg 

Willow,  Lock  13 

Winchester — 

State  averages  and  ex 


Ohio 

Marshall 

Mciean 

Hopkins 

Crittenden  . . 
Muhlenburg . 
Henderson  . . 

Christian 

Ballard 

Calloway  — 


Daviess 

Daviess 

McCracken... 

Caldwell 

McLean 

Logan    

Union 

Breckinridge 

.ielVerson 

Warren 

Edmonson  .  . . 

Pulaski 

Carroll 

Campbell   — 

Boyle   

Mercer 

Pulaski 

Franklin 

Henry 


Green 

Jessamine  . . 
Breckinridge 
Garrard  — 

Grayson 

Fayette 

Jessamine  . 

Henry 

Jefferson  . . . 
Jefferson  . . . 
Edmonson . . 

Hart 

irardin 

Mercer 

Rhflhy 

Bullitt 

Warren 

McCreary  . . 
Anderson. . . 

Grant 

Bntler 


Jackson  

Boyd  ...  

.Madison 

Madison 

Harlan 

Harrison 

Pendleton 

Rowan , 

Fleming  

Clark    

Greenup , 

Perry   

Lee  

Breathitt 

Letcher 

Lawrence  . .. 

Mason 

Bell 

Montgomery 

Clay 

Campbell 

.Johnson 

Pike 

Knott 

Breathitt 

Estill   

Madison 

Madison 

Lewis 

Whitley 

Clark   

tremes 


Temperature,  in  degrees  Fahr. 


+  9.6 

+  6 

+  7.6 

+  6.4 


+10.3 
+  '7.'2 


+10.1 
3 


+  9.7 

+  '8 


__      + 
4842 
41.6+  7.3 


+  4. 
+  '8.8 


+  7.4 
+  '8.'6 


Precipitation  in  inches 


-0.13 


2.87 
g.So 

4.05+0.33 
3.29—0.09 
3.50+0.20 
1.80-1.05 
1.91  -0.71 
3.47  +0.16 
2.30-1.19 
2.621-0.60 
1.79-1.69 
2.39+0.07 

2.82+0.16 
2.3l!-0.  55 
1. ■521-2. 10 
2.15-0.82 
1.86;-1.94 
2.28-0.31 
-   -    +0.23 


+0-4d 
-1.90 
-1.11 


-1.56 
-0.10 

.i6:-i 

.63... 


1.9Ji-1.66 
2  401-1.22 
1.99- 
3J9|  + 


2.7l!.. 
2.85,-0.75 
3.  OS +0.3" 
1.90-1.61 


3.67  ... 
2.03-1 
2.  89|-0.10 


1.31 
1.01 

2.181-0.65 

1.55'-2.91 

2.16 

2..)1 

2.01 

2.3S-0.3« 

3.351+0.25 

2.471 


.78- 


2.24 

2  851+0.22 

2.621 

3.62 


Number  of  days 


Eldred  G.  Yonng. 

Tennessee  Valley  Authority. 

K.  C.  Bennett. 

Brick  South  worth. 

Lockmaster. 

C.  R.  Lovell. 

Frank  Street. 

W.   K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Piit  W.   Wear. 

Henry  S.  Berry. 

Lockmaster- 

Joe  Lagore. 

Dr.  W.  L.  Cash. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.   Barret. 

Mrs.  LillieG.  Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

Lockmaster. 

Mrs.  Bettio  K.  H.  Alcorn. 

Lockmaster. 

W.  J,  Piggot. 

Walter  Killion. 

H.  H.  Willis. 

U.  S.  Weatlier  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau 

U    S.  Dept.  of  Commerce. 

Ivan  J.  Ellsworth. 

Mrs.  M.W.Price. 

Sisters  of  Loretto. 

Lockmaster. 

Miss  KuthRatta, 

A.  McLeod. 

Airway  Station. 

Airway  Station. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster. 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambrose. 

Lockmaster. 

C  Bertrand  Fields, 

P.   H.  Kelioe. 

J.  V.  OUlham. 

Mrs.  R.  P.  St.imper. 

C.  A.  Glascock 

Lockmaster. 

Lockmaster. 

Clias.  U.  Ihrig. 

Lockmaster. 

.Tas.  T   Goff. 

R.  J.  Howard. 

.lacob  Workman 

Lockmaster. 

Mattlicw  Woodson 

W.  R    McKee. 

Joe  I...  Gay. 

Lockmaster. 

Manuel  Robinson. 

U.  S  Weatlioi-  Bureau. 

Canev  Run  Com.  Ceu. 

R.   W.  Jones. 

Lockmaster. 

J.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West. 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers.  .f^tions  as  have  ten  or  more  years  ot 

The  departures  from  normal  temperature  and  P^ec.p:t^t.on  are  computed  on  _y  for  ^^*  ^^^^tmns^as  have  ten  or  gore^yfa^,,^. 

'I'ost.omceaddre.sses:-Lock.5,Lawrcnc,..hnr-,K.y.  ,  Lock  6,^  orsailles,  Kv.  ,  McKrt.i  ic^  ^  Precipitation  by  U.  S.  Engineers. 


Oneonta.  Califo 


KKiua'AKY,  l!t;>S 


ci,imatol(k;ical  data:  kkntucky  section 


Sally  Precipitation  fox  February 

,  1988 

Day  of  month 

stations 

1 

2       8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

IS 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

2S 

20 

27 

28 

20 

80 

81 

1 

n'estem  Division 

HoavorDam. 

Hlrmineliam  

CHllK.un 

KarliiiKton 

Fords  Kerry  Dam  60 111 

irreenvillo 

Henderson 

HopkinsvUlo 

Lovelaceville 

Mnytiold  

Murray  

Oweiisboro  •• 

Oweusboro,  Dam  46  111.... 

Paducah 

Prinoetoni     

Humsey,  Lock  No.  2  111 

Russellvilloilll   

Tuioutown.  Dam  49il J 

Central  Oii'ision 

Addison,  Dam  -IS-  llll 

Anchorasre 

BowlinjT  Green 

Hrownsville.LockNo.  61111 

BurnsidelUi   

CarroUtonlU  I-ock  No.  1 

Cold  Spring,  Dam  36111 

Danville 

Dix  Dam,  Burgin  nil 

v.v?: 

El 

....0. 

:::!• 

....T. 
....0. 
....0. 

::::8: 

....G. 
....G. 
....0. 

....0. 
....0. 
...  G. 
....G. 

....o. 

.  ..K. 

.... 

"66 

TV 

Vii 

V78 

.88 

.65 
.19 
.64 
.76 
.44 
.85 
.26 
.19 
.30 
.40 
.32 
.35 
.18 

.14 

.52 

■f 
.20 
.31 
.2i 
.40 
.89 
.81 
.20 

'!05 
.26 

!io 
".'6i 

■  ."04 
.10 

i'60 

'.'68 
.82 
.03 
.10 

.08 

'.'67 

'.'13 
.20 
.35 
.05 
.52 
.13 
.30 

.20 
.18 
.40 

.06 
.16 
.08 
.10 
.41 
.05 
1.10 
.33 

.'ss 

'.'25 
.22 

'!64 
.01 

.63 
.03 
T. 

■.■34 
T. 

'.'62 

iiis 

'.'46 
1.10 

.60 
.74 
1.10 
1. 00 
1.44 
1.64 
.18 
.80 
1.84 
.67 
.16 
.13 
.76 

132 

.05 
.10 

'^34 
.14 

.... 

.... 

2.48 

T. 

T. 
.03 

"."65 

■:o4 

tV 
tV 

.0(5 

'.'6i 

.05 

.05 
.02 

.12 

t" 

.02 

.08 

■.'65 

'.'6i 
"tV 

.04 

'.■62 

.03 

T. 

.89 

tV 

.40 
.28 

M 
.12 

.15 
.18 
T. 
T. 
.38 

.01 
.30 

T. 

.'se 

".(X) 

.42 

.16 
.01 
.10 
.85 
.05 
.10 
.14 
.15 
.18 
.10 
T. 

".03 

.22 
.20 
.01 
.05 
.06 
.19 
.18 
.12 

.»2 

.42 
.35 
.48 
.24 
.29 
.30 
.85 
.20 
.13 
.03 
.40 
.62 
.20 
.42 
.47 
.61 

.52 
.23 
.36 
.38 
25 
.39 
.21 
.10 
.30 

.14 

'.'02 

't.' 

.01 
.14 
.11 
T. 

.26 

'.'io 

.19 
.20 

'.'63 
.35 

.18 
■'25 

'.'6i 

'.'ij 

'.'ii 

't. 
"t." 

'f.' 

T. 

'!62 

.06 
.15 
.22 

il 
.27 

.02 

2.62 
2.86 
2.71 
2.48 
2.87 
3.86 
<.05 
8.29 
3.60 
180 

.06 

.01 

'tV 

T. 

'f.' 

T. 

.... 

.16 
.17 

.22 
.16 
.24 

.15 
.18 
.12 
.17 

.10 
.19 

'.'io 

.12 
.09 
.19 
.12 
.18 
.34 

il 
.20 
.16 
.09 
.22 
.25 
.18 
.32 
.15 
.24 
.21 
.07 
.15 
.10 
.20 
.15 
.30 

'.05 
.32 
.10 

!03 

.03 

'.'i2 

.06 
.06 

.04 

.18 

"T.' 

'.'05 
.04 

'."i7 

'.'io 

.09 

".26 

.13 

'."22 

.18 

'.'39 
.18 
.28 

.51 

"26 
.80 

.20 
.36 
.41 
.28 

.'is 

.07 
.11 
.13 

.01 
.42 

.08 
.08 

.02 
.40 
.12 
.24 
.12 
.44 
.62 
.14 

'."40 
.31 
.44 

.47 
.07 

"t" 

'."55 
.18 
.24 
.20 

"t. 

.65 

.11 
27 
.25 
.55 
.12 

.10 
.10 
.04 
.22 

'^43 
.78 

'.'35 
.18 
.60 
.18 
.33 
.28 
.20 
.75 

."43 
.19 
.59 

.'29 
.13 
.05 
.10 
.45 
.18 
.11 
.20 

't.' 

'.'65 
.07 
.02 

.14 

'.15 

■'25 
.11 
.15 
.19 

'.'2.3 
.13 
.09 
.12 
.22 
.19 

'.'62 
.18 
.15 

't.' 
'.'is 

'.'09 
.01 
.10 

".OS 

.33 
.24 

.06 

t'' 

.25 
.09 

.25 

'.■2i 

.26 

'.'2s 
.32 
.28 
.40 
.27 
.22 

'.'37 
.14 
.45 
.35 
.34 
.35 
.20 
.15 
.23 
.30 
.20 
.29 
.02 

T. 
T. 

'.'6i 

T. 
T. 
T. 
.01 
T. 

T. 
T. 

8.« 
2.80 

1.79 
2.39 

2.82 
2.31 
1.62 
2.16 
1.86 

.02 

'f.' 

T.' 

'!i2 

T. 

.06 

.13 

T. 

'."2$ 

.28 
.20 
T. 

.02 

.02 
.07 
T. 

't.' 

.08 

't. 

.02 
T. 

'.'62 
.01 

.07 

tV 

'!20 

T. 
.26 

.06 

''01 

'.'io 

.30 
.48 

'.'37 

'.'i? 

.01 

2.62 
2.16 
2  04 
1.57 

Frankfortlll.LockNo.  4 

Gest,  Lock  No.  3  llll 

Grant,  Dam  3311 II 

....0. 

(4 

.09 
.10 
.05 

tV 

tV 

T. 

.43 
.52 
.21 
.30 
.32 

.40 

tV 

.21 
'^42 

.40 

.'12 

.18 
.39 

".23 

".45 
.43 

:5i 

.40 
.43 
.25 
.16 
.20 
.18 
.28 
.48 

isi 

.10 
T. 
.24 

:i6 

.26 
.38 
.64 
.13 
.15 

:::: 

.10 

T. 

Vis 
t.' 

Vi2 
V43 

.08 
.30 
.36 
.06 
.15 
.25 
.21 
.22 
.30 
.20 
.47 
.17 
.18 

t'' 

.15 

.30 
.28 
.17 
.07 
.37 
.23 
..30 
.04 

".19 
.35 
.16 
.70 
.27 
.18 
.25 
.26 
.10 
.26 

'."06 
.28 
.02 
.40 

'.54 

'.'48 
.39 
.16 
,38 

".15 

■30 

.28 

';i6 

.18 

T. 

T. 

.11 
.20 
.09 
.02 

.27 
.09 
.54 

':35 

.22 

.45 
.09 
.70 
.10 
.58 
.66 
.09 

'f 
.30 
.20 

T. 

.34 
.50 
.26 
.21 

15 
;28 

.20 
.27 
.10 
.42 
.30 

.n 

.19 

.54 

.25 
.20 
.57 
.17 
.28 
.13 
.38 
.66 
.60 

.15 
.14 

.18 
.10 

.30 
.41 
.66 
.26 
.29 
T. 
.15 
.07 

'.'2B 
..58 
T. 
T. 
.80 
.25 

'.'30 

.10 

'!32 
.12 
.10 

.13 

T^^ 
.15 
.40 
.21 
.52 
.31 
.47 
.15 
.36 

.'17 
.22 
.07 
.42 
.62 

'.'23 
.51 

;o2 

T 

't. 

T. 

.10 

'.'08 

't. 

.01 
T. 

't. 

T. 

.14 

T. 

''08 
.02 

'T." 

"t".' 
"t." 

.10 

03 

.05 
.02 
T. 
.09 

''02 

'^' 

■f. 
T. 

T. 
T. 

.03 
.08 
.04 
T. 

1.81 

T. 

'!b2 

.02 
.06 

"t"." 

T. 

.26 
.70 
.02 

1:22 

'."07 

T, 

''06 

"t." 

'."67 

.05 

.08 
.25 
.23 
.36 
.80 
.25 

'!02 
.02 
.30 
.35 
.18 
.15 
.05 
.13 
.27 
.53 
.18 

'.'40 

".13 
.21 
.06 
.32 

'.'06 

■;62 

.09 
.15 
.63 

.40 

i?' 

'.'61 
T. 

t" 

.35 

'.'is 

.27 
.24 

.02 

.21 

.01 
1.00 
.OS 
.30 

".19 

'.'07 
.04 
.25 

■;62 

.02 
.04 
.20 

'tV 

.05 
.21 
.17 
.02 
.06 

'!l4 

.21 

T. 

't.' 

.24 

V22 

.02 

'.'25 
.24 

'!i5 
'.'06 

'.'6i 
'.'62 

2  65 
1.71 

High  Bridge. Lock  No.  7111 

Irvington   

Lancasterilll 

Leitchiield  

Lockport,  Lock  No.  2  111 

Louisville***  

Do.  Bowman  Field 

Mammoth  Cave-  ■ 

Muntordville 

61.  .John 

Salvisii,LockNo6  1lll 

Shelbyville 

Shepherdsville 

Smith's  Grove 

....0. 
....K. 

....G. 

'.06 

.0,5 
.07 

.12 

.13 

'.'22 
.03 
.03 
.03 
.08 
T 
.12 
.12 
.03 
.01 
.01 

.10 
.03 

•02 

.07 
.05 

';io 

.09 
.23 

.07 
.02 

.03 
T 

tV 

T. 

tV 
'.'05 

tV 
.02 

::: 

T. 
.42 
.20 
.48 
.41 

tV 

.44 
.47 
.32 

^42 

ie'i 
.34 
.22 

.1.5 

T. 
.76 

'^27 

iV 

'.'i3 

'."is 
"ao 

1.97 

2. 11 
3  87 

.01 

T«« 
T. 

'4'-' 

'.'67 

1.81 
2.77 
2.16 
1.63 

T. 

2.40 
1  99 

..   .G. 

::.:|;::; 
::::|:::; 

.10 

.05 

"t" 

T. 

.05 

't.' 

.08 
.01 
.15 
.10 
.15 
T. 
.03 

i 

.07 

'.'08 
.05 
.01 

T 
.05 

T. 

t'' 

".02 
.01 
.01 
.02 

.29 

T." 
.05 

':64 

T. 
.12 

.03 

'."12 
.05 

.05 

3.49 
1.91 
1  73 

.... 

.02 

2.71 

fyronl  Lock  No.  5|i  i, 

Williarastown  .  • 

Woodbury,Locl;No.  4III1 

Eastern  lUriision 

Annville 

Ashland  111 

Coffe^-e  nilV,  LockNo.'  VlVlf  '■  '■  ■ 

Cumberland  ..... 

CynthhinHlMl 

Falmouth  11 11   

Farmers  11 11 

Flemin^isburgni 

Ford.  Lock  No.  10  llll 

Greennp.Dam   3011 11 • 

Hazard  1!" 

Heidulberg,  Lock  No.  1411 11 

Jackson 

Jeukinslll- 

Loulsall':  

MaysvillellF,  Dam  33 

Middlesboro 

Mount  Sterling 

Oneida 

..,.L. 
G 

....C. 

.■.■.'.k: 
:::f. 

....L. 
....L. 
...   L. 
....K. 
....() 
...K.' 

y.'.'.K. 

...B. 

....B. 

....0. 

C 

L. 

C 

2.85 

3.08 
1.90 

1.79 

'.'05 

.04 
.04 

.09 
.80 

■f ' 

2.60 
1  70 

.01 

tV 

'!i6 

.82 
.33 
.17 
.17 
.07 
.21 
.10 
.17 
.36 
.41 
.18 
.43 
.43 

'iao 

.20 
.26 
.61 
.25 
.10 
T. 
.16 
.12 
.58 
.33 
.16 
.17 

2.03 
2.89 
2  17 

.07 

■:42 

'01 

■;io 

.40 

.02 
.02 

.36 

'.33 
.08 

.11 
T. 

a. 

.08 
.10 
.15 
.02 

".OS 

.11 
.04 
.20 

t" 

.05 

'it 

.14 

.27 

'.'67 
.80 
.24 

T. 
.... 

T 

1.96 
2.18 
1.55 

... 

.... 

.or,;  T. 

.22.  . 

■■oo'"' 

.... 

2.51 
2.01 
2.38 

.05 
.44 

'."oe 

'.'15 

'.'62 

't.' 

T. 
■f.' 

':62 

T 

';s6 
.01 

T. 
.30 
.08 
T. 

'!63 
'.'64 

.02 

3  35 

.60 

".0- 

.02 

.05 
.10 
.07 

'ios 

.07 

.02 
tV 

.04 

2.47 
2  24 

T. 
T. 

't.' 
'ioi 

';08 

.02 
.08 
.34 

T. 

.08 
.24 

T. 

.09 
.02 

2.86 

Paintsville   HI 

PikevillePIl 

Pippapass  — 

Quicksandllll 

Ravenna,  Lock  No .  12 II 11 

Richmond 

Valley  View,  Lock  No .  9l|  II . . . . 

Vanceburg,  Dam  No .  32  11 II 

Williamsburg  11 II 

Willow, Lock  No.  131111 

Winchester 

B 

B 

v.-J 

...  K 
....K 
....K 

O 

C 

K 

.02 
.79 

.31 

".Co 

".OS 

.25 
.03 
T. 

'.'69 

..SO 
.10 

'j6 
.15 
.13 

.28 
.24 
.22 
.71 
.16 
.20 
.29 

'.'22 
.65 
.07 

8  62 

.18 
.17 
.10 
.30 

T. 

.18 
.05 
.06 

".'di 

.15 
T. 

T. 
.18 

.04 

't.' 

.08 
.02 

T. 

1.95 
2.18 

'.'10 
T. 
.02 

.17 
.12 
.02 

1  62 

't'.' 

':28 

2  09 

... 

.28 

1.93 

Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endingat  the 
time  of  observ-ation.  .       .    .       ,     ,,  ,  .   ^       .,    .  ,  .^    .   ,_ 

(Reference  mark  ***)  Regular  Weather  Bureau  station ;  precipitation  is  lor  the  24-hour  period,  midnight  to  midnight. 

11 11  Precipitation  measured  in  tlie  morning :  amount  then  recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  the  next  following  measurement. 
:tSeparate  dates  of  falls  not  recorded.       T.  Trace,  or  less  than  0.01  inch. 

River  drainage  area  in  which  station  is  located  is  indicated  as  follows;  (B)  Big  Sandy    (L)  Licking:  (K)  Kentucky:  (S)  Salt:  (G)  Green:  (OCumberland  < 
'Tl  Tennessee:  (O)Ohio:  (M)  Mississippi. 
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Daily  Temperatures  for  Pelsruary,  1938. 


18     19     20     21     22     23     24     25     26 


Western 
Beaver  Dam   .  •  ■ 

Calhoun  

Earlington 

Greenville 

Henderson 

Hopkins  ville   . 
Lovelaceville . . 

Uayfield 

Murray  

Owensboro 


Dirision. 

j  Maximum  . . 

I  Miuimum . . . 

:  Maximum  .. 

j  Maximum  . 
(  Minimum . . 

1  Maximum  . 
I  Miuimum.. 

I  Maximum  . 

■  ■  ■  ■     I  Minimum  • . 

Maximum  . 

1  Minimum.. 

\  Maximum  . 
i  Minimum.. 

\  Maximum  . 
I  Miuimum.. 

j  Maximum  . 
(  Minimum.. 

J  Maximum  . 


limmum  — 


Paducah 

Princeton 

Russell  villeSS 

Central  DU 

Anchorage 

Bowling  Green 

Danville 

Dix  Dam 

Eubank  

Frankfort 

Greensburg 

Irvington 

Leitchfield 

Lexington  

Louisville 

Do.  Bowman  Meld 

Mammoth  Cave 

St.  John 

Shelby  ville  

Smith's  Grove .. 

Stearns 

Williarostown 

ICaslern   Dh 

Ashland    

Rurea 

Cumberland 

Farmers 

Heidelberg 

Maysville 

Middlc-iboro 

Mount  Sterling 

Pikeville 

PIppapass   

Quicksand ■• 

Kichmond 

Williamsburg 

Winchester   


:  Minimum.. 
J  Maximum . 
(  Minimum.. 
)  Maximum  . 
1  Minimum.. 
nsinn . 

j  Maximum  . 
!  Minimum.. 
\  Maximum  . 
1  Minimum.. 
\  Maximum  . 
'  Minimum . . 
(  Maximum  . 
I  Minimum . . 
\  Maximum  . 
i  Minimum.. 

Maximum  . 
\  Minimum., 
j  Maximum  . 
1  Minimum.. 
\  Maximum  . 
\  Minimum.. 
(  Maximum  . 
I  Minimum., 
j  Maximum  . 
f  Minimum., 
j  Maximum  . 
I  Minimum.. 

:  Maximum  . 

:Minimvim. . 
(  Maximum  . 
!  Minimum.  • 
(  Maximum  . 
i  Minimum . . 
j  Maximum  . 
I  Minimum.. 
)  Maximum . 
S  Minimum.. 

:  Maximum  . 

t  Minimum.. 
J  Maximum  . 
I  Minimum.. 
"isinn. 

\  Maximum  . 
i  .Minimum.. 
S  .Maximum  . 

Minimum.. 

Maximum  . 
nimum . . 
iximum  . 
I  Minimum . . 
j  Maximum  . 
(  Minimum.. 
\  Maximum . 
t  Minimum.. 
!  Maximum  . 
!  Minimum.. 

:  Maximum  . 

:  Minimum.. 
j  Maximum . 

I  Miuimum.. 
j  Maximum  . 
(  Minimum., 

:Maximum . 

:  Mi  nimum.. 

:Maximum  . 

:Minimum. . 

:Maximum . 

:Minimum.. 
j  Maximum  . 
1  Minimum.. 


IM; 

|m 


22  42 

16l  891 

42 1  54      CO' 

17|  34      '"' 

431  52 

is!  30 

421  61 

16,  83 

45l  56 

18  ' 

89|  49 

16|  SO 

42'  52|  58 
47 
58 


17i 


45 
17 
42 
15 

37     55 
16     29 

411     52 


62      64l     631     61 


66 

61 

5(1 

46 

7(1 

63 

4V 

42 

6V 

64 

4b 

51 

6.1 

64 

50 

f\ 

43  48 
69  69 
40     47 


69  61 

46|  61 

671  63 

43  42 

681  64 

461  46 


69,     61      72 


7 


67      59,     66 


71     62: 

47      44l 
671     6,5' 


49 

39 

36 

6S 

65 

55 

36 

41 

36 

65 

67 

6<^ 

50 

44 

4a 

62 

62 

65 

48 

54 

52 

7r 

55 

71 

33 

40 

35 

67 

67 

n 

27 

47 

42 

68 

64 

51 

HS 

41 

36 

65 

64 

7f 

.S7 

ffi 

53 

6H 

U. 

(50 

42 

41 

40 

67 

57 

73 

33 

4b 

4(i 

?.\ 

45 

6H 

67 

n 

;».(: 

41 

41 

6'. 

65 

4S 

48 

55 

42 

71 

61 

vt 

37 

51 

5t 

61 

63 

\l 

45  47 
63|  60 
49      62 


65[     63 


35      26|     29 


38|     34 


50l     51 
58i     67 


46!     60      64 
42,     56|     51 

62 1     72 1 


461     56l     52i     281 


CS  60  51 1  49 

49[     80  30  33,  82' 

l|     59  82  37|  46 

6      50l  30l  29  S2 


29]  23; 

38:  34] 

311  27| 

351  32 

33  27 

41  38 

29  26 


30i     28     26 


58  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
*.''  '  etc.  indieato  respcclivulv  1.  2.  3  Hte..  days  missing  from  record- 
WHO  txiiHSville.  8-21  38  110(1 


charged  to  the  preceding  day,  on  which  it  almost  always  occurs 


55.0 

38-6 
64-0 


55.4 
87.3 
58.6 


66.3 
38.8 
54.0 


54.2 

37.4 
51.0 
85.1 
51.8 


51.2 
8n.5 
57.0 
35.7 


63.7 
88.7 
52.6 
35.3 


37.8 
"65.3 
"31.2 
56.1 
35.2 


48. 6 
34  7 
•55.7 
37.6 


='56.7 
"31.9 
52.3 
88.8 
5S.1 
35.6 
50.9 
37.4 


K^ 


t;::  l:: /  ,;-  i 
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No.  3 


OENEKAL  STTMMAKY. 

Abnormally  high  temperature  caused  the  continuance 
tliroughout  this  month  of  the  unseasonal  advance  of  vegetation 
that  had  started  in  the  preceding  month.  Peach,  plum,  and 
pear  buds  began  to  open  in  southern  districts  during  the  first 
week,  and  by  the  end  of  the  third  week  the  trees  were  in  full 
bloom  in  the  northern  counties.  Heavy  frosts  toward  the  end 
damaged  the  fruit  to  some  extent  in  the  northeastern  fourth  of  the 
States,  but  most  of  it  was  believed  to  be  safe  in  other  sections. 

\\'inter  grains,  alfalfa,  clover,  and  pastures  improved  steadily 
during  the  month.  In  many  fields  growth  became  so  rank  as 
to  place  the  plants  in  danger  from  possible  freezes.  From  its 
undersized  winter  condition  wheat  developed  to  a  stage  much 
ahead  of  its  usual  state.  Irregularity  in  growth  resulted  from 
the  effect  of  the  wet  weather  on  the  various  types  of  soil.  Some 
wheat  was  damaged  by  standing  water  on  the  flat  lands  and 
low  spots  of  the  central  and  western  counties.  S<-rawberries 
showed  occasional  blossoms  in  the  last  week,  and  budded  so 
freely  as  to  he  unusually  vulnerable  to  freezes.  Frecjuent  rain 
interfered  seriously  with  all  spring  work.  The  sowing  of  to- 
bacco plantbeds  was  possible  on  only  a  few  days,  therefore  the 
work  extended  throughout  the  month  and  had  scarcely  been 
completed  in  northern  sections  at  its  close.  Very  little  plowing 
could  be  done,  and  that  was  mainly  confined  to  upland  sod. 
Weather  conditions  were  more  favorable  for  stirring  the  soil  in 
the  southern  counties  than  in  the  northern  districts.  Some 
potato  planting  occurred  in  the  third  week,  but  the  work  could 
not  be  finished.  There  were  but  few  days  on  which  early  gar- 
dening could  be  done.  Such  cool  weather  vegetables  as  were 
planted  came  up  promptly  and  grew  rapidly. 

Seeding  on  grain  fields  proceeded  fairly  well,  but  the  phases 
of  this  work  that  required  soil  preparation  remained  backward. 
Progress  with  all  farming  and  garden  activities  was  best  on  the 
limestone  hills  and  uplands.  At  the  end  of  the  month  vegeta 
tion  was  at  least  two  weeks  ahead  of  the  season,  while  plowing 
and  planting  were  as  much  in  arrears. 


aii'l  ended  at  5:30  p,  m. 
A  child  was  burned  by 


and  about  180  yards  wide.  It  was  first  noticed  at  on 
The  damage  was  approximately  $2100,  most  of  It  In  Ar! 
llghtniiijrund  a  woman  rendered  temporarily  deaf. 

March  26.— A  windBtorm  at  (ieorgetown  caused  damatco  estimated  at  150,000  to 
one  business  block.    The  damage  was  mainly  to  roofs,  windows  and  stocks  In  store!) 


other  1 
streani- 
to  roaii 


Mar.' 


amago  estimated  at  $29,000  to  liouscs,  barns,  and 
I      n    i  '  :  n  1,    I       .;ii  1      f.ivingston,  and  Crittenden  counties.    Small 
(I  1.1  ins,  drowned  considerable  livestock.    Damage 

t  '  ii   '     1  ! 'a vless  counties  was  estimated  $106,0(10. 

V  1,       I,  I         1   ,       .  k  raised  stages  in  the  Ohio  above  80  feet  at 

wli.iih  ili(    M.i.t  ;,.,;. li  1,    J' iood  stauos  were  reached  at  some  lower  statlonfl 

Hill  lu  iiiosL  of  lliu  livansville  district  on  the  1  8th.    The  river  crested 

I'l.od  levels  from  Dam  47  lo  Cairo.    Western  lowlands  were  largely  under 

;;  I  lu!  month.    K.xcessive  rains  at  the  end  increased  this  Hooding. 


PRESSTJKE,  WIND,  HUMIDITY  AND  StTNSHINE. 


Cairo  Ill . 

Cincinnati Ohio 

Evansville Ind. 

Louisville   Ky. 


29.95 
29.99 
29.97 


29.45 
29.52 
29.  52 


COBIPAIIATIVE  DATA  FOR  ICAIICH. 


Temperature.         Precipitation        Number  of  days 


TEMPERATTJKE. 

With  breaks  of  one  to  two  days,  when  temperatures  averaged 
near  normal,  excesses  ranging  from  5°  to  25^  occurred  daily 
from  the  12th  to  the  end.  Temperatures  were  also  above  nor- 
mal on  most  days  in  the  first  decade.  Maxima  above  70*^  were 
frequent,  and  on  a  few  days  in  the  last  half  they  reached  80^. 
After  the  first  week,  temperatures  seldom  fell  to  freezing.  Ex- 
tremes for  the  State  were  86'"  at  Pippapass  on  the  21st,  and  11° 
at  Cumberland  and  Farmers  on  the  1st. 


PRECIPITATION. 

Precipitation  averaged  far  above  normal      The  area  extend 
ing  horn  the  I  ureha^e  to  the  lowei  Cumberland  ^  allev  lecened 


ith  thi  nderstorms  w  t 


Mauh  15  —A  tornado 
of  Columl  u  Ky  and  mo\ 
northwfc'.t  of  Arlington  K^ 


t2  1  2mi'e  <:  uth 
t  about  I  4  rule 
I  g  m  Kentucky 


1890 

1891 

1892.... 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901.... 

1902 

1903 

1904 

1905 

1906 

1907 

1908........ 

1909 

1910 

1911 

1912,... 

1913.... 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 . . . . 

1922 

1923 

1924 . 

iq"5 

D-^t 

19  7 

1  28 

1929 

930 

9^1 

19  2   

19o3   

1934 ■•    • 

1935   

1936 

1937 

1  ns 

Ppriod    

t49  year  averages 


40.5 

41.2 

41.8 

40.6 

45.0 

50.8 

45.0 

41.1 

49.6 

50.7 

4.3.9 

42.8 

46.4 

47.2 

52.5 

47.7 

52.2 

89.2 

54.9 

51.8 

44.8 

55.0 

46.0 

41.3 

46.5 

41.8 

37.8 

43.5 

45.9 

51.6 

47.6 

46.3 

56.7 

49.4 

45.6 

41.5 

49.2 

40.2 

48.4 

45.6 

52.0 

44.5 

41.4 

41.2 

46.0 

43.6 

54.6 

50.7 

42.2 

S3. 7 

46.4 

2.72 
3.17 
6.16 
7.94 
7.59 


4.43 
6.26 
4.45 
6.37 


5.14 
0.79 
2.57 


3.  59 
2.80 
6.04 
2.64 


4.95 
5.52 
4.83 
9. 56 
4.85 
1.43 
6.29 
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Climatologicai  Data  foi  llarch,    193S. 


■2 

^ 

g 

g 

g   . 

g 

oS 

.2 

g 

1 

s 

^ 

441 

2 

437 

84 

420 

44 

350 

q 

519 

21 

382 

16 

524 

42 

445 

9 

364 

29 

412 

12 

420 

41 

404 

10 

341 

IS 

529 

31 

384 

■21 

590 

?5 

357 

10 

852 

10 

Tun     38 

42 

Temperature,  in  degrees  Fahr. 


FreciDitotion  in  inches  Number  of  days- 


\l'efteri)  Divisioi 

Beaver  Dam 

Birmingham 

Calhoun 

Earlington 

Fords  Ferry,  Dam  50  . . 

Greenville   

Henderson 

Hopkinsville 

Lovelaceville 

Mayfield 

Murray 

Owonsboro 

Oweusboro,  Dam  46. .  • 

Paducah  *• 

Princeton 

Rumsey.Lock2t 

Russellville 

Uniontown.  Dam  49. . . 
Ventral  Division. 

Addison,  Dam  45 

Ancliorage 

Bowling  Green 

Brownsville, Lock  6i.. 

Burnside 

Carrolltou,  Lock  1 

C:old  Sprin;^,  Dam  36. .  ■ 

Danville 

Dix  Dam,  Burgin 

Eubank  

Frankfort,  Lock  4 

Gest,  Lock  3 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7. . 

Irvington 

Lancaster 

Leitchfield 

Lexington 

LittleHickraan,Lock81 

Lockport,  Lock  2 

Louisville 

Do.  Bowman  Field. . 

JIammoth  Cave 

Munfordville 

8t.  Jonn 

Salviaa.Lockel 

Shelbyville 

Shepherdsville 

Smith's  Grove 

Stearns  

Tyrone,  Lock  51    

Williamstown 

Woodbury,  Lock  4  t.  . . 
Eastern  Division. 

Annville 

Asliland   

Berca 

College  Hill,  Lock  11... 

Cumberland  

Cynthiana 

Falmouth 

Farmers   

Fleiningsburg   

Ford,  Lock  10^ 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . . 
Jackson  


Louisa 

Maysville,  Dam  S3  .... 

Middle.sboro 

Mount  Sterling 

Oneida   

Oneonta,  Dam  351 

Palntsville 

Pikeville 

Pippnpass 

Quicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. . . 
Vanceburg,  Dam  32  — 

Williamsburg 

Willow,  Lock  13 

Winchester  

Slate  averages  and  ex 


Ohio 

.Marshall  .... 

Mc,  ean 

Hopkins.... 
Crittenden  . . 
Muhlenburg. 
Henderson . . 

Christian 

Ballard 

Calloway — 
Graves 


Davit'ss. 
JlcCrack 
Caldwell 
:McLeau 
Logan  . 
Union    . 


Warren. 
K(!ii-MUia< 
Pulaski. 
Carroll  . 
C:iiui)bel 
Boyle  .. 
^Mercer. . 
Pulaski. 
Franklir 
Henry  . . 


Green  

.Jessamine 

Brecldnridge 

Garrard 

Grayson 

Fayette 

.Tessaraine   ... 

Henry , 

.Tefferson 

Jefferson 

Edmonson ... 

Hart 

Hardin 

Mercer 

Shelby 

Bullitt 

Warren 

McCrearv 

Anderson 

Grant 

Butler 


Jackson  

Boyd 

Madison 

Madison 

Harlan 

Harrison 

Pendleton 

Rowan 

Fhiraing  

Clark    

Greenup 

Perry  

Lee  

Breathitt 

Letcher 

Lawrence 

Mason 

Bell 

Montgomery  . 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breathitt 

Estill   

Madison 

Madison 

Lewis 

Wliitley 

Lee   

Clark   

tremes 


4   6.4 

+  6.5 
+  6 


8. 35' +3. 78 
6.49;  + 

12.001  +  6.97 
7. 031+2. 6J 
8.571+3.16 
4.S8+0.0] 
9.55I+3.86 
4  631+0.60 

10. 04+4.  0<) 
9.97I+5.7O 
9.991  +  6.22 
7.90I+S.47 
7.63+3.63 
8.62+4.12 
3.27  -1.50 
5.19+1.26 


+4.93 
+3.86 
+0.65 
+  0.89 
+2.  41 
+8.78 
+2.14 
+2.01 
+2.14 
+0.61 
+0.12 
+3.18 
+2.15 
+0.17 
+  1.54 
+  S  07 


.5^-1.701   1.67 


7.56+3.14 

6.661  +  1.24 

5.641+1.28 

8.35+3.91 

6.76+2.37 

6.  23  . . 

7.77.. 

5.87+2.10 

7.73+3.09 

6.22  +2.04 

6.601+1.75 

5.961 

8.16 


5.78+2.13 
6.60+2.56 
6.22J  +  1.68 

S-.W 


4. 00; -0.32 
4.73'-0.26 
5.7l!  +  1.12 

4. .30' 

4.81'+0  61 
6.53I+2.4I 
5.91|  +  1.4J 
5.201+1.00 
5.30|+1.14 


4.73i  +  l 

6.10+1. 

6.151 

7.00 

3.65-4.20 

4.'J7-( 

5.6l!  +  1.37 

5.321+0. 

4.65— O-'" 

6.52 

5-08+1.27 

5.461 

4.071-0.25 

5.44' 

6.87+1  CO 

3.  S3    -0  13    0.87 

|-,.15  +1.7fii  1.70 

5.  K'.)  -I-  l.Oij  1..55 

5.f:2  +0.98'   1. 11 

4.01  -0.64    0.82 

5.89+1.59;  1.66 

5.f,o: 1.28 

6.29+1.60   7.84 


0.90 


Eldi'ed  G.  Young. 

Tennessee  Valley  Authority. 

K.  C  aeunett. 

Brick  Southworth. 

Lock  master. 

C.  R.  Lovell. 

Frank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Pat  W.   Wear. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore. 

-Dr.  W.  L.  Cash. 

Lockmaster. 

Wni.  Shplron. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

KenuioUy  Utilities  Co. 

Mr,s.  Iiatie  Payne. 

Lockmaster. 

Lockmaster. 

Lockma-ster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

W.  J,  Piggot. 

Walter  Killion. 

H.  H.  Willis. 

U.  S-  Weather  Bureau 

Lockmaster. 

Lockmaster. 

11.  S.  Weather  Burpaii. 

U    S-  Dppt.  of  Commerce. 

Ivan  J-  Kllsworth. 

Mrs.  M.  W.  Price. 

Sisters  of  Loretto. 

Lockmaster. 

Miss  RuthRatta, 

A.  McLeod. 

Airway  Station. 

Airway  Station. 

Lockmaster. 

Miss  Nettie  B.   Simjjsou. 

Lockmaster- 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambrose. 

Lockmaster. 

C.  Bertraud  Fields, 

.T  .'v. Oldham. 
Mrs.  R-  F.  Stamper. 
('.  A.  (ilascock 
lA>r'juii;:ster. 


Loeki 
,;as.  1 
R.J. 
.lacol 

1  aster. 
-  Golf. 
Howard. 
Workman 

^f;^? 

lastor. 
cw  Woods 

W.  R 

McKee. 

Joe  L 
Locki 

Mam 
U.  S 

<Tay. 

la-tor. 

R. 

Lock  I 

la.-^U'i'. 

Wadeiy  West, 
Lockmaster. 
Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
id  in  determining  section  or  division  means.  tRumscy,  Brownsville  and  Woodbury  are  Locks  on  tlie  0  [  on  River;  other  Locks  are  on  ttie  Kentncky  River 

Reference  letters,  »,'','',  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  d  :■      ;   .  i  '  ;  1 1,  1  'ii  a  s,  itc. 

t  Also  on  other  dates.    t+ Received  too  lat<>  to  be  included  in  means  and  summaries.         T   Prn  ,     i     ■  'i  :  :i  >  01  inch  ram  or  melterlsnow 

IPost^oflfice  addresses:— Lock  5,Lawrencehiir:;.Ky.  ;  Locke,  VHr»aille8,Kv.  ;  Lock  S.KicIiobisvin  -  :.iiseKy.  ; 

Oneonta.  California.  Ky.  •  •  Prcci;.iiM  '  n  :  -  '     ■.     1    iin-ers. 
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Dl.lMATOLOCilCAl.   DATA:   KENTUCKY  SKCTU^N 


Daily  Precipitation  for  March,  1938. 


XVentem  Division 

Bcftver  Dam 

Hlrnilnghaiu  

c'alliouu 

Ksuliniftoii 

Fords  Ferry  Dam  501i  II 

Ureonvillt* 

Henderson 

HopkinsviUfi 

Lovelacoville 

Mnyaeld  

Murray  

t>\vensDoro 

Oweusboro,  Dam  46  II  ll 

Pftdiioah 

I'riiicetoni     

'iiuiisoy.  Lock  No.  2  (1 

R.issellvilleU    

I'liioutowii.  Dam  49iM 

Cenlrnl  Division 

Addison,  Dam  45-1111 

Anchorase 

Bowliiur  Green —  . 

liiowusville,  Lock  No.  611 II 

Burnsidelll   

CarrolUou  |i  |1  Lock  No.  1 

Cold  Spring,  Dam  861i  II 

Danville........--;, 

Dix  D.im,  Burgm  |||| 

Eubank  ..-..■ 

Frankf  ortll  li ,  Lock  No .  4 

Gest,  Lock  No.  3  111 

Grant,  Dam  33111! 

(■Jreensburg 

High  Bridge, Lock  No.  71l||.... 

[vviuglou  

Lancasterllll 

Loitehtield   

Lexington  *** 

Little  Ilickraiin,  Lock  No.  S  11! 

Lockport,  Lock  No .  -2  II 11 

Louisville***  

Do.  Bowman  Field 

Mammoth  Cave 

.Mia.fordville 

-"'  ■■'  N.V6iiY.'.V.V.V.V.V 


.511 11  .... 
No'.  4  ill' 


9     10     11     12     la     14 


Ho:;;.  Diimss. 

^teriing'.^i:;; 


v.:i.co!)ur5.1Vim:: 
v,"iliiamsburgi;l!.  • 
Willow,  Lock  No. 
Winchester 


.40  1.10 
.061.49 
.071.57 


.40 

.S7 

.06 

Ifi 

•r. 

T. 

.22  .17'8.6: 
.261.051.8' 
.821  .55 
.32  .68 
.08  T 
....  2.23 
T.  11.16 
01 
.02 
.48 


6 
2.32 
1.58;1.32 
1.05, 

.32   .69 


7.88 

lJ.33 

e.ig 

12.00 
7.03 
8.67 
i.M 
9.66 
4.63 

10.04 
9.97 
9.99 
7.98 
7.63 


6.69 
5.S2 
S.84 
5.32 
4.80 
7.74 
6.17 
5.24 
5.84 
7.64 
6.,'i5 


5.87 
7.73 
6.22 
6.50 
5.96 
C.16 
3.76 
5.78 
6.60 
6.22 


4.81 
6.53 
5.91 
6.29 
5.30 
4.73 
6.10 
6.15 
7.00 
3.  .55 
4.97 
8.61 
5.32 
4.66 
6.52 
5.08 
S.46 
4.07 
5.44 
6.87 
8.83 
6.15 
5.69 


Except  as  otherwise  indicated  obsei-rations  are  generally  made  lute  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endingat  the 
time  of  observntion. 

(Reference  mark  ***)  Resrular  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight. 

HI  Precipitation  measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.       *  Precipitation  incli:ded  in  the  next  following  measurement, 
t Separate  dates  of  falls  not  recorded.       T.  Trace,  or  less  than  0.01  inch. 

River  drain.ige  area  in  which  station  is  located  is  indicated  as  follows:  (B)Big  Sandy    (L)  Licking:  (K)  Kentncky;  (S)  Salt;  (G)  Green;  (CiCumberland 
'T)  Tennessee:  (O)Ohio:  (M)  Mississippi. 
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CLIMATOLOGICAL  DATA:  KEN1U(JKY  SECTION. 


March,  19o8 


Daily  Temperatures  for  March,  1988. 

stations. 

_L 

2 

A 

4 

5 

6 

A 

8 

9 

10 

11 

12 

H 

14      15 

16 

A 

18 

A 

20 

A 

22 

A 

24 

A 

26 

A 

28 

A 

^ 

A 

Mean 

Western 

DivUinn. 

)  Maximum  .  •  • 

54 

60 

56 

Tfi 

70 

56 

68 

56 

46 

54 

70 

70 

«8 

79 

72 

64 

70 

60 

74 

83 

83 

72 

62 

70 

70 

68 

64 

78 

80 

66  4 

Boaver  Dam  ■  ■  ■  • 

•■""  (Minimum.... 

20 

41 

44 

36 

BO 

80 

24 

34 

42 

40 

36 

32 

66 

48 

64 

43 

31 

48 

62 

49 

62 

50 

35 

40 

52 

41 

40 

56 

63 

56 

44^0 

;Maximiuii  . .. 

41 

55 

76 

71 

49 

57 

67 

53 

66 

56 

71 

71 

66 

79 

66 

56 

71 

74 

83 

82 

72 

61 

70 

71 

60 

65 

78 

78 

66.2 

Calhoun 

IMinimuin 

19 

20 

42 

38 

43 

31 

23 

34 

39 

39 

37 

30 

54 

87 

62 

55 

43 

33 

60 

60 

45 

62 

50 

34 

43 

61 

41 

87 

56 

69 

.52 

42.1 

j  Maximum  . . . 

55 

62 

59 

76 

76 

52 

56 

65 

65 

47 

55 

71 

73 

70 

80 

78 

56 

76 

73 

72 

83 

82 

72 

62 

82 

76 

59 

64 

82 

79 

68.9 

Earllngton 

(  Minimum 

20 

44 

42 

40 

52 

31 

24 

43 

44 

40 

86 

32 

56 

56 

5C 

61 

42 

33 

£3 

55 

46 

65 

62 

35 

42 

56 

42 

40 

57 

62 

65 

46.0 

i  Maximum  . . . 

64 

62 

58 

76 

73 

53 

54 

67 

62 

44 

55 

70 

72 

67 

79 

77 

55 

71 

70 

71 

82 

76 

62 

80 

78 

57 

03 

78 

80 

77 

67.9 

Greenville 

■■■■  1  Minimum .... 

17 

38 

41 

37 

52 

29 

20 

38 

42 

S8 

33 

29 

44 

54 

48 

5,5 

40 

31 

50 

51 

44 

62 

51 

84 

36 

60 

40 

38 

34 

68 

60 

41.4 

1  Maximum  ■ , . 

54 

57 

54 

76 

71 

45 

55 

66 

55 

50 

70 

66 

64 

78 

68 

51 

71 

63 

73 

82 

80 

72 

62 

70 

61 

63 

78 

78 

75 

65.3 

TTAnHArcnTI 

2( 
54 

39 
61 

89 

60 

39 
78 

44 

71 

81 
53 

24 

50 

36 
66 

43 

57 

36 

53 
71 

61 
73 

46 

80 

54 
74 

41 
55 

35 
72 

61 

54 
59 

Bi 
83 

62 
81 

s 

35 
64 

43 
80 

60 
62 

40 
60 

57 
79 

61 
81 

64 
70 

43.7 
66.5 

tieuuer&uu 

•  "     1  Minimum  .... 

)  Maximum  . . . 

(  Minimum 

44 
50 

60 

Hopkiusville   ... 

21 

36 

43 

41 

52 

30 

24 

31 

45 

41 

35 

83 

52 

54 

52 

54 

44 

35 

4D 

48 

48 

59 

44 

88 

42 

48 

42 

44 

68 

58 

53 

48.8 

j  Maximum  . . . 

53 

60 

58 

75 

75 

f^ 

55 

68 

65 

45 

60 

68 

70 

67 

75 

72 

56 

71 

70 

09 

80 

77 

62 

65 

77 

71 

65 

56 

76 

79 

77 

66.4 

Lovelaceville  .... 

1  Minimum 

29 

40 

41 

40 

53 

22 

34 

46 

42 

SO 

35 

56 

52 

51 

54 

44 

38 

60 

53 

44 

62 

51 

88 

47 

48 

44 

44 

55 

60 

52 

44  8 

j  Maximum  . . . 

53 

62 

60 

77 

74 

51 

54 

63 

63 

48 

54 

67 

69 

77 

75 

51 

70 

70 

64 

78 

77 

68 

61 

78 

75 

55 

58 

77 

78 

76 

66.3 

Mayfield 

(  Minimum 

\  Maximum  . . . 

23 

41 

41 

58 

42 

43 

63 

74 

62 

34 

71 

61 

27 

43 
50 

39 

42 
62 

89 

45 
64 

42 

43 
51 

83 

35 
65 

41 

39 
70 

57 

66 
66 

53 

.56 
64 

82 

57 
78 

63 

52 
73 

14 

45 

64 

40 

39 
64 

62 

54 
64 

60 
50 

60 

50 
80 

62 

61 

80 

52 
?5 

40 

42 

62 

41 

49 
49 

43 
48 

40 

44 
64 

56 

68 
76 

66 

08 
76 

54 

56 
73 

46.3 

"'47'.0 
66.8 

Murray  

••■•  /  Minimum.... 
J  Maximum  . . . 

5; 

Oweusboro 

1  Minimum 

21 

33 

35 

35 

60 

27 

24 

40 

40 

85 

35 

33 

60 

62 

43 

53 

34 

54 

68 

49 

60 

47 

36 

40 

40 

3S 

39 

51 

51 

52 

41.8 

:Maximum  • . . 

51 

61 

59 

77 

66 

47 

56 

68 

63 

47 

70 

70 

70 

79 

73 

56 

73 

70 

72 

82 

80 

69 

64 

78 

71 

58 

60 

80 

74 

67.4 

Paducah 

41 

41 

41 

45 

33 

25 

38 

46 

35 

38 

58 

54 

61 

55 

14 

40 

64 

54 

54 

64 

53 

S9 

48 

52 

44 

42 

68 

60 

54 

46.0 

J  Maximum.  .. 
(  Minimum 

57 

62 

78 

71 

51 

58 

68 

56 

47 

67 

72 

08 

79 

66 

55 

72 

65 

73 

84 

82 

65 

65 

81 

72 

69 

60 

80 

bO 

76 

67.3 

Princeton 

21 

40 

43 

43 

61 

31 

24 

84 

46 

41 

37 

33 

58 

56 

50 

55 

41 

35 

51 

54 

45 

61 

54 

48 

45 

51 

43 

43 

67 

63 

54 

45.6 

J  Maximum  . . . 

55 

62 

56 

75 

68 

41 

54 

57 

61 

48 

68 

72 

73 

80 

48 

67 

59 

70 

82 

81 

59 

78 

6i 

67 

63 

75 

73 

CB 

"64.3 

Russell  villegS.... 

1  Minimum.... 

19 

21 

40 

39 

42 

30 

24 

36 

39 

42 

87 

31 

85 

54 

51 

53 

43 

34 

36 

47 

47 

50 

60 

36 

41 

42 

41 

42 

44 

68 

53 

40.8 

Cena-al  Divisinn. 

I  Maximum 

51 

57 

54 

65 

65 

45 

49 

61 

48 

47 

49 

67 

60 

68 

74 

70 

63 

65 

65 

70 

79 

82 

77 

66 

60 

65 

68 

64 

77 

73 

71 

63.1 

Anchorage 

i  Minimum 

31 

34 

31 

45 

31 

20 

31 

37 

34 

34 

28 

51 

43 

40 

63 

41 

29 

41 

51 

44 

54 

46 

29 

37 

48 

34 

34 

66 

61 

Bl 

39.2 

i  Maximum  . . . 

66 

63 
40 

64 

73 

69 

43 

65 

68 

6! 

47 

67 

70 

70 

73 

70 

74 

63 

73 

65 

72 

82 

83 

63 

78 

72 

63 

69 

77 

82 

'■67. 5 

Bowling  Green.. 

■■■■  1  Minimum.... 

22 

4B 

40 

43 

27 

45 

42 

39 

43 

53 

64 

52 

57 

42 

37 

45 

50 

65 

60 

51 

43 

39 

65 

i'i 

39 

67 

62 

•45.4 

)  Maximum  . .. 

54 

69 

53 

66 

73 

54 

61 

6L 

56 

46 

47 

66 

70 

68 

78 

76 

64 

65 

63 

69 

80 

83 

72 

55 

63 

69 

57 

67 

74 

81 

76 

65.0 

Danville 

—  i  Minimum 

18 

30 

35 

33 

53 

2W 

25 

37 

34 

3.3 

35 

29 

47 

53 

41 

50 

40 

31 

38 

47 

40 

53 

51 

31 

30 

51 

34 

31 

54 

61 

63 

39-8 

j  Maximum  . . . 
•  •  •  •  1  Minimum .... 

46 

58 

54 

62 

71 

54 

51 

61 

61 

52 

46 

66 

67 

65 

7C 

75 

70 

65 

64 

70 

80 

84 

58 

63 

08 

59 

68 

74 

78 

77 

66.0 

Dix  Dam 

20 

36 

39 

86 

64 

31 

26 

36 

38 

38 

31 

50 

56 

43 

69 

43 

85 

39 

50 

42 

60 

58 

34 

35 

55 

37 

33 

57 

63 

60 

42.4 

Eubank  

j  Maximum  . . . 
1  Minimum 

'■' 

•■ 

• 

■; 

S  Maximum  . . . 

53 

55 

55 

65 

69 

56 

51 

63 

58 

60 

49 

66 

64 

05 

75 

7.5 

63 

64 

68 

71 

79 

82 

68 

68 

60 

67 

61 

66 

74 

78 

76 

"m'.3 

Frankfort 

■•••  1  Minimum.... 

18 

31 

36 

80 

46 

32 

25 

34 

31 

36 

28 

27 

54 

47 

41 

56 

42 

33 

33 

62 

41 

49 

62 

32 

H5 

54 

36 

32 

58 

64 

61 

40.5 

j  Maximum  . . . 

6() 

60 

50 

74 

73 

57 

53 

66 

62 

48 

55 

69 

73 

72 

79 

76 

63 

72 

66 

72 

82 

82 

73 

59 

69 

69 

59 

68 

75 

82 

77 

67.5 

Greensburg 

(  Minimum 

15 

83 

34 

55 

29 

21 

29 

36 

38 

38 

24 

53 

63 

45 

56 

40 

32 

37 

47 

41 

51 

52 

83 

81 

54 

38 

32 

56 

61 

69 

40.7 

Jlaximum  . . . 

52 

53 

69 

67 

48 

«2 

62 

59 

48 

52 

67 

62 

61 

78 

55 

68 

62 

69 

79 

75 

58 

62 

7i 

57 

65 

74 

77 

74 

•64.2 

Irvington 

!  Minimum 

21 

43 

29 

26 

41 

39 

37 

36 

62 

4i 

43 

65 

42 

34 

51 

52 

52 

62 

49 

35 

43 

62 

?l 

39 

58 

61 

58 

•43.  9 

\  Maximum  . . . 
(  Minimum 

53 

60 

55 

71 

68 

50 

61 

63 

58 

45 

50 

68 

67 

78 

75 

55 

68 

69 

80 

82 

74 

59 

66 

67 

66 

74 

77 

74 

66.0 

Leitch.'ieia 

20 

38 

39 

50 

2C 

23 

35 

42 

39 

34 

53 

56 

45 

65 

40 

85 

48 

82 

61 

61 

49 

36 

40 

52 

89 

39 

66 

61 

66 

43  2 

)  Maximum  . . . 
/  Minimum 

60 

54 

50 

59 

70 

48 

62 

49 

48 

46 

65 

61 

64 

75 

74 

50 

64 

65 

67 

80 

81 

67 

66 

C5 

67 

69 

66 

73 

78 

71 

62.0 

Lexington  

20 

85 

31 

38 

27 

25 

83 

32 

32 

49 

42 

40 

50 

43 

32 

44 

48 

48 

47 

42 

33 

40 

4C 

85 

36 

56 

62 

42 

39.0 

j  Maximum  . . . 

61 

58 

63 

68 

67 

38 

49 

62 

49 

47 

52 

67 

63 

75 

69 

47 

66 

64 

69 

78 

81 

69 

5f 

07 

67 

57 

65 

73 

77 

73 

62.4 

Louisville 

*  *  * '  (  Minimum .... 

26 

42 

31 

3S 

29 

29 

42 

40 

37 

87 

38 

52 

41 

41 

47 

42 

39 

49 

55 

52 

63 

43 

38 

43 

43 

38 

42 

57 

62 

60 

42.5 

52 

56 

46 

67 

67 

50 

62 

50 

46 

51 

68 

77 

68 

46 

68 

65 

70 

80 

81 

65 

69 

57 

57 

00 

65 

72 

77 

64 

61.6 

Do .  Bowman  Fiem  ;iirni"mum . '. '. '. 

22 

38 

82 

67 

3! 

27 

40 

34 

38 

34 

51 

54 

42 

57 

43 

34 

48 

64 

62 

68 

63 

35 

41 

55 

87 

39 

57 

06 

62 

44.5 

S  Maximum  ... 

64 

61 

55 

73 

75 

52 

53 

65 

65 

69 

51 

68 

77 

78 

79 

75 

76 

70 

72 

72 

82 

84 

83 

81 

80 

60 

85 

77 

84 

81 

71.3 

Mammoth  Ca ve- 

•••• 1  Minimum 

13 

43 

39 

35 

49 

28 

19 

35 

36 

36 

34 

28 

55 

52 

46 

55 

40 

32 

41 

46 

43 

62 

48 

32 

34 

37 

37 

65 

00 

.'.7 

40.7 

j  Maximum  . . . 

60 

67 

54 

69 

65 

54 

67 

65 

68 

60 

51 

66 

62 

70 

75 

67 

68 

69 

68 

78 

81 

76 

64 

02 

77 

6^ 

69 

79 

76 

76 

66.8 

st.  John .. 

i  Minimum  — 

18 

25 

39 

35 

30 

29 

22 

30 

47 

40 

82 

28 

49 

43 

45 

43 

41 

31 

4S 

62 

48 

53 

47 

38 

37 

52 

38 

37 

55 

60 

57 

40.2 

\  Maximum  . . . 

50 

54 

54 

55 

64 

51 

49 

62 

56 

45 

49 

65 

60 

68 

71 

70 

57 

64 

64 

68 

77 

78 

56 

64 

68 

63 

58 

64 

69 

73 

73 

60.9 

Shelby ville  

—  (  Minimum 

18 

83 

34 

28 

60 

29 

24 

S3 

35 

35 

32 

30 

49 

45 

39 

56 

41 

29 

42 

SO 

48 

55 

49 

31 

38 

51 

34 

35 

65 

61 

53 

39.4 

1  Maximum  .  .  • 

64 

61 

62 

73 

71 

63 

66 

54 

68 

68 

72 

73 

80 

71 

47 

71 

61 

68 

81 

83 

68 

62 

74 

64 

57 

68 

75 

80 

66 

65.0 

Smith's  Grove  •■ 

■  ""  (  Minimum 

18 

32 

44 

39 

59 

31 

24 

34 

40 

42 

36 

29 

64 

40 

48 

56 

42 

35 

45 

47 

46 

58 

62 

37 

37 

58 

39 

88 

44 

61 

68 

42.7 

; Maximum  . . . 

54 

67 

56 

60 

63 

36 

52 

63 

54 

45 

59 

66 

GS 

75 

74 

71 

44 

69 

60 

72 

81 

80 

70 

f9 

70 

64 

55 

67 

72 

79 

68 

63.7 

Stearns ...  

••••   :Miuimum.... 

18 

36 

51 

37 

36 

35 

22 

28 

41 

42 

32 

52 

51 

60 

58 

43 

37 

41 

82 

47 

58 

60 

40 

34 

68 

60 

39 

37 

50 

61 

46 

43.2 

J  Maximum  . . . 
•■•■  /Minimum.... 

53 

66 

64 

43 

69 

55 

60 

60 

67 

51 

50 

64 

6^ 

68 

68 

75 

63 

65 

68 

71 

81 

81 

71 

60 

63 

63 

6'. 

76 

71 

71 

63.3 

Williamstown  . . 

20 

S5 

33 

27 

41 

29 

24 

86 

32 

34 

31 

33 

49 

44 

65 

40 

32 

88 

61 

46 

68 

53 

32 

35 

62 

33 

37 

52 

02 

60 

40.0 

Eastern 

Division. 

S  Maximum  . . . 

51 

59 

45 

49 

73 

63 

60 

63 

55 

48 

46 

65 

68 

67 

73 

82 

56 

57 

77 

66 

82 

84 

66 

68 

66 

68 

61 

06 

82 

74 

64.3 

Ashland   

•••■  (Minimum.... 

29 

20 

36 

31 

41 

31 

30 

37 

29 

35 

28 

3( 

44 

47 

41 

63 

47 

40 

34 

64 

42 

47 

66 

4/ 

34 

66 

34 

32 

51 

5^ 

57 

40.2 

i  Maximum  . . . 

BO 

59 

56 

66 

71 

64 

52 

61 

58 

47 

47 

55 

70 

67 

77 

74 

67 

69 

66 

70 

82 

72 

56 

08 

67 

60 

70 

76 

80 

77 

05.4 

1! 
53 

38 

56 

36 

58 

63 
72 

29 
70 

26 

40 
62 

36 
50 

34 
45 

81 
60 

40 
65 

43 

76 

57 
75 

33 
67 

43 
«0 

62 
65 

46 
72 

69 

8! 

53 

79 

34 

67 

37 

40 
67 

34 

58 

62 

59 



/  Minimum 

Maximum  . . . 

34 
64 

60 

7J 

78 

69 

80 

69 

74 

80 

80 

67,6 

Cumberland... 

27 

30 

37 

60 

62 

31 

30 

31 

40 

36 

32 

36 

47 

61 

61 

60 

30 

85 

48 

66 

54 

61 

43 

32 

38 

57 

29 

57 

0,8 

63 

43.6 

Maximum  . . . 

53 

67 

55 

54 

74 

67 

60 

60 

59 

50 

48 

65 

64 

64 

73 

74 

65 

72 

64 

78 

81 

61 

57 

66 

73 

61 

70 

76 

76 

7J 

65.4 

Farmers 

■■■•    Minimum... 

11 

21 

36 

30 

39 

28 

23 

26 

24 

84 

24 

25 

60 

48 

40 

58 

41 

31 

28 

46 

31 

41 

54 

"3 

30 

6? 

:-;o 

37 

^1' 

61 

69 

36.6 

Maximum  . . . 

55 

59 

67 

62 

73 

70 

52 

63 

59 

61 

46 

Of 

75 

72 

78 

76 

73 

67 

67 

69 

82 

78 

78 

01 

OS 

70 

Oi! 

82 

82 

67.7 

Heidelberg 

••••  1  Minimum.... 

13 

26 

41 

35 

48 

33 

25 

30 

30 

44 

32 

SO 

39 

48 

47 

59 

40 

39 

32 

49 

42 

46 

V.'i 

5« 

:'■! 

3f 

54 

67 

40.3 

(Maximum. .. 

5C 

56 

65 

46 

70 

64 

49 

58 

65 

48 

46 

64 

61 

61 

66 

76 

69 

62 

72 

69 

79 

83 

09 

60 

Oifi 

07 

on 

6^ 

IC 

71 

71 

9.0 

Maysville 

(  Minimum 

11 

34 

29 

43 

32 

28 

34 

28 

35 

28 

29 

50 

47 

39 

53 

45 

87 

3S 

52 

44 

4h 

8,. 

34 

S4 

34 

33 

r.5 

03 

60 

40.3 

i  Maximum  . . . 

53 

67 

59 

64 

67 

67 

62 

65 

63 

69 

52 

65 

63 

73 

76 

74 

71 

68 

67 

75 

76 

80 

74 

ro 

OS 

08 

04 

I'M 

72 

79 

78 

67.6 

Middlesboro.... 

/  Minimum 

17 

29 

48 

42 

52 

63 

2.' 

30 

36 

42 

40 

30 

53 

68 

61 

6P 

45 

36 

33 

5'j 

fl 

14 

65 

45 

31 

50 

60 

62 

43.8 

;  Maximum  . .. 

28 

26 

34 

54 

70 

55 

60 

40 

46 

4B 

63 

65 

63 

78 

75 

06 

61 

67 

75 

80 

84 

70 

75 

0.5 

00 

63 

72 

74 

72 

76 

60.6 

Mount  Sterling 

■•••   :Minimum.... 

U 

20 

26 

48 

50 

22 

22 

38 

80 

38 

3f 

50 

46 

46 

40 

55 

42 

84 

34 

39 

41 

70 

.    60 

33 

34 

30 

as 

42 

46 

44 

60 

38.8 

j  Maximum... 
•■••  1  Minimum.... 

67 

59 

48 

C2 

75 

39 

64 

63 

51 

46 

48 

64 

70 

73 

80 

76 

64 

64 

76 

73 

84 

83 

75 

01 

67 

07 

62 

73 

76 

84 

7''' 

66.7 

Pikeville 

IS 

26 

3S 

39 

48 

39 

28 

32 

30 
66 

40 

36 

33 

38 

59 

50 

62 

60 

41 

35 

49 

45 

48 

68 

4n 

34 

0? 

^1 

32 

59 

50 

61 

43.0 

J  Maximum  ... 

S*- 

62 

68 

71 

74 

75 

63 

B.-i 

65 

63 

77 

75 

77 

81 

84 

77 

66 

77 

76 

86 

86 

74 

65 

75 

85 

84 

73.1 

Pippapass   

—  I  Minimum 

18 

n 

28 

38 

51 

32 

26 

33 

31 

.<il 

32 

32 

40 

5( 

57 

40 

41 

S3 

48 

42 

48 

b':^ 

41 

67 

4f 

SO 

51 

67 

62 

40.8 

:  Maximum .  •• 

53 

61 

74 

64 

51 

66 

51 

52 

31 

65 

8! 

77 

77 

60 

66 

72 

70 

83 

82 

76 

on 

'70 

7i 

02 

70 

72 

74 

■■66.4 

Qnlcks:ind 

••••   :Minimum.... 

14 

24 

32 

29 

23 

29 

28 

88 

29 

33 

39 

49 

46 

55 

38 

JI 

48 

39 

44 

46 

31 

31 

55 

36 

28 

'■' 

56 

62 

"37.9 

;  Maximum  . .. 

60 

50 

50 

60 

70 

56 

50 

63 

55 

46 

45 

63 

65 

60 

72 

73 

£r 

62 

65 

66 

78 

80 

65 

58 

05 

or 

00 

68 

74 

78 

68 

62.1 

Richmond 

•■■'   iMinimum.... 

23 

37 

35 

48 

65 

33 

33 

40 

38 

86 

34 

52 

63 

44 

60 

43 

35 

46 

53 

55 

62 

PO 

.■^.5 

40 

55 

?^ 

37 

5<; 

63 

60 

45.0 

:Maximum .  •  • 

58 

63 

63 

69 

89 

57 

74 

65 

64 

60 

50 

02 

72 

78 

71 

72 

70 

74 

63 

75 

80 

81 

71 

71 

71 

71 

59 

69 

76 

83 

71 

£8.2 

Williamsburg  •• 

••••    :Minimum.... 

1- 

29 

42 

39 

28 

25 

23 

81 

31 

41 

40 

31 

50 

68 

51 

63 

31 

85 

48 

44 

48 

60 
66 
60 

49 

33 

55 

42 

33 

li 

61 

52 

40.7 

Wirifhpiitpr 

(  Maximum  ... 

50 

86 

66 

67 

71 

32 

48 

69 

fc 

46 

44 

62 

fo 

62 

75 

72 

46 

61 

Ji 

66 
50 

76 

47 

80 
6," 

62 

00 

58 

55 

66 
36 

72 

56 

75 
62 

68 
56 

60  3 
42.3 

wincne-sier    (Minimum.... 

20 

34 

46 

S2 

51" 

80 

26 

55 

36 

3f 

3? 

26 

49 

64 

40 

66 

4.' 

33 

36 

— Ill 

SSInstruments  are  read  in  the  morning:  the  maximum  temperature  thou  read  is  oharjrc^d  to  the  prycerlins  dn 
•.''.•  etc.  indic.*te  r«spcotivoly  1.  2    3  i>tf..  davs  missing  from  r(word. 
WHO  LouJsville.  4-21  38  110!) 


always  occurs 
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GENEBAIi  ST7SIMAB7. 

Prevailing  low  temperature  in  the  first  decade  checked  to 
some  extent  the  untimely  advance  of  vegetation.  Freezes  on 
the  8d  and  i)th  caused  much  damage  to  fruits.  Peaches,  plums, 
pears,  and  cherries  which  blossomed  lirst  suffered  most  injury. 
Strawberries  and  early  blooming  apples,  especially  in  extreme 
western  and  southern  districts,  were  extensively  damaged. 
Farther  north  and  east,  where  they  bloomed  later,  the  damage 
to  these  two  fruits  was  not  heavy.  Late  in  the  month  it  could 
be  determined  that  considerable  fruit,  irregularly  distributed, 
had  escaped  serious  damage,  partly  because  it  was  far  past  the 
pollenizing  stage  or  because  blossoms  had  not  opened  when  the 
freezes  occurred. 

The  showery  weather  of  this  period  prevented  most  plowing 
and  planting,  but  almost  continuously  favorable  conditions  in 
the  last  half  permitted  excellent  progress  in  preparing  for  the 
staple  crops.  The  return  of  unseasonably  high  temperature 
near  the  middle  and  its  continuance  with  only  a  brief  inter- 
ruption until  the  end  encouraged  early  planting  of  corn  and 
warm  weather  vegetables.  Corn  planting  began  in  the  south- 
ern counties  in  the  third  week  later  and  extended  into  the 
northern  counties  in  the  last  week.  Considerable  corn  was  up 
in  the  southern  half  of  the  State,  and  some  had  come  up  in 
northern  districts,  when  the  month  closed.  Its  earliness  ren- 
dered it  more  liable  than  usual  to  cutworm  damage,  which  was 
worse  than  normal.  The  long  periods  of  warmth  had  developed 
the  worms  to  their  most  destructive  stage  just  preceding  ma- 
turity. 

Barley  and  rye  were  heading  in  the  third  week  in  the  west- 
ern counties.  Barley  in  heading,  showed  the  effects  of  the 
freezes,  which  caught  much  of  it  in  the  boot.  Wheat  began  to 
head  in  the  last  week.  As  Vv^ith  the  grains,  forage  crops  that 
stand  over  winter  developed  two  weeks  ahead  of  their  usual 
condition.     Seed  bluegrass  reached  full  head. 

Toward  the  end  the  ground  became  rather  dry  and  hard, 
impeding  the  excellent  progress  in  breaking  and  conditioning. 
The  sowing  of  tobacco  plantbeds  continued  into  the  first  week. 
Plants  were  up  in  early  beds  when  the  later  ones  were  being 
sown.  C4reat  variation  resulted  in  the  size  of  plants.  Some 
were  nearly  large  enough  to  transplant  by  the  end  of  the  month. 


TEMPEEATtTKE. 

Except  on  two  days,  mean  temperatures  during  the  first 
decade  ranged  from  5*^  to  15°  below  normal.  Ihey  were  as 
much  above  the  seasonal  average  in  the  periods  12th-21st  and 
24-30th.  Maximum  temperatures  above  80^  were  registered 
frequently  in  the  last  half.  The  minimum  temperatures  in 
this  period  were  unusually  high.  Extremes  for  the  State  were 
1)1^  at  Pippapass  on  the  27th  and  22°  at  Anchorage  on  the  Bd. 


PEECIPITATION. 

Precipitation  averaged  about  two-thirds  of  the  normal  amount. 
It  varied  greatly  for  different  parts  of  the  State,  ranging  from 
about  one-third  of  the  seasonal  amount  in  some  extreme  western 
districts  to  Iwice  the  normal  quantity  in  some  southeastern 
countips.     The  Purchase   and  the  section   eastward    alo.v.::   the 

(jhio  to  BiJllitt  County  received  from  1.0  to  2.0  inches.  In  most  ea.st-reiii  lai  jmhI  ^ovth- 
central  count'e.s  from  2.0  to  3.0  inches  occurred.  Stations  in  the  Big  Saudy  Willcy  raid 
near  the  soutlieast  border  reported  from  4.0  to  6  0  inches.     The  raugc   ioi    tlie  tftate 


was  between  0.86  Inch  at  Ov^risboro  (Dam  4»)  and  8. 64  Inches  at  MIddlCfiboro.  Scat- 
tered showers  occurr*!  from  the  1st  to  Cth.  In«Kular  and  generally  light  rainfall 
visited  all  districts  in*fhe  poriod.s  17th-22d  and  2S-30th.  All  stations,  except  a  few  In 
the  extreme  west,  reported  moderate  to  heavj'  rains  from  the  7th  to  10th.  Snow  flurxios 
occurred  at  most  northern  stations  on  the  2d  and  Sth/oUays  with  thunderstorms  were: 
8,  IG,  18,  20,  28,  30.  •" 

MISCELLANEOUS. 

7v'(«Ts.-The  Ohio  River  at  Cairo  fell  below  flood  level  on  the  0th.  Stages  declined 
slowly  in  all  sections  of  the  Ohio  during  the  month,  but  had  not  returned  to  pool  levels 
at  the  end,    The  water  had  drained  off  most  of  the  lowlands  by  the  close- 


PEESSTJRB,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill 

Cincinnati Ohio 

Evansville Ind 

Louisville   Ky 


80.01  30 
SO.OJ  30.36 

50. 02  30 
30.04  30 


COMPAKATIVE  DATA  FOE  APEIL. 


1889 

1890 

1891 , 

1892.... 

1S93 

1894 

189,5 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915.... 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

1932 

1933 

1934 

1935 

1936 

1937.... 

1938 

Period    • 

t49-yeai-  aver 


Temperature.         Precipitation        Number  of  days 


56.0 
58.0 
56.0 
67.2 
63.6 
55.5 
52.4 
57.2 
56.2 
50.9 
54.2 
55.4 
50.8 
56.7 
59.5 
48.2 
59.8 
56.1 
55.4 
53.8 
58.4 
55.3 
55.7 
60.1 
54.0 
55.8 
63.9 
66.7 
50.8 
68.2 
69.5 
54.8 
57.4 
61.2 
61.6 
58.7 
52.9 
60.1 
58.9 


1.61 

4.04 
2.52 
7.12 
6.99 
3.54 
3.18 
1.65 
6.03 
3. 38 
3.16 
2.15 
4.01 


2.78 
6.56 


5.14 


2.64 
6.02 
4.07 
3.51 
6.16 


4.74 
2.16 
4.42 
4.79 
4.38 
2.85 
3.96 


\  N  \f\ 
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^limatologlcai  Data  foi  April,    1938 . 


Temperature,  iu  degrees  Fahr. 


Preciuitation  in  inches  Number  of  days- 


s^ 


c  ^ 


H'eftem  Division. 

Beaver  Dam 

Birmingham 

Calhoun 

Karlingrton 

Fords  Ferry,  Dam  50 

Greenville   , 

flenderson •  •  • 

Hopkinsville , 

Lovelaceville 

Mayfield 

Murray , 

Owensboro 

Owensboro.  Dam  46.. 

Paducah  " 

Princeton 

Rnrasey,Lock2  t 

Russell  ville 

Uniontown.  Dam  49. , 

Central  Dirision. 

Addison,  Dam  45 

Anchorage  


Ohio 

Marshall 

Mc,  ean 

Hopkins 

Crittenden  . . 
Muhlenburg. 
Henderson  . . 

Christian 

Ballard 

Calloway 

Graves  

Daviess 

Daviess 

McCracken.., 

Caldwell 

McLean 

Losan   

Union 


k  Hi. 


Bowling  (iree; 
Browntvilk-,Li 

Burnside 

CarrolUon.Lock  1. 
Cold  Spring,  Dam  81 

Danville ..•• 

Dix  Dam,  Burgin.. 

Eubank  

Frankfort,  Lock  4. 

Gest,Lock  3 

Grant,  Dam  38 

Oreensburg 

High  Bridge,  Lock 

Irvington 

Lancaster 

Leitchfield 


Breckinridge 

Jf'irerson 

Warren 

Kdmonson  .  . . 

Pulaski 

Carroll 

Campbell   


Mercer 

Pulaski... 
Franklin  . 
Henry  . . . , 
Boone 


Jessamine 

Breckinridge 

Oarrard 

''raypoii 

Fa  J 


Liexingtou 

LittleHickm;^u,Lock8'^,  .rr-s:iinine 

Lockport,  Lock  2 '  ILnry 

LonisviLI-E [  .Teft'erson  . . 

Do.  Bowman  Field. .]  .Tefferson  .. 

Mammoth  Cave Kdmonson . 

Wunfordvills Hart 

St.  Jonn I  Hiirdin 

Sal  visa.  I>ock  6^ i  Morcr 

Bhelbvville I  Sliplliy  .... 

Shepher.lsville ;  Bullitt 

Smith's  (irove ....|  Warren.... 

Stearns   i  McCreary  . 

Tyroni-.Lock  5^    |  And'-i>ou.. 

Williamstown i  Hraut  

Woodhnry,  Lock  4  t. 
EuHlern  Division. 

Annville 

Ashland  

Berea 

College  Hill,  Lock  11. 

Cumberland  

Cynthiana   

Falmouth 

Farmers   

Fleminggburec   

Ford,  Look  lOT 

Greenup,  Dam  30  — 

Hazard 

Heidelberg,  Lock  14  . 

Jackson  

Jenkins 

Louisa 

Maysville,  Dam  33  .. 

Mlddlesboro 

Mount  Sterling 

Oneida    

Oneonta,  Dam  351  .. . 

Paintsville 

Pikeville 

Pippiipass Knott, 

C^uicksand Breathitt. 

Ravenna,  Lock  12 Eetiil 

Kichmond Madison. 

Valley  View, Lock  9...    Mudisou. 
Vanceburg,  Dam  32  —    Lewis. 

Williamsburg Whitley 

Willow,  Lock  13 Lee 

Winchester  Clark 

State  averages  and  ex  tremes. 


Butle 


Jackson 

Boyd 

JLidlson 

Madison 

Harlan 

Harrison 

Pendleton 

Rowan 

Fleming  

Clark    

Greenup 

Perry   

Lee .. 

Breathitt 

Letcher 

Lawrence 

Mason 

Bell 

Montgomery  . 

Clay 

Campbell 

Johnson 


.2!+  1.9 
.9' 

.64-  3.0 


59.8+  3. 
58'.  2 +'2.' 


+  5.1 
+  2.2 


+  3. 

•59.4  +  2.7     87*: 

56.4  +  2.5      84 


60.2 

60.8 

■57.11+  0.3 

66'.7|+'4;6 


.6+  4.0 

''5\.'.'.'.'.. 
3i+  31 


44 


-l'50 


2.44 


.82-1.87  U.49 

1.49  0.56 

l.S»  0.80 

2.7til  0.36 

+0.77  1.14 

0.21  0.69 

1.55  0.46 

2. 31 1-1.52  0.63 

3.08-0.02  0.80 

1.95-1.99  0.60 

3.50-0.2G  0.90 

2.61-1.13  0.93 

1.741-1.60  0.51 

2.73|-].16  0.77 

3.C2I+0.11  1.07 

1.43i-2.53  0.73 


-0.94  0.59 

-2.15  0.40 

-0.26  1.04 

-0.68  0.80 

-0.84  1.05 

-1.87  0.75 

0.48 

0.44 

-1.60  050 

-2.22  0.50 

fO.  44|  1.50 

1.06  0.67 

0.54 


3  68 

4.2b 

2.23 

3.78 

1.50 

2.491 

2. 16:-1,50 

3.68  -0  02 

5.32+1.43 

3.85+0.10 

8.02-0.47 

4.37+1 

3.13-0.19 


+0.68 
-1.42 
+0.56 


4.67!.. 
2.86-0.98 
4..55+1.21 
3.59I+O.O2 
6.  64!+2 
2  2.5-1, 
4.65  ... 
2.39,-1.55 
3.22  .. 
4.63+0  95 
4,4j|.. 


.40  • 


3.25+0.14 
3.72+0.18 
3.04  -0. 24 
5.1G+1.42 
4.03-0.V2 
2.63-0.14 

3.03 i  MO 

2.85-1.11    2.28 


Eldred  G.  Yonng. 

Tennessee  Valley  Authority. 

K.  C.  Bennett. 

Brick  South  worth. 

Lookmaster. 

C.  R.  Lovell. 

Frank  Street. 

W.   K.   Morris. 

Bliiiiie  Maloue. 

Mrs.  Joe  Payne- 

P.it  \Y.  Wear. 

Henry  S.  Berry. 

Lookmaster- 

Joe  Lugore. 

Dr.  W.  L.  Cash. 

Lookmaster. 

Wm.  Shftllon. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lookmaster. 

T.  A.  Lewis 

Lookmaster. 

JjQokmaster. 

R.  P.  Coldiron. 

Kentucky  L  tilities  Co. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lookmaster. 

Lockmaster. 

Mrs.  Bettie  IC.  H.  Alcorn. 

Lockmaster. 

W.  J,  Pig.5ot. 

Walter  Killion. 

H.  H.  Willis. 

U.  S.  Weather  Bureau. 

Lookmaster. 

Lockmaster. 

U.S.  Weather  Bureau . 

U    S.  Dppt.  of  Commerce. 

Ivan  J.  i:ilsworth. 

Mr.s.  M.  W.  Price. 

Sifters  of  Loretto. 

Lockmaster. 

Miss  EuthRatta, 

A.  McLeod. 

Airway  Station. 

Airway  Station. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster. 

W.  A.  Worthiiigton. 

Lockmaster. 

Luther  M.  Ambrose. 

Lockmaster. 

C  Berlrand  Fields, 

P.  II,  Kchoe. 

J,  V.  Oldham- 

Mi.^i.  R.  F.  Stamper. 

C. A.  Glascock 

Lockmaster. 

Lookmaster. 


Ihri^ 


Lockmaster. 
Jas.T.  Goff. 
R.  J.  Howard, 
.lacob  Workman 
Lockmaster. 
Matthew  Woodson 
W.  R    McKee. 
Joe  L.  Gay. 
Lookmaster. 
Manuel  liobinson. 
U.  9  Weather  Bure,?u. 
Canev  Pvun  Com.  Cen. 
R.    W.  Jones. 
Lockmaster. 
J,  W.  (Brooke. 
Ijockmaster. 
Lockmaster. 
Wadely  West, 
Lockmaster. 
Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  t"mporatnre  and  precipitation  are  computed  only  for  snoh  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
used  In  determinitigsection  or  division  means.  tRumsey,  Brownsville  and  Woodbury  are  Locks  on  the  Gieou  River;  other  Locks  are  on  the  ICeulucky  River 

Reference  letters, ',  ^, ',  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 

+  Also  on  other  dates.    +t  Received  too  late  to  be  included  in  means  and  summaries.         T   Precipitation  is  less  than  0.01  inch  rain  or  molted  snow 

IPost^ofTioe  addresses: -Lock  5,  L«wrenc('barK,K.y.  ;  Lock  6,  Versailles,  Kv.  ;  I^'ck  S.Nicho'.'f.svillc  Kv  ;  Lock  in.  Rod  Tlmiso  Ky.  ; 

Oneonta.  California,  Ky.  *  *  Precipitation  bv  U.  S.  Engineers. 


C!  IMATOLddfCAL  DATA:   KENTUCKY  HIOCTION 


Daily  Precipitation 

for 

April, 

1988. 

stations 

Day  of  mouth 

1 

i 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

15 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

20 

27 

. 

29 

80 

81 

I 

We»tem  Dirision 
lioaver  Dam. 

....  T 

.01 

.16 

.67 
.16 
.43 
.03 
.10 
.28 
.25 
.98 
.16 
.21 
.86 
.18 
.12 
.05 
.32 
.22 
.35 
.08 

.23 
.41 

.60 
.27 

.12 
.89 
.18 

.34 
.16 
.65 
.24 
.28 
.55 
60 
.14 
.30 
.16 
1. 10 
.02 
.42 
,61 
.45 

.49 
.55 
.30 

.04 

T. 

T. 
.12 
T. 
T 

.06 

'.'64 
.03 

.10 

V20 
.11 
.08 

T. 

49 
.91 

.68 
1.67 
.80 

1.64 
l.OU 
1.62 
2.61 
0.«8 
2.80 
1.75 
2.80 
1.60 
1.48 
1.67 
1.09 
0.86 
2.11 

\M 

2.16 
L91 

1.82 
2.31 
2.96 
1.60 
4.97 
2.44 
2.11 
2.31 
8.08 
1.95 
3.60 
2.61 
1.74 
2.73 
3.62 
1.4S 
2.18 
2.21 
3.25 
2.72 
2.89 
2.01 
1.84 
2.26 
2.14 
2.02 
4.10 
2.85 
1.80 
2.77 
B.06 
3.19 
2.78 

.11 

....G. 

■::± 
■:::± 

::::8: 
::::8: 

....G. 

....G. 

0 

tV 

t" 

i'.' 

tV 
f.- 

T. 
f.- 

"m 

TV 
.02 
T. 

'.'62 

'.'62 

.03 
.18 

.28 

■f.' 
.15 
.03 
.08 

■.'oi 

.03 
.02 
.01 

■.'63 

.06 
.03 

.10 
.23 
.12 
.10 
.04 
.22 

T. 

t. 

■.'69 
.88 
.04 
.65 
.26 
.26 

t" 

".bi 

T. 

'.'40 

'.'63 

■.'62 
.09 

•  26 

'!80 
.09 

Kiu-linrton 

Konls  Forry  Dam  6OI1II 

f. 

t"' 

'f.' 
T. 

■f.' 

.20 

T. 

.21 

1.30|.... 

Mopkinsvillo 

.03 

Vss 

.26 
.42 

ah 

Mnyrtold 

Murray 

Oweusboro 

.02 

.01 
.06 

.10 
't. 

Vos 

.02 
'.62 

.05 
.03 
.02 

't.' 

■:32 

T. 
.04 

.25 
.66 

f.' 
.17 
.63 

.01 

.01 

.18 

.14 
.13 
.26 
.04 
.16 

T 

T 

T 
T. 
.04 

f.' 

.... 

1' 

.01 

".id 

.22 
.13 

T. 
.02 
.02 
.04 
.04 
.06 
.03 

T. 

V20 
.11 
.20 

'.'os 

.82 
.18 

.60 

f.' 
T. 
.22 
.06 

'.'05 
.26 
.12 
.30 

.10 
.09 
.13 
.07 
.20 
.05 
.01 

.06 

Vio 

.03 
.29 

f.' 

.05 

'.'03 
.01 

■f.' 

^.... 

.01 

.07 

is 

.60 
.67 

: 

.... 

Humsoy,  Lock  No.  2  II II 

09 

.... 

.2ll..-. 
.61    T. 

.06    .04 

.'?r.'o3 

ruiontovvu   Dam  49ili|     

.10 

Central  nivision 

A(J.li8on,Dam45.  III! 

Anchorage 

BowHnjt  Green 

....0. 
....0. 
...  G. 

tV 

'.'ie 
.39 
.20 

.07 

'.'30 

.29 
.93 
.04 

.77 
.10 

.'40 
1.06 

'.'46 

'!85 

.25 

■;63 

.55 
.41 

.06 
.63 
.02 
.36 

t. 
.30 
.65 
.33 
.83 
.61 
.50 
.55 

.bi 

.27 
.09 

.86 

.10 
.42 
.08 
.47 
.28 
.25 

■.'20 

■f.' 

t' 

.47 

'.'61 

t.' 

.28 
.13 
.21 
.10 

'.'25 

'!43 
t. 

'.'eo 
'.'2s 

.13.... 

T 

.19  .... 

....0. 
.  ..K. 

.   C 

T. 

.04 

'.'cs 

'tv 

.'63 

T. 

Carrolltonllll   Lock  No.  1 

Cold  Sjiriu-j,  Dam  3611 II 

'.'2i':66 

.  03  . . . . 


.691    .53 
.42:    .45 
.531   .19 

.54 
.43 

.63 
.03 
.S.i 

•f.' 

.02 

.16 
.14 
.09 
.06 
.05 
.90 
T. 
.38 

Dix  Dam,  Burgiu  1||| 

.16 

.80 
.60 
.29 
■  83 
.51 
15 

.06 

.05 

.21 
.09 

'.'04 
.24 
.14 

.10 
.12 
.10 

FrankfortlU.LockNo.  4 

Cest,  Lock  No.  3  II II 

Grant,  Dam  33111 

Greensburg 

life-h  Bridge, Lock  No.  71111.... 

....0. 

0 

.'io 
.53 

T. 
T. 
.03 

T. 

T. 

i'.' 

.... 

tv 

.03 

.08 
.09 
T. 

^03 

.12 
.03 

tv 

.12 
.59 
.06 
.68 

.65 
.64 
.26 
.58 
.76 
.19 
.14 
.37 
.22 
.80 
.60 
.58 
.29 
.42 
.50 

:?S 

.48 
.44 
.19 
.22 
.88 
.75 
.30 

.40 
.82 

'lee 

.48 
1.03 
1.05 
1.07 
.53 
.52 
.53 
.62 
.50 
62 

,33 
.13 
.43 

.02 

T. 

'.03 
.01 
T. 

'.'16 

'.14 

.64 
.27 
.02 
.28 
.52 
T 
.12 
.40 
1.04 
.30 
.17 
.18 
.15 
.39 

■ioJ:::; 
10' 

.04 
.01 
.06 

.03 

.19  1.07 
.73  .... 
43     n."! 

t.' 

'.'22 
.08 

T. 

■"17 

'!oi 

.06 

.06 
.22 

'.'33 
.06 
.10 

K. 

Leitchtield   

Lexington  *** 

Littlf  Uickraiin    Lock  No.  8  III 

....K. 
....K. 
....K. 
....0. 
....0. 
...G. 

'.'15 

T. 
T. 

.19 
.63 
.10 
.46 
.14 
.48 

'.40 
.22 
.25 
.24 
.28 
.94 
.20 
.45 
.61 

.27 
.12 
.10 
.16 
.85 

"ag 

.10 
.20 
.09 
.26 
.22 
.18 
.25 
.15 

.14 

T. 

.56 
.47 

t°.^ 
.16 
.20 
.10 
1.04 
.12 
.09 
.23 
.26 
.65 
.65 

.45 
1.50 
.48 
.56 

Lockport,  Lock  No.  2  II II 

Louisvn.i.K*** 

T 

T. 
T. 

tV 

it\ 

T. 
T. 

T. 

.02 

.01 
.13 
.15 

'.'65 

'iio 

.28 
.36 
.76 

.'05 

.12 
.82 

'.'73 

t. 

".'11 
T. 
.42 
.05 
.45 
.49 
.30 
.02 

t" 

.26 
.01 
.12 
.80 
.40 
.60 
.15 
.80 
.16 

'!25 
.08 
17 

'.'03 
.05 
.10 
.20 
.18 
.17 

'.'08 
1.83 
.15 

'.'04 

.60 
.04 

'.'26 
T. 
.10 
.07 
.11 
.19 
.11 
.21 

!29 
.76 
.22 

■;o9 

'f.' 

.13.... 

.12.... 

lI    'is 

Mammoth  Cave 

T.' 

t' 
T. 
.16 
.03 

.16 

Vo4 
.16 

T. 

.17 

.44 

.48 

:o7 

.11 

.12 
.78 
.62 

:?i 

LOl 

:::: 

T. 

.45 

1.50 
.67 
.54 
.26 
.79 
.70 
.37 
.41 

.99 
.40 
.52 
.39 
T. 

1.12 
.17 
.71 

1.51 
.27 
.72 

1.26 
.66 
.95 
.63 

'.84 
.41 

'.'90 
.03 
.97 
.55 

i!66 

;i 

2-28 
I..55 

T. 

T. 
.03 

'!08 
.05 

....S. 

tV 

T. 

'.'oi 

.51 

■;63 

.18 

"25 

.03 
.11 

.04 

.01 

'.'oi 

'.'28 

..   .G. 

T. 
T. 

.05 

nMii>  Lock  No   5iiii  . 

T. 

....a. 

.11 
.23 

Eastern  Viihioa 
Annvil'e  

....0. 

....K. 
....K. 

....c. 

....L. 
....L. 
....L. 
....L. 
....K. 
....0. 

:-± 

.  ...K. 
....B. 
....B. 
....0. 

.54 
.16 

^35 

"m 

.82 
.30 
.44 
.28 

'.'56 
.15 
.02 
.18 
.34 

T.' 

tV 

'.'22 

.01 
.01 

tV 

T. 

'!l6 
T. 

V62 
.01 

tV 

'.'06 
't.' 

3.58 

Ashlaud  ;||| 

T. 
.02 

Cofltge'  HilV,  'LockNo.'  Vl'll  If  •  •  ^  ■ 

2.23 
8.78 
1.50 
2.49 
2. 16 
3.68 
5.32 
3.35 
8.02 
4.  .37 
8.13 
4.67 
2. 86 
4.55 
3.59 
6.64 
2.25 
4.65 
2.39 
3.22 
4.53 
4.44 
6  40 
8.25 
8  72 
3.04 
5.16 
4.03 
2.63 
3.03 

.08 

Cyuthianiijlll 

.20 
.55 
.IS 
.88 
.30 
.37 
.57 
.25 
.55 
.62 
1.10 
1.02 
.44 
T. 
.75 
.60 
.33 
.38 
.50 

.7(1 

.31 
.01 
.02 

V65 

.... 

:'.:. 

.... 

".i,e 
f. 

.10 

.16 
.06 
.20 

.85 

'.'.'.' 

T. 

'.'03 

.OS 

tv 

t.' 

Fleminssburgf  || 

Ford, Lock  No.  10  111 

.... 

.08 
.09 
.08 
.16 
.18 
.05 

Greennp.Dam   301111 

Hazard  il"  

Heidelberf.  Loclc  No.  141111 

'.'62 

:::: 

■f.' 

.07 

'.'64 
1  38 

Jeukiuslll. 

Loiiisaf 

T. 

tv 

■.'62 
'.'03 

.... 

r. 

f.- 
.03 
.02 

'.'63 

!05 
.05 

'65 

r. 

tv 

.10 

.01 

.78 
1.25 

t'.' 

Middlesboro      

2611  20 

.03 

'."70 

T. 
.39 
.38 
.53 
.67 
.52 

1.29 
.44 

1.00 
.91 
.68 
.13 
.54 

T. 
.36 
.48 
.18 
.05 
.65 
.  30 

'■55 
.02 
.41 

.'95 

fo 

.10 
.14 
.14 
.34 
.18 

.... 

.30 

T. 

1.44 

!l8 
.04 

■;4o 

.30 
.'45 

.46 

".'02 
22 

'}? 
.02 
.04 

Oueonta  Dara  35  11 11 

raintsvillf;   |11| 

....0. 

t" 
".'10 

V64 
.13 

Pikevilleil 

.03 

.... 

.85 

Quicksandllll 

Uaveuna,  Lock  No.  12118 

...  K 

....0. 
....C. 

tV 

.... 
.04 

.... 

'.'62 

.'04 

Vc8 
.06 

.01 

t'.' 

.68    .55 
.10    .70 
.10    .91 

T 

T. 

'.'is 

T. 

.05 
.07 
.04 

f.' 

Valley  View,  Lock  No.  9811.... 

'.'03 

■^os 

.05 

:7o.... 

.24'.... 
.381.   . 

Williamsbm-ffMI..... 

K'illow.Lock  No.  131111    

Wincliester 

:99  lov:: 

••f}    '^?i   f. 

i-;xeepi  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endingat  the 
time  of  f'hservation. 

(Reference  mark***)  Regular  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight. 

i  1  Precipitation  measured  in  the  morning :  amount  then  recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  the 
+  Separate  dates  of  falls  not  recorded.       T.  Trace,  or  less  than  0.01  inch. 

River  drainage  area  in  which  station  is  located  is  indicated  as  follows:  (B)  Big  Sandy    (L)  Licking;  (K)  Kent-.icky;  (S)  Salt; 
'T:  Tennessee;  (O)Ohio:  (M)  Missi.^ippi. 


next  following  measurement. 
(G)  Green;  (OCumberland 
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CLIMATOLOGICAL  DATA:  KENIUCKY  SECTION. 


April,  1938 


Dally  TemperatTiras  for  April,  1938. 


6       7       8       9     10     11 


13     14     15     16     17 


19     20     21      22     23 


26     27     28      29     30 


Western  Diidsion. 


Hopkinsville 
Lovelaceville  . 
Mayfield 


Maximum  . . 

Minimum . . . 
:Maximiuii .. 
:Minimum  — 
t  Maximum  .. 
'  Minimum... 
I  Maximum  . . 
'  Minimum... 
1  Maximum  . . 
I  Minimum... 
I  Maximum  . . 
IM 


Princeton  — 
Russell  vine§§. 


Bowling  Green. 


\  Maximum  . . 
1  Minimum... 
\  Maximum  . . 
(  Minimum. . . 
J  Maximum  . . 
'  I  Minimum... 

IMaximum  . . 

IMinimum... 
J  Maximum .  . 
I  Minimum... 
J  Maximum  . . 
I  M;    • 


I  Minimum... 
\  Maximum  . . 
I  Minimum... 
\  Maximum  . . 
'  Minimum. .. 
j  Maximum  . . 
(  Minimum... 
j  Maximum  . . 
I  Minimum... 
(  Maximum  . . 
1  Minimum... 
i  Maximum  . . 
(  Minimum.. . 
(  Maximum  . . 
)  Minimum... 


Frankfort  . . 
Greensburg. 
Irvingtou  .. 

Leitchfield iMfn^Z™- 

Lexington  j  Maximum 

Louisville 

Do.  Bowman  Field 

Mammoth  Cave 

8t.  John 

Shelby vlUe  

Smith's  Grove 
Stearns 


nimum. . 
i  Maximum  . 

/  W:    ■ 


:Miuimum. . 
I  Maximum  • 
'  Minimum.  . 


Williamstown  — 

Eaalern 
Ashland   j  ^f^f 


I  Minimum  • . 
j  Maximum  . 
)  Minimum.. 
I  Maximum  . 
S  Minimum. . 
:>taximum  . 
:  Minimum.. 
J  Maximum  . 
(  Minimum.. 

Maximum  . 


Maximum  , 
Minimum. 
Maximum  . 
Minimum. 


Heidelberg.. 
Maysville  . . . 
Middlesboro. 


I  Maximum  . . 
Minimum... 

)  Maximum  . . 

I  Minimum... 

S  Maximum . . 

I  Minimum... 

j  Maximum  . . 

)  Minimum... 

Mount  Stirling l^^ZS.:: 

Pikeville Ulfnimum.'.: 

T.1        ^-^,.  Maximum.. 

PiPPapasS    i  Minimum 

Quicksand  .. 
Richmond- •• 


:Maximum . . 


Williamsburg  • 


: Maximum  . . 
:Minimum... 
:Maximum .  . 
iMiuiraum... 


80  82  74]  82 
56  S6 

81  82 
60  53 
81  81 
58  58 


61  53 
40  36 

55  65 


60  54 
45j  37 


56 
60 
591  45 


39 

67   S'i 

40i  37 


61 
40 
72  65 


47i  45l 

71  65 

37[  361 

60,  42 

44  3.S 

61  [  57   51 i  651  72 


70 

40i  52 
80, 


.^71 
431 
60  5-* 


411  86  271  381  40 


42  46 


26 

58   68 


f.8 

29  45 

70!  69 

snl  29 

57  70 

25!  26 

581  68 

29!  31 

60;  67 

S2i  83 

CO  6' 

SI  3( 

60  60 

27  30 
60 


27 1 


57!  66 
78i  80 
55   66 


60  57 
761  80 
61 
76 
64 
72 


63 

74 

60     60 


46 

68 

'.I 

78 

43j     491     .53 

74      80      81 

46      48      60 

7o[     7S|     80 

48 

51 

51- 

75 

80 

81 

47 

62 

55 

7S 

80 

83 

4?. 

44 

48 

71 

78 

81 

sr 

44 

55 

7(' 

76 

8f 

2'i 

411 

4< 

1? 

80 

81- 

35 

3fl 

41 

71 

HO 

HI 

4< 

41 

45 

71 

8( 

4S 

4.'^ 

4t 

78 

7t 

4S 

42 

4'! 

68 

76 

81 

S6 

50 

fiC 

751     81 

84 

40      42 

47 

74I     81 

85 

43:     42 

47 

70l     80 

R8     40 

44 

72    er 

Sfl 

50      55 

no 

741     8f 

43      4S 

47 

Ml    76 

77 

48 

51 

55 

^^ 

56 

61 

61 

81 

77 

5S 

59 

81 

85 

5.^ 

55 

81 

79 

741     75      79 

631     51|     561     51|     491 


55I     42I 
76:     821 


70]     73      89:     85 


62      631     74      81 


8? 

7? 

47 

59 

W 

74 

52 

81 ' 

Vh 

55 

60 

8(1 

73 

5(1 

55 

7!! 

68 

5S 

.'i7 

8(1 

66 

53 

64 

86 

79 

52 

59 

78 

74 

49 

60 

37!  46 

69j  76 

34  40 

60  75 


51  561 

85'  85 

54;  55! 

891  87 

55  69 

85i  85 

49i  56 

871  86! 


60  58 
82  76 
59     46 


59     45 


52;    53     B6     61 


461    49|     51      58      45|     46 
82l    85)     84     80     731     73 

531     55:     fiS      64      52      54 


Rfil     49      61      65 


59 

60 

74 

58 

61 

80 

81 

65 

60 

82 

73 

48 

59 

78 

80 

65 

74 

48 

81 

81 

43 

fif 

81 

If 

45 

51 

8(1 

81 

49 

57 

74 

7'1 

45 

79 

8( 

58 

4? 

82 

8f 

48 

55 

86 

47 

fiC 

82 

75 

44 

51 

80 

80 

551     63      591 


561     (501     figi     48 


5Sl    48; 
72| 


77|     fo! 


86! 

52!  58 

88  88 

62  60 


80! 

75 

61 1 

5(1 

80 

7.1 

.53 

48 

79! 

7f 

62; 

M 

70 

641 

51 

80; 

If 

62I 

45 

86; 

85 

61 

4^ 

78l 

56i 

47 

84; 

60, 

5f 

82  i 

74 

57 

57 

83! 

621 

50 

84 

72 

55 

53 

86 

78 

64 

49 

81 

80 

M      68      88 


71|     74 

861     39 


35I     ,50 


64  81 

43  40) 

63!  72 

36'  45 


52 
84 

49  48 
73 

63|  52 

81  78 

55  63 

78  72 

61I  60 


511 


72.0 
47.9 
73.4 
49.6 
71.8 
46.  6 
69.9 
47.9 
72.4 


49.6 
70.7 
46.6 


70.7 
44.3 
74.9 
50.2 
71.3 
45.1 
72.0 
47.6 


45.1 
78.3 
43.9 
70.4 
49.6 
70  7 
47.8 
69.3 
45.7 


48.8 
72.9 
46.4 

71.8 
44.8 
"72.8 
'48.8 
72.3 
43.8 
73.4 
41.2 
72.2 
44.6 
70.7 
45.3 


45.2 
'71.9 
•42.3 
71.2 
50,2 
74.1 
47.0 
67.5 
47.5 


5§  Instruments  are  read  in  the  morninR ;  <  he  maximum  t«mperaturo  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs 
*.^.°  etc.  iudioate  resppctivftlv  1.2.  3  ntc.  davs  missin?  froin  rw^rsl. 
Errata. —February,  page  6:  Mean  temperature  at  Murray  should  be  46.9  and  at  Farmers,  431.    PageS:  Mean  maximum  at  Murry  should  be  63.9  and  at  Farmers,  55. 
f  B  O  Louisville.  5-2J-38  1 100 
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GENERAL  SUMMART. 

Dry  woathor  continued  through  the  iiret  two  weeks  in  the 
western  and  most  northern  counties.  In  the  dry  areas  consid- 
erable wheat  and  other  grains  headed  short.  The  soil  became 
too  dry  for  the  preparation  of  corn  and  tobacco  land  to  be  com- 
pleted. Ciermination  of  corn  planted  at  this  time  was  adversely 
affected.  Tobacco  plants  in  the  drier  districts  were  brought 
forward  by  hand  watering.  ^>ar  the  south  border  and  in  some 
eastern  Bections  the  rainfall  was  sufficient  during  this  period. 
In  the  second  week  good  rains  occurred  in  some  central  and 
most  eastern  counties.  Tranpplanting  of  tobacco  began  near 
the  middle  of  the  month,  mainly  by  machine  on  the  smoother 
lands.  As  a  rule  the  rainfall  had  not  been  heavy  enough  for 
hand  setting  in  the  hilly  areas.  Plants  were  nearly  a  week 
earlier  than  usual,  and  ahead  of  land  preparation  in  places, 
because  of  the  delay  due  to  the  dry  weather.  Heavy  to  excess- 
ive rains  in  the  third  week  brought  abundant  moisture  to  all 
districts,  followed  by  general  improvement  in  crops  and  pastures. 
Wheat  heads  improved,  and  premature  ripening  in  the  western 
counties  was  checked.  On  the  eastern  uplands,  where  the  crop 
develops  later,  rank  growth  of  straw  resulted  and  there  was 
considerable  falling  as  the  rains  continued. 

Except  for  transplanting  tobacco,  which  was  favored  by  the 
showery  weather,  the  frequency  of  rain  in  the  last  half  inter- 
fered with  all  farm  operations.  On  the  few  fair  days,  when 
the  ground  could  be  worked,  most  tobacco  land  was  prepared. 
Much  corn  land  in  the  northern  counties  had  not  been 
planted  or  remained  unbroken  at  the  end  of  the  month. 
The  cutting  of  old  clover  and  first  crop  alfalfa  was  delayed. 
Cutworm  depredations  were  prolonged  by  the  cool  danip 
weather. 

After  the  rains  began  tobacco  setting  by  hand  was  possible 
on  all  except  a  few  days.  With  this  favorable  weather  and 
early  plants,  a  larger  proportion  of  the  corn  crop  than  usual 
was  put  out  in  this  month.  Pastures  became  luxuriant  toward 
the  end.  Barley  harvest  occurred  in  the  central  and  western 
counties  in  the  last  week.  Wheat  in  southwestern  districts  was 
practically  ripe  at  the  end.  Cotton  was  planted  earlier  than 
usual  and  developed  exceptionally  well. 

TEmPERATUEE. 

Although  the  temperature  averaged  near  normal,  it  was  quite 
variable  during  most  of  the  month.  In  the  first  and  third 
w'eeks  temperatures  much  above  normal  prevailed.  The  second 
week  was  decidedly  cool,  with  frost  that  damaged  tender  vege- 
tation on  lowlands  I'eported  from  northeastern  districts  on  the 
12th  and  13th.  Extremes  for  the  State  were  93^  at  Pikeville 
on  the  19th  and  32"=  at  Mt.  Sterling  on  the  18th. 


every  day.  Heavy  to  excessive  rains  visited  most  sections  In  the  period  2lHt- 
24th,  Some  central  and  ea.storn  localities  also  received  heavy  rainfall  on  tlio  Hth. 
IrroKUlarly  distributed  rains,  which  were  heavy  locally,  occurred  from  the  28th  to 
81st.     Days  with  thunderstorms  were:  4.  5,  7,  8,  11,  16.  19,  20,  21.  22,  2:!,  26,  i7.  28,  2!). 

MISCELLANEOUS. 

Rirn-s.-A  rise  that  began  in  tlio  upper  Ohio  on  the  20th  was  aufirmented  by 
continu(!d  heavy  rains.  It  caused  Hooding  of  lowlands  alonfr  the  Ohio  In  the  las  j 
week.  Flood  stftge  was  reached  at  Cairo,  Illinois,  on  the  80th.  Crest  stages  near 
ilood  levels  occurred  in  the  Evansville  district. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo HI 

Cincinnati  Ohio 

Evansville Ind 

Louisville   Ky 


29.92 
29.95 
29.93 
29.96 


29 
29.43 

29.58 
29.52 


COMPARATIVE  DATA  FOR  MAY. 


PRECIPITATION. 

In  most  of  the  State  precipitation  ranged  from  normal  to 
twice  that  amount.  Limited  areas  in  the  lower  Green  River 
Valley  and  the  southeastern  counties  received  8.0  inches  or 
more.  In  most  other  sections  it  varied  from  4.0  to  6.0  inches. 
In  son)e  extreme  western  and  northern  districts  less  than  3.0 

inches  occurred,  The  range  for  th>'  State  was  between  2  55  iiiclus  at  liraut,  Boone 
County,  and  8.46  inches  at  Addison  and  Owenslioro.  Lighl  i.tattiri'd  showers  of- 
cvirrcd  on  the  1st  and  8tli.     I'rom  the  8tli  (o  2ith  measuicable  amounts  were  recorded 


1890 

1891 

1892.... 

1893 . 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901.... 

1902 

1903 

1904 

1905 

1906 

1907 

1908.... 

1909 

1910 

1911..... ..• 

1912... 

1913 

1914 

1915 

1916 

1917.... 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928....... 

1929 

1930 

1931 

1932 

1983 

1984 

1935 

mi'.'.'.'.'-'-'-'-...'..'. 

Per i od ■ 

t49  year  averagi 


63.9 
64.2 
65.9 
67.9 
63.9 
59.9 
61.2 
66.2 
65.7 
63. 2 
64.1 


68.7 
r,7.7 

C8.3 
68.2 
65.7 


5.49 
5.59 
3.54 
3.16 


4.52 
4.79 
3.49 
2.65 
3.  55 
3.09 
3.05 
5.23 
2.54 
5.07 
4.34 
4.64 
4.81 
2.46 
4.53 


3.43 
4.29 
6.05 
4.08 
2.45 
3.87 
3.98 
5.04 
2.61 
2.36 
7.44 
3-56 
7.35 
2.96 
2.59 
1.39 
6.43 
1.67 
7.40 


Number  of  days 


1. 1  ^ 
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Temporature,  in  degrees  Fahr. 


PreciDitation  in  i 


Number  of  days' 


Western  Division. 

Beaver  Dam 

Birmingham 

Calhoun 

Earlington 

Fords  ferry,  Dam  60  . 

Greenville   

Henderson 

Hopkinsville 

Lovelaceville 

Maytield 

Murray 

Owensboro 

Oweusboro,  Dam  46.. 

Paducah  ** 

Princeton 

Rurasey,  Lock  2  t 

Russellville 

Dnionto^vn.  Dam  49. . 
Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

browusville.Lock  6t. 

Burnside 

Carrollton.Lock  1 

Cold  Sprinx.DamSe.. 

Danville 

Dix  Dam,  Burgin 

Eubank  

Frankfort,  Lock  4.... 

Gest,Lock3 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7. 

Irvington  

Lancaster 

I^itchfield 

Lexington 

■LittleHickraan,Lock81i 

Lockport,Lock2 

Louisville 

Do.  Bowman  Field. 

Mammoth  Cave 

Mouticellu 

Munfordville 

8t.  Jonn 

Salvisa.LockfiT 

Shelby  ville 

Shepherdsville 

Smith's  Grove 

Stearns   

Tyrone,  Lock  51    

Williamstown 

Woodbury,  Lock  4  J.  . 
Enstem  Division. 

Annville 

Ashland  


Ohio 

Marshall  .... 

Mci  eau 

Hopkins 

Crittenden  • . 
Muhlenburg. 
Henderson  . . 
Christian  . . . . 

Ballard 

Calloway. ... 

Graves  

Daviess 

Daviess 

McCracken.. 
Caldwell  — 

McLean 

Logan    

Union 


College  Hill,  Lock  11. 

Cumberland  

Cynthiaua  

Falmouth 

Farmers   

Flemingsburg   

Ford,  Lock  lOl 

Greenup,  Dam  30  — 

Hazard 

Heidelberg,  Lock  14  . 

Jackson  

Jenkins 

Louisa 

Maysville,  Dam  33  .. 

Mlddlesboro 

Mount  Sterling 

Oneida    

Oneonta,  Dam  3511  . . . 

Paiatsville 

Pikeville 

Pippapass 

Quicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9. 
Vaneeburg,  Dam  32 . . 

Williamsburg 

Willow.  Lock  13 

Winchester  I  Clark 

State  averages  and  pxltremes 


Jackson 

Boyd 

Mudison 

Madison 

Harlan 

Hiirrison 

Pendleton . . . 

Kowau 

Fluinlnp  

Clark    

Greenup , 

Perry   

Lee   

Breathitt  ....'. 

Letcher 

Lawrence 

Mason 

Bell  

Montgomery  , 

Clay 

Campbell 

Joliason 

Pike 

Knott 

Breathitt 

Estill   

Madison 

Mudisoii 

Lewis 

Whitley 

Lop   


66.  6  -  0.4 
66.6+  0.1 


Breckinridge   .... 

Jefferson 

Warren 

Edmonson 

Pulaski 

Carroll 

Campbell   ... 

Boyle   

Mercer 

Pulaski 

Franklin 

Henry 

Boone 

Green 

Jessamine 

Breckinridge   . . . 

Garrard 

Grayson 

Fayette 

.Jessamine  

Henry 

Jefferson 

Jefferson 

Edmonson 

Wayne 

Hart 

Hardin 

Mercer 

Shelby 

Bullitt 

Warren 

McCreary 

Anderson 

Grant 

Butler 


+  1.0 
+  '6'2 


+  2.1 


+  0.2     93 

.     88 
3     93 
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+0.27 
+0.84 
+096 
+2.08 
-0.60 
+0.35 
+0.30 
+4.53 
+3.69 


-1-4.41  1.90 
+1.29  1.63 
+0.1S    1.16 


+3.09 

+  1.98 

+  1.6'2 

+  1.86 

+3.05 

+4.50 

+0.75 

+  1 

+  1 

-0.54 

+0.72 

+2.91 

+3. 

+2. 

+  1.46 

+  0.94 

+  3.77 

+2.23 

+0.94 


4.75 

7.65 

5.69 

4.66 

5.15 

6.46 

6.181 

6.18 

6.5l!  +  2.44 

5.68;  + 

6.02:+2.22 

5.511 

6.031 

6.42| 

5,44  4  1.94 

7.18;  f  3. 54 

4.44+0-81 
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-0.41 
+3. 39 
+  1.58 
+0.77 
+2.97 
+  1.51 

5.oo;-o.n 

6. 18^+1. 20 

6.171 

7.84+2.57 
4.841+0.98 
5.65+1.94 
6. 44; +2. 42 
5.55+1.29 

6.47| 

4.47|+1.02 

5.84, 

5.66:+2.I2 
4.47I  ....  1.33 
6.41I  +  I.27  1.10 
5.471  +  1.55  0.90 
4.35]-t-n  51  1.00 
7.  51  +3..nn  2.63 
7..56+3.  73  2.20 
6.28 +2. 19j  1.69 
6.42+1.62:  1,(10 

6.11; I  1,V6 

6.73'  +  1.7ll  2.87 


Eldred  G.  Young. 

Tennessee  Valley  Authority. 

K.  C.  Beunett. 

Brick  South  worth. 

Lockmaster. 

C.  R.  Lovell. 

Prank  Street. 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Pat  W.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore. 

Dr.  W.  L.  Cash. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barrot. 

Mrs.  Liiiie  G.  Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  UtilitieB  Co. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

Lockmaster. 

Mrs.  Bettie  IC.  H.  Alcorn. 

Lockmaster. 

W.  J,  Piggot. 

Walter  Killion. 

H.  H.  Willis. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weather Bnrean. 

U    S.  Dept.  of  Commerce. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper. 

Mrs.  M.  W.  Price. 

Sisters  of  Loretto. 

Lockmaster. 

Miss  RuthRatta. 

A.  McLeod. 

Airway  Station. 

Airway  Station. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster. 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambrose. 

Lockmaster. 

C  Bertrand  Fields. 

P.  U.  Ki'hoe. 

J.  V.  Oldham. 

Mrs.  R.  F.   Stamper, 

C. A.  Glascock 

Lockmaster. 

Lockmaster. 

Clias.  O.  Ihrig. 

Lockmaster. 

.las.T,  Goff. 

R.  J    Howard, 

Jacob  Workniixn 

Lock  111  a.ster. 

Matthew  Woodson 

W.  R    McKee. 

Joe  L.  Gay. 

Lockmaster. 

Manuel  Robinson. 

U.  S  Weatlier  Bureau. 

Canev  Run  Com,  Ceu. 

K.   W.  Joues. 

Lockmaster. 

I.  W.  Crooke. 

Ijockmaster. 

Lockmaster. 

Wadely  West, 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  snch  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
used  in  determiningsection  or  division  means.  tRumsey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River 

Reference  letters, ',  '', ',  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 

t  Also  on  other  dates.    ++  Received  too  late  to  be  included  in  means  and  summaries,         T   Precipitation  is  loss  than  0.01  inch  rain  or  melted  snow 
'Post-office  addresses: -Lock  .5,  Lawroncebnr?,Ky.  ;  Lock  6,  Vprs.aillps.Kv.  ;  Lock  8.Nicbola8villo  Kv  1  Lock  in.  T{ed  Ibiu.se  Ky.  ; 
Oaeonta,  California.  Ky.  *  '  Precipitation  by  TI.  S.  Engineers. 
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Dally  Freolpitatiou  for  Hay,  1888. 


Wettem  Division 

Hoftver  Dam 

Birmingham  

Ciillioun 

Karlinrton  I 

Fords  Korry  Dam  5011 

Orenuvllle 

Henderson 

Uoplciusvillo!.' 

Lovolacoville 

Mayfield  

Murray  

v>\vonsboro  II 

Owcusboro,  Uiim  16  1 

Paducalill 

Princetoni     

Uumsey,  Lock  No.  2  II 

Russellvillell   

Uniontowu.  Dam  49il 

Central  Dirision 

Addison,  Dam  45.  II 

Ancliorago 

BowlinK  Green  1  

Brownsville,  Lock  No.  611 

Burnsidelll   

CurroUtou  ||  Lock  No.  1 

Cnld  Spring,  Dam  3011 

Danvillell 

Dix  Dam,  Burgin 

Eubank 

Fraukfortllll.LockNo.  4 

Gest,  Lock  No.  3  II.. 

Grant,  Dam  3311 

Greeusburgll 

nigh  Bridge, Lock  No.  7j|... 

Irviiigton   

Lancnsterll 

Leitciitield  

Lexington  *** 

Little  Hickman,  Lock  No.  8 

Lockport,  Lock  No .  2  1 

Louisville*** 

Do.  Bowman  Field 

Mammoth  Cave 

Monticello  |1 

Munfordville    li 

St.  .lohn  II 

Salvisa,  LockNo  6  II 

Shelby  ville 

Shepherdsville 

Smith's  Grove 

Stearns 

Tyrone,  Lock  No.  511  

Williametowii  |1 

■S'oodbury.LocU  No.  411 

Easltrn  Division 

Annvii:e 

Ashland  ] 

Bcrea   

College  Hill.  LockNo.  nil  ... 

Cumberland  —  . 

Uyntbianall 

Falmouthll    

Farmers  1 

FlemhiL'sburgll 

Ford,  Lock  No.  10  II 

Greenup,  Dam    3011. 

Hazard  || 

Heidelberg,  LockNo.  1411..... 

Jackson  II 

Jeukinsil 

Louisall 

Maysvillell,  Dam  33 

Middlesboro      — 

Mount  Sterling 

Oneida  II 

Oneonta  Dam  35  II 

Paintsville  || 

Pikevillo 

Pippapass  — 

Quicksand] 

Ravenna,  Lock  No.  ]2li 

Richmond  II 

Valley  View,  Lock  No.  9||.  . . 

Vanceburg, Dam  No.  32  1| 

Williamsburg II . .  — 

Willow,  Lock  No.  1311 

Winchester 


....O 
....G 
....M 
....M. 
....T. 
....0 
....O 
....O 
....G 
....G 
....G. 
....O 

....O. 
....O. 
...  G. 


Day  of  month 


2      8      4      6 


7      8       9     10     11     12     18     14     16     16     17     18     19     20     21     22     28     24 


.62 

.98 

.4!) 

.62 

.,11 

i.sr 

.12 

.5f 

.04 

.61 

1.24 

.95 

.631  .72 
.8911.08 
.33,2 

.05  . 


1.46[  .04 


1.13 

.18 

'.'92 

'.'60 

1.9V 

.3C 

1.03 

■  Af 

.4/ 

.2f 

.36 

.  'j:.'. 

.70 

.05 

.82 

3'; 

.81 

.,v 

.20 

.18 

1.60 

.19 

l.SV 

.21 

.56 

.14 

■'ii 

.17 

.67 

.4(' 

.,S4 

.6( 

.16 

1.4a 

.14 

.57 

.26 

1  03 

.01 

l.SO 

.;« 

.4(1 

.25 

.1-2 

1.0( 

.42 

HO 

.8f 

T. 

..M 

.06 

55 

.71 

.26 

.Oi 

.OH 

T. 

.16 

l.K 

,8f 

.15 

.If 

.3f 

1.22 

.14 

.82 

,4( 

.45 

.1( 

■  W. 

T. 

.65 

.05 

1.07 

.14 

.I3I 

"05! 

R? 

.2111.24 

.802.06 

.22: 

.08 

.03,: 

.16 

.08 

.64 

.84:1 

50 

.10:2.00 

.0911.09 

T.  1.50 
061.79 
.05  1.70 


.60 
.11 

.10:1.00  . 
.]5j2.i 
...1.191  .0 
.05  .75!  .0 
.08    .95:... 


26     27     28     29 


./ui.. 
.16.. 
1.12    . 


.53 
.40 
.01 

.27i   .12 


6. 73 
6.18 
7.74 
6.29 
8.26 
6.09 
4.89 
6.20 
2.90 
♦.35 
4.80 
8.46 
7.61 
3.13 
6.36 


8.46 
5.02 
4. 84 


2.. 55 
5.10 
6.57 
7.11 
6.91 
8.58 
4.75 
7.55 
5.69 
4.66 
5.15 
6.46 
6.18 


6.02 
5.61 
6.03 


4.47 
6.47 
4.82 
5  00 
5.18 
6.17 
f.34 


11^4 


.55 
6.47 
4.47 

6.84 
5.6G 


7.61 
7.56 
6.28 
5.42 
6.11 


precipitation  recorded  is  for  the  24  hours  endingat  the 
( Reference  mark  *♦*)  Regular  Weather  Bureau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight 

JK^a^^daTeroMans'^oU-ecoa^^^^^  *  Precipitation  included  in  the  next  following  measurement. 

■T)  Tennill'e?foTohiofmfl^si^sif/pf ""  ''  ^"'^''"^  ''  indicated  as  follows:  (B)Big  Sandy    (L)  Licking:  (K)  Kentucky:  (S)  Salt:  (G)  Green:  (^Cumberland 

ERRATA.— Bowling  Green,  Earlington.Greensburg.  TTopkinsviUe,  Owensboro,  Richmond,  Shelbyville.  St.  John,  Williamstown    should  hfl  mBrkerl  thno  rii  in  tho 
months  April  to  September,  within  the  period  April,  1931  to  April,  1938,  and  Bowling  Green  and  Hopkinsville  for  OctoberaisoSn  the  same  period. 
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May,  1938 


Western  Division. 
-,  )  Maximum  . 

Beaver  Dam   (Minimum.. 

:  Maximum  . 
Calhoun  


Earllngton  — 

Greenville 

Henderson  — 
Hopkinsville  . 
Lovelaceville  ., 

May  field 

Murray   


Anchorage 


Bowling  Green. 


Irvington  .. 
r.eitchfield  . 
Lexington   . 


Louisville 

Do.  Bowman  Field 

Mammoth  Cave 

8t.  John 

Shelbyville  

Smith's  Grove  ..-.-.. 
Stearns 


".Minimum . .  • 
I  Maximum  . . 
I  Minimum... 
Maximum  . . 
I  Miuimum . . . 
I  Maximum  . . 
I  Minimum .  - . 


\  Maximum  . . . 
I  Minimum  — 
\  JIaximum  . . , 
)  Miuimum  — 
Maximum  . . . 
1  Minimum..., 
j  Maximum  . . . 

■  I  Minimum  — 
iMaximum  . ., 
'.Minimum 

J  Maximum  .  . , 
i  Minimum. ... 
J  Maximum  . . 

I  Minimum... 

is 

n 

)  Minimum  — 
S  Maximum  . . . 
(  Minimum  — 
\  Maximum  . . . 

'  Minimum 

j  Maximum  . . . 

\  Minimum 

)  Maximum  . . . 

I  Minimum 

(  Maximum  . . . 

'  !  Minimum 

\  Maximum  . . . 

'  I  Minimum 

(  Maximum  . . . 

•  )  Minimum  — 
S  Maximum  . . . 

■  i  Miuimum 

j  Maximum  . . . 

•  I  Minimum.... 
S  Maximum  . . . 

•  !  Minimum.... 
IMaximum  . ., 
iMinimum  — 

(  Maximum  . .. 

S  Maximum  . ., 
(  Minimum.... 
\  Maximum  . . , 

I  Minimum 

I  Maximum  .  . 
(  Minimum... 
:  Maximum  . . 
: Minimum. .. 
J  Maximum  . .  ■ 
I  Minimum... 


Middlesboro.... 
Mount  Sterling 

Pikeville 

Pipparass   

Quicksand 

Klchraond 

Williamsburg  . . 
Winchester   — 


Minimum 

Maximum  . . , 
Minimum  — 
Maximum  . ., 

Minimum 

Maximum  . . 
Minimum  — 
Maximum  . . 

i  Minimum 

j  Maximum . . . 

I  Minimum... 

i  Maximum  . . 

(Minimum... 

:  Maximum  .. 

iMinimum... 

j  Maximum. .. 

/Minimum.... 

j  Maximum  . . 

(  Minimum... 
IMaximum.  . 
:Minimum... 
.Maximum  . . 
I.Minimum. .. 
IMaximum.  . 
iMinimum... 

j  Maximum  . . 

(  Minimum.. . 


Daily  Temperatures  for  May,  IS 


2       8       4       6       6       7 


9     10     11     12 


76  86  86  84 

48  54  62  62 

76|  85  83  82 

47   50   57  66 

77  80 

62!  62 

85'  83 
591 


75  80  78   84 


40 

75  87 
42 


42  42  53 


47 
80 

5U 
81 

fir 

52 

8( 

85 

45 

41 

HI 

86 

50 

62 

53 

51 

80 

85 

47 

4i 

81 

86 

4.1 

49 

76 

Kl 

51 

57 

78 

HU 

67 

82 
71 
831  79 


69  69  59,  51 


43  55  53|  46 


48'  64  52 
67l  70  76 
46|  56,  53,  61 


52i  36 

721  65 

47 


68   67 


80 

72 

60 

45 

811 

7R 

6R 

41 

80 

li 

S6l 

■.V 

78 

67 

63' 

42 

77 

51 

41 

78 

^n 

57   02   401  44 


55 

50 

69 

71 

47 

46 

78 

82 

50 

56 

45 

37 

70 

75 

47 

46 

64l  69!  72   76 


53i  40i 

71!  6'! 

45  44 

60  60 

621  37I 


68 
53 

69 

50 

67 

65 

51 

48 

68 

67 

56 

51 

6(' 

65 

86 

42 

■?( 

67 

M 

5? 

7( 

7( 

5? 

52 

67 

67 

hi 

411 

65 

67 

53 

50 

22  23  24  25  26 


67  72;  80 


671  70 
93  82 
63!  64 


69  61   61 

85  83   "■ 

54i  451  511  56l  60 

71      80      81      771  81! 

601     63|     B4      46      52!     59  62i 

78      80;     85  86 

50      bi]     60  62 


52      50      56 


58      50 


68!     601     531     64 


8« 

h?. 

63 

61 

76 

80 

63 

61 

85 

84 

62 

67 

82 

H? 

59 

61 

84 

85 

62 

63 

85 

H, 

61 

6S 

85 

51) 

58 

85 

80 

60 

bl 

76 

84 

78 

or 

6( 

64 

8r 

8.1 

82 

5f 

6S 

63 

85 

85 

86 

61 

61 

62 

77 

81 

82 

67 

hf 

6(1 

79 

84 

81 

59 

5! 

63 

79 

81 

5ii 

61 

63 

82 

84 

64 

611 

61 

81 

83 

84 

6i 

«: 

62 

8(: 

74 

•If 

68 

61 

7* 

81 

80 

5: 

58 

62 

8; 

84 

87 

6! 

64 

61 

8( 

84 

82 

65 

64 

64 

7( 

80 

78 

58 

61 

62 

1!     50 


78!     73 
61! 


84    .821     73' 

64      64      02,     64 


63      64      63;     62 


8.S 

8? 

75 

58 

60 

58 

83 

76 

67 

65 

61 

80 

76 

74 

56 

58 

58 

86 

811 

58 

60 

59 

81 

85 

79 

55 

56 

59 

84 

80 

si 

5( 

62'  58 

84 

84 

■'« 

66l     46' 


S.'^ 

54 

561 

81 

871  86 

54 

56   69 

7^ 

Sll  80 

hh 

55I  57 

Si 

85 

84 

47 

5.) 

57 

8( 

86 

85 

61 

57 

56 

81 

87 

86 

M 

52 

54 

K 

il2 

56 

56 

78 

82 

83 

■j 

60  53 

8( 

86   SO 

5f 

60   57 

80'  821  SO 

56 

69 

60 

78.0 
55.1 
79.2 
55.1 


55.9 
77.6 
55.7 


77.2 
53.4 
78.7 


57.1 
''72.0 
i-Sl.l 


77.6 
51.7 
78.9 
54.7 

60.2 
78.1 
53.2 


54.9 
77.8 
52.5 


62.8 
79.0 
59.6 
76.0 
53  8 
79.4 
63.4 


60.2 
77.7 
62.4 
77  6 
52.5 
7».0 
54.6 
77.0 
48.8 


79.0 
52.  '2 
"79.8 
•50.6 
76.2 
66.1 
78.5 
53.7 
75.3 
64.8 


SS  Instruments  are  read  in  the  morning:  ihe  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almo.st  always  occ'ira 
Errata! -V'hnm^y'pageeTMeantlmp^  bcTe.ilnd^t  Farmers.  43.1.    Page  8:  Mean  maximum  at  Murry  should  be  63.9  and  at  Farmers,  55.0. 

V   li  0  Ix)UJi=vill6.  6-2638  110(1 
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KENTUCKY    SECTION. 

J.  Ij.  KENBAIili. 


Vol.  XLIII 


Loms\aLLB,  Ky.,  June,   1938 


No.  6 


OENERAL  STTMMART. 

In  most  ol'  the  State  the  rainfall  was  ample  for  the  needs  of 
vegi'lation.  A  few  extreme  northern  counties  remained  dry 
until  the  geu'-ral  rains  of  the  last  week.  In  this  district  corn 
planting  and  tobacco  setting  were  delayed  by  the  dry  weather. 
On  the  other  hand,  the  Green  River  Valley  and  some  adjoining 
districts  received  so  much  rain  from  the  middle  of  the  month 
onward  that  cultivation  was  seriously  delayed  and  hillsides  were 
badly  damaged  by  erosion.  In  other  parts  of  the  State  weather 
conditions  permitted  the  necessary  care  of  crops.  The  frequent 
showers  produced  a  long  transplanting  season  which,  together 
with  the  moderate  temperature,  favored  setting  out  and  starting 
the  tobacco  crop.  Except  for  some  cutworm  damage,  perfect 
stands  were  obtained  without  dilHcuIty.  The  same  type  of 
weather,  however,  interfered  seriously  with  making  alfalfa  and 
clover  hay.  These  crops  were  generally  heavy  and  not  easy  to 
cure  properly,  even  with  normal  sunshine  and  temperature. 
In  most  sections  the  weather  was  entirely  suitable  for  domestic 
and  market  gardens,  which  have  seldom  shown  better  progress 
and  productiveness.  On  account  of  its  excellent  start,  corn  on 
the  Vv'armer  soils  made  good  progress  despite  the  cool  weather. 
Growth  was  somewhat  delayed  on  the  colder  types  of  soils  and 
wet  bottoms  in  the  western  counties.  Some  early  corn  was 
tasseling  at  the  end.  Planting  continued  in  some  backward 
localities,  mainl3'  north  and  west,  until  the  third  week. 

\Mieat  ripened  slowly  and  evenly.  Harvest  began  in  the 
second  week  and  moved  slowly  north  and  east  on  account  of  the 
rains.  Threshing  began  before  the  month  closed.  Barley 
harvest  passed  through  the  northern  counties  in  the  first  week. 
Pastures  improved  in  the  first  half  and  remained  luxuriant  until 
the  end.  In  the  cotton  district  lighter  rainfall,  with  tempera- 
tures and  sunshine  near  normal,  favored  seasonal  progress.  The 
crop  was  near  the  blooming  stage  at  the  end  of  the  month. 
Although  cool  weather  predominated,  all  crops  maintained  their 
advanced  stage  in  comparison  with  the  seasonal  development. 

TEMPEKATIXIIE. 

Daily  means  varied  in  short  periods  from  slightly  above  to 
somewhat  below  normal,  but  temperatures  lower  than  the  sea- 
sonal average  predominated.  In  the  four-day  period  of  cool 
weather  at  the  end  of  the  month  daily  deficiencies  ranged  from 
o*"  to  11^.  The  temperature  deficiency  was  mainly  chargeable 
to  low  maxims,  due  in  part  to  cloudiness  and  frequent  showers 
The  range  for  the  State  was  between  9.5°  on  the  4th,  15th  and 
22d  at  various  stations,  and  45°  on  the  14th  at  Mammoth  Cave 

PSSCIPITATION. 

Although  precipitation  averaged  near  normal,  it  was  very  ir 
regularly  distributf  d  over  the  State.  Dry  areas  developed  in  the 
extreme  western  counties,  in  a  section  across  the  State  west  of 
the  lower  Green,  and  in  extreme  northern  districts,  where  the 
months  rainfall  ranged  from  1-5  to  2.5  inches.  In  several 
counties  around  the  lower  Cumberland  and  Tennessee,  in  a  north- 
south  belt  across  the  lower  Green  River  Valley,  and  in  a  large 
area  that  ex]\inded  fan  shaped  from  the  central  counties  east- 
warrl.  nr'-i;nf-~  vruz  <]  "'rnin    i. «">!"'  tr^  fi.OOinches.      In  abont  one- 

tliir^!   .        '  I  ■.;.■.    ^        ;i-      <  ■:■.•'    nrirnt,    while    y^^< .-t\^lv]~.    .if    its 


1.81  Inches  at  Onoonta,   Campbell   County,   and  8.69  Inches   at  Plppapa««,   Knott 
County.    Days  wlUi  tlmndorstoriiw  woro:  1.  4,  7.  U,  16,  16,  17,  18,  19,  24.  25,  26. 


MISCEIiLANEOTJS. 

Elvers. -The.  decline  in  the  Ohio  early  In  the  month  brought  stafjfjs  down  to  pool 
levels,  except  In  the  Cairo  district,  by  the  12th,  Moderately  high  water  In  the  Miss- 
is.sippi  maintained  similar  staffs  in  tho  lower  section  of  the  Olilo  throughout  the  month. 

Errata.  — Page  !><:  Mnm  l mii.  raturc  for  Princeton  should  he  67.4.  and  for  Kus" 
.scllville.  65. ».  Total  i.rr.  i  inhii  i-n  for  Shcpherdsvllle,  vanes  K  and  !)  .should  1)6  6.60. 
I'flgc  20;  Mean  inaxiiiiiini  i  ii  liin.iion  should  be  77.6  and  mean  maximum  and 
niiiiimum  for  Russellvillr,  7ii.  ,i  ami  uifi. 


PKESSURE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric   pressure 

Wind. 

Relative 

(reduced  to  sea-level.) 

humidity 

Stations. 

"Si 

Br. 

g 

1 

i 

1 

i 

P 

^ 

^ 

I 

B 

11 

S 

a 

« 

<-< 

g 

O 

^ 

- 

ii 

r- 

d, 

Cairo  111. 

30.30 

30. 2S 

13 

29.77 

26 

7.7 

so 

nw. 

15 

82 

68 

.59 

71 

Cincinnati  Ohio 

30.05 

30. 2< 

13 

29.7; 

6.7 

26 

nw. 

11 

Kl 

58 

«l 

70 

Evansville Ind. 

30.01 

80. 2K 

13 

29.76 

?,fi 

H.l 

36 

BW. 

10 

76 

63 

54 

64 

Louisville   Ky. 

30.03 

30.30 

13 

29.77 

26 

9.3 

36 

DW. 

25 

76 

55 

68 

68 

COMPAKATIVE  DATA  EOE  JtTNE. 


1890 

1891 

1892 

1893 . 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901.... 

1902 

1903 

1604 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912.... 

1913.... 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1 924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

1932 

1933 

1934 

1935 

1936 

1937.... 

Period 

i'49.year  average; 


Temperature. 


Precipitation 


73.5 
73.4 
76.2 
76.1 
73.9 
75.6 
73.4 
68.6 
73.2 
74.8 
73.9 
70.2 
73.4 
74.5 
70.0 
75.2 
70.2 
75.0 


76.1 
74.3 
71.8 


4.23 
4.64 
2.69 


3.61 
3.90 
2.80 


4.49 
4.53 
4.91 


4-79 
4.94 
4.30 


3.12 
2.90 
3.10 
4.59 
4.39 
S.90 
3.45 


Number  of  days 


,-,  .purvey 


LfV 


<^?^ 
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June, 


Climatological  Data  tot  June,    1938. 


Western  Division. 

Beaver  Dam 

Birmingham 

Calhoun 

Earlington 

Fords  Ferry,  Dam  50  . 

Breenville   

Henderson •  •  • 

Hopkinsville 

Lovelaceville 

Maytield 

Murray 

Owensboro 

Owensboro.  Dam  46.. 

Paducah  ** 

Princeton 

Rumsey,Lock2  t 

R<!s=ellville 

Uniontcwn.  Dam  49. . 

Ceiilnd  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6t. 

Burnside 

Carrolltou.Lock  1 

Cold  Sprinj<,  Dam  36.  • 

Danville 

Dix  Dam,  Burgin 

Eubank  

Frankfort,  Lock  4 

Gest,Lock3 

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock?.. 

Irvington 

Lancaster 

Leitchfield 

Lexington 

LittleHickman.Lock  s' 
Lockport,  Lock  2 

LO0ISVILLE 

Do.  Bowman  Field.. 

Mammoth  Cave 

Monticello 

Munf  ordville 

8t.  Jonn 

Salvisa,  Lock  6^ 

Shelby  ville 

Shepherdsville 

Smith's  Grove 

Stearns   

Tyrone,  Lock  5^    

Williamstown 

Woodbury,  Lock  4  t  . . 
Eastern  Division. 

Annville 

Ashland   

Berea 

College  Hill,  Lock  11... 

Cumberland   

CyntUiana   

Falmouth 

Farmers   

Fleminggbnrg   

Ford,  Lock  101 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . . 

Jackson  

Jenkins 

Louisa 

Maysville,  Dam  S3  .... 

Middlpsboro 

Mount  .Sterling 

Oneida   

Oneonta,  Dam  35"! 

Paintsville 

Pikeville 

PippapaBB 

QnickBand 

R-ivenna,  Lock  12 

Richmond 

Valley  View.  Lock  9. . . 
Vanceburg,D!im3-2... 

Williainsburg 

Willow.  Lock  13....... 

Winchester  J  Clark 

State  averages  and  ex  tremes 


Ohio 

Marshall 

McLean  . — 

Hopkins 

Crittenden  . . 
Muhlenburg. 


Christian . . . 

Ballard 

Calloway... 

Graves  

Daviess 

Daviess 

McCracken. 
Caldwell  . . . 

McLean 

Logan    

Union 


Breckinridge   ... 

Jelferson 

Warren 

Edmonson 

Pulaski 

Carroll 

Campbell    — ... 

Boyle   

Mercer 

Pulaski 

Franklin 

Henry 

Boone 

Green 

Jessamine 

Breckinridge   ... 

Garrard 

Grayson 


lue 


.lulTerson  . . 
Jefferson  .  ■ 
Edmonson. 
Wayne  — 

Hart 

Hurdin  . . . . 
Mercer 


Bullitt  . 


Jackson 

Boyd 

Madison 

Madison 

Harlan 

Harrison 

Pendleton 

Rowan 

Fleming  

Clark   

Greenup 

Perry   

Lee . , 

Breathitt 

Letcher 

Lawrence 

Mason 

Bell 

Montgomery  , 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breathitt 

Estill  

Madison 

Madison.    ... 


Temperature,  In  degrees  Fahr. 


£E 


Precipitation  in  i 


Number  of  days' 


6.27+2.10 

3.16 

3. 12  —0.  74 
-0.80 
+0.98 
+1.52 
-1.56 
-2.18 
-2.451 
--0.61I 
+  0.37 
+2.49 


+  1.56 
-2.68 
+0.8G 
-0.60 
+0.57 
-1.79 


-1.34 
+0.07 
+  0  35 
-1.17 
-2.27 
-0.17 
-063 
-0.15 


5.10+O.G7J 
3.14-0.90 
3.69-0.32 
3.82—1.39 
8.68-0.41 
3.061-0.99 
5.28, +0.91 

1 
2.23 


+0.13 


0.75 


-0.67 

-161 

+0.97 

-1.18 
2.93i-1.08 
4.. '561  +  0. 82 
7.41|+3.a9 
3.841-0.84 

4.65 

4.99+0.98 
4,79+0.031  1.92 
2.27—1.781  0.92 
5.33+0.71  1.12 
6.33'+0.68    1.00 

659 1.50 

1.81-2.99   0  79 

B.30! 1.28 

6.83+2.73    2.37 

8.59| 2.00 

4.86+0.79  1.0& 
5.281+0.77  1.30 
4,821  +  0.74  1.25 
3.96-0.74  1.00 
4.03+0.06  0.85 
3,601-1.08  1.67 
4.76|  +  0.40    1.04 

3.48! 1.21 

3.93-0.20  2.37 


2-^ 


( M 
fv 


EldredG.  Young. 

Tennessee  Valley  Authority. 

K.  C.  Bennett. 

Brick  Southworth. 

Lockm  aster. 

C.  R.  Lovell. 

Frank  Street. 

W.  K.   Morris. 

Blaine  Maloue. 

Mrs.  Joe  Payne. 

Pat  W,   Wear. 

Henry  S.  Berry. 

Lockmaster. 

Job  Lagore. 

Dr.  W.  L.  Cash. 

Lockmaster. 

Wm.  Shclton. 

Lockmaster. 

Lockmaster. 

C.   E.   Barret. 

Mrs.  Lillie  G,  Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

W.  J,  Piggot. 

Walter  Killion. 

H.  H.  Willis. 

U.S.  Weather  Bureau . 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau. 

U.   S.  Dept.  of  Commerce. 

Ivan  J.  Ellsworth. 

E.  0    Cooper. 

Mrs.  M.W.Price. 

Sisters  of  Loretto. 

Lockmaster. 

Miss  RuthRatta, 

A.  McLeod. 

Airway  Station. 

Airway  Station. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster. 

W.  A.  Worthington. 

Lockmaster. 

Lutlier  M.  Ambrose. 

Lockmaster. 

C.  liertranil  Fields, 

p.    11.   Kehoe. 

.1.  V.  Oldham. 

Mrs.  R.  F.   Stamper. 

C.  A.  Gliiscock 

Lockmaster. 

Lockmaster. 

Cbas.  O.  Ihrig. 

Lockmaster. 

.)cs.T   Goff. 

R.  J    Howard, 

.iacnbM'orkman 

Lockmaster. 

Mattliew  Woodson 

W.  R,  McKee. 

Joe  L.  Gay. 

Lockmaster. 

Manuel  Robinson. 

U.  9  Weatlier  Bureau. 

Cp.nev  Run  Pom-  Ceu. 

K.   W.  Jones. 

Lockmaster. 

J.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West, 

Lockmaster. 

Airway  Station. 


^?^s^?s^^?rS?^^^t^'^;^!f^s^ 


deterraininesection  or  division  means.  tRumsey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  River 

Reference  letters. «,  ". ',  appearing  in  the  table  indi('ate  number  of  days  missing:  for  example,  b  represents  two  days,  etc. 
i  Also  Sn  other  datis.'   +t  %eivcd  too  late  to  be  included  in  meaiis  and  summanes.         T   Prec.mtat.on  is  oss  than  0  0 
1Post^ofnceaddresses:-Lock.5,Lawrenceburg,Ky.  :  Lock6,Vpr8aillRK,Kv.  ;  Lock  8.Nu.ho^asvii]<.  kv 
Oseonta.  California.  Ky. 


iltedsnow 


Precipitation  by  U.  S.  Engineers. 


CLLMAT01,0UICAL  DATA:  KKNTLK^KY  HKCTION 


Dally  Precipitation  for  June,  1938. 


We»tern  DivMon 

Boftver  Dam 

UlnninBliamll   

t'nlhoun 

Kiirlinirton  I 

Konls  Kerry  Dam  6OI1 

(liiumvillo 

Heiulersou 

HoiikinsvlUe: 

LovolnoevilUi 

Maylield  

Murray  

Owensboro  1 

Owoiisboro,  Dam  46  1 

Haducahll 

Prlncotou.     

Hunisey ,  Lock  No.  2  || 

RiissfllvillPlI 

Uuioutown.  Uam  49i 

Cenlriil  IHnsion 

Addisou,  Dam  45.  II 

AnclioraKe 

Bowliiur  Greoii  I 

Hiowii8vilIe, Lock  No.  611 ... . 

Burnsidel   

C'lvrrollton  |  I-ock  No.  1 

C-ld  Spring,  Dam  3611 

Danvillell 

Dix  Dam,  Bnrgin 

Hubank 

Frankfort,  Lock  No.  41! 

(iest.  Lock  No .  3  II 

(irant.  Dam  3311 

Greensburgll 

High  Bridge, Lock  No.  711-., 

trvington  

Lancaste.rl] 

LeitPhtield   

Lexiiisrton  *** ........ . ._ 

Littlfl  Hickman,  Lock  No.  8 

Lockport,  Lock  No.  2  II 

Louisville*** 

Do.  Bowman  Field 

Mammotli  Cave 

Monticello 


Day  of  month 


12      3      4      6      6 


ville 


Muntordvi 

8t.  .lohii  J 

Salvisa,  Lock  No  6  II ... . 

Shelhyville! 

Shepherdsville ..■ 

Smith's  Grove 

Stearns    

Tyronu.LockNo.SII  ... 

Willianistown  || 

A'oodbnry.LocU  No.  411 
Eastei-n  Dii'i 

Annville 

Ashland  ] 

Berea   

OoUese  nill,  Lock  No. 


Cumberland 


10     11     12     18     H     16     16     17     18     19 


.231.47 
.37  .18 
.30 
.33 


26     26     27     28 


8,27 
8. 16 
8. 12 
8.02 
4.58 
6.68 
2. 81 
2.31 
1.68 
8.19 
6.18 
6.40 
6.68 
1.64 
4.46 
8.01 
4. 21 


4.31 
4. 64 
2.81 
1.80 
8.74 
8.71 
4.10 
8.43 


8.82 
3.68 
3.06 
5.28 
3.21 
2.23 
8. 20 


Cynthianall 

Falmouthll    

Farmers  11 

Fleitlncsbnr?]  .■• 

Ford.  Lock  No.  10||. 

Greennp.Dam    3011 

Hazard  H 

Heidiilberg,  Lock  No.  Mil.- 

Jackson  II 

Jenkins] 

Louisa  t 

Maysvillell,  Dam  33 

Middlesboro      — 

Mount  Sterling  .  ■ 

Oneida  11 •  ■ 

OneontaDaniSSII 

Paintsville   H ..■■ 

Pikevillo 

Pippapass  — 

(.^nicksiindll 

Ravenna,  Lock  No.  r2il . . . . 

Richmond  11 

Valley  View, Look  No.  9!|. 
Vancebiirt?,  Dam  No.  32  11 . . 

Willianisburgl! . .  — 

Willow, Lock  No.  1311 

Winctu'sti'r 


.011 


7    '.15  ! 
61.57  , 


.461 


I  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endiugat  the 


Except  as  otherwise  indicated  observations 
sme  o  ^^g{g^j.g^p°^g^j.5.  ,**)  Regular  V,^eather  Bureau  station ;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight. 
II  Precipitation  measured  in  the  morning :  amount  then  recorded  is  for  the  preceding  24  hours 
iseparate  dates  of  falls  not  recorded.       T.  Trace,  or  less  than  0.01  inch. 
River  drainage  area  in  which  station  is  located  is  indicated  as  follows:  (B)Big  San 
(T)  Tennessee:  (O)Ohio:  (M)  ^rissispinDi. 


Precipitation  included  in  the  next  following  measurement. 
L>  Licking:  (K*  Kentucky:  (S)  Salt;  (G)  Green:  (C)Cumberland 
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CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


June,  19S8 


Daily  Temperatures  for  June,  1938. 


9     10     11     12     13     14     15     16     17     18     19     20     21     22     23     24     25     26     27     28     29     30     31    Mean 


Henderson. 


Hopkinsville   

Lovelttceville 

Mayfield 

Murray  

^          ^  J  Maximum  . . . 

0  weiisboro ]  Minimum .... 

Paducah 


Miuimum  — 
:  Maximum... 
tMinimum 

Maximum  . . . 

Mi 


(  Minimum 

I  Maximum  . . . 
I  Minimum  — 
j  Maximum  . . . 

I  Minimum 

j  JIaximum  . . . 

I  Minimum 

j  Maximum  . . . 

)  Minimum 

\  Maximum  . . . 
1  Minimum 


:Maximum 
:Minimum... 
„  .       ^  J  Maximum .  . 

Princeton (  Minimum. . . 

„   .,,  (.„  i  Maximum  . . 

Russell vine§§ -j  Minimum . . . 

Central  Di 


Ancliorage 


Eubank  

Frankfort  . . 
Greensburg. 
Irvington  .. 
Leitchfield  . 
Lexington  . 


j  Maximum  . . . 

I  Minimum 

j  Maximum  ... 

I  Minimum 

j  Maximum  . . . 

)  Minimum 

/  Maximum  . . . 

( Minimum 

j  Maximum  . . . 

I  Minimum 

i  Maximum  ... 
f  Minimum.... 
(  Maximum  . . . 

!  Minimum 

(  Maximum  . . . 

I  Minimum 

j  Maximum  . . . 

1  Miuimum 

j  Maximum  . . . 

I  Minimum 

\  Maximum  . . . 
I  Minimum 

: Maximum  . .. 

:Minimum 

i  Maximum  . .. 
(  Minimum.  . .. 


Do.  Bowman  Field 

Mammoth  Cave 

„.     ,„.„  S  Maximum... 

9t-  John (Minimum.... 

Shelby ville  

Smith's  Grove  ..... 


WilliamstoTTn 

Eastern  Di 
Ashland   


Maximum  . 
(  Minimum. .. 
)  Maximum .  . 
S  Minimum. . . 

:  Maximum  . . 

:Miiiirauni... 
J  Maximum  . . 


Berea. 


Maximum  ... 

Minimum 

Maximum  ... 

Minimum 

Maximum  • .. 

Minimum 

Maximum  . . . 

Minimum 

„  . ,  ,.  J  Maximum  ... 

Heidelberg ,  Minimum.... 

Maximum  .  .. 
linimum 

Maximum  . . . 


Cumberland 

Farmers 


Maysville j  ^| 

Middlesboro 

Mount  Sterling  . . 


Pippapass 
Qnicksand 


(  Maximum  . . . 
■■  !  Minimum 

:Maximum. .. 
■■   :Minimura 

: Maximum  . . . 
•'  :Minimum.... 

:Maximum.  .. 
■■    :Minimum 

Maximum  . . . 

Minimum 


78!    82|     80 

58j    51 

80     83!     85 

64|     60 

82 

64 


8l|     87 


83 
53 
80 
56 
80:  80 
64  6G 
80 


82     85 
65     50 


61  j     52 
80     81 


OO         U'l  OL 

77     80      82 


55  53 

78  80 

.50  68 

84!  84 

58  59 


55 
90 

571  67 
82,  87|  91 
50  481  64 
80  82  80 
60      58      67 


49      56 

8l|     87 


64 
90 
66;     69 


90 
67 

88|  88  82 
65!  63  68 
89  90  88 
64|    66     79 


56l     57 


8lj     84 


75 
61 
75      78 


88 

88 

67 

65 

88 

8? 

62 

61- 

88! 

87 

65! 

65 

85  88 
68 
82  88 
68     67 


§S  Instruments  are  read  in  the  morning ;  the  maximum  temperature  then  read  is  charsred  to  the  precodins  day.  on  vvhieh  it  almost  always  occurs 
•.^.°  etc  iudirate  respectively  1.2.  8  «t,c..  days  missing  from  rfM-ord. 
H  O  Ix>uisville.  7-26  38  110!) 


83.2 

62.9 
82.6 
59.3 


62.9 
82.9 
61.8 
83.6 
63.0 
82.6 
65. 3 


81.6 
59.8 
85.4 
63.1 


85.2 
59.8 
84.3 
68.4 
81.2 
63.2 
81.7 
62.0 
84.2 
62.1 
80.8 
64.4 
81. S 
62.8 
82.0 
58.3 
82.6 
60.7 
81.1 
69.0 


79.8 
59.3 
85.6 
60.7 

81.4 
61.0 
80., 5 
1^60.3 


81.5 
68.0 
85.0 
61.1 
85,3 
68.8 
81.1 
57.6 
80.6 
62.7 
84  6 
61.8 
79.3 
61.0 


Ki 
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KENTUCKY    SECTION 


J.  li.  KENDAIil,. 


Vol.  XLIII 


Louisville,  JCy.,  July,  1938 


No.  7 


aENERAL  StTMMART. 

Except  for  some  extreme  northern  and  southwestern  counties, 
wliich  remained  too  dry  during  the  first  decade,  all  parts  of  the 
State  received  ample  moisture.  Excessive  rains  in  the  north- 
eastern counties  near  the  middle  of  the  month  caused  much 
damage  to  hillside  lands  bj'  washing  and  to  crops  in  creek  bot- 
toms by  overllow  with  water  and  mud.  Repeated  heavy  rains 
in  the  middle  and  lower  Green  River  Valley  kept  bottom  lands 
so  wet  that  crops  could  not  be  cultivated.  The  rains  of  the 
12th  broke  a  dry  spell  of  three  weeks  in  the  Purchase  and  a  few 
pouthern  counties  to  the  eastward,  where  crops  had  suffered  to 
some  extent.  Marked  improvement  occurred  in  crop  conditions 
in  that  section  and  in  the  extreme  northern  counties  during  the 
last  half  of  the  month.  Heavy  to  excessive  rains  in  most 
districts  in  the  last  two  days  caused  much  damage  by  flooding 
and  drowning  of  crops.  At  the  end  of  the  month  the  soil  was 
so  waterlogged  that  only  crops  on  well  drained  uplands  were 
doing  well. 

With  the  exception  of  limited  areas  to  the  north  and  west, 
pastures  remained  good  throughout  the  month.  They  developed 
luxuriantly  in  all  sections  during  (he  last  half.  Forage  crops 
grew  more  rank  and  coarse  than  desirable.  The  frequent  rains 
interfered  seriously  with  threshing  and  haymaking.  Much 
alfalfa  stood  too  long  before  the  weather  gave  opportunity  for 
cutting,  and  damage  resulted  from  the  soaking  rains  after  the 
hay  was  cut.  Grain  that  had  not  been  threshed  by  the  12th 
was  damaged  in  shock  in  many  places.  The  wet  weather  of  the 
last  half  favored  the  development  of  tobacco  rust,  which  increased 
to  damaging  proportions  in  the  dark  district. 

Domestic  and  market  gardens  continued  exceptionally  pro- 
ductive during  the  month.  Loss  of  ripening  tomatoes  increased 
toward  the  end-  The  digging  of  white  potatoes  revealed  the 
finest  crop  in  many  years.  Where  digging  was  delayed  the 
saturated  soil  caused  some  loss  by  rotting.  Day  temperatures 
were  rather  low  for  corn  at  times,  but  the  nights  were  warm 
enough  that  growth  was  not  appreciably  delayed.  In  the  wet 
areas  the  reaction  of  varying  types  of  soil  to  a  superabundance 
of  water  caused  irregularity  in  growth.  The  cotton  district  re- 
ceived too  much  rain  for  best  results. 

TEmPESATXJKE. 

The  monthly  average  was  almost  normal,  but  daily  means 
were  somewhatvariable.  This  was  due  mainly  to  moderate  or 
rather  low  maximum  temperatures,  which  were  affected  on  many 
days  by  cloudiness  and  rain.  Minimum  temperatures  rarely 
fell  below  normal.  Cool  periods  occurred  in  the  third  week  and 
near  the  end,  while  the  second  week  was  comparatively  warm 
The  highest  for  the  State  was  100°  at  Williamstown  on  the  10th 
and  at  Mayfield  on  the  11th.  The  lowest  was  52°  at  Danville 
on  the  2d.  

PRSCIPITATIOIJI. 

The  average  precipitation  was  the  highest  for  this  month  since 
1910,  and  the  third  highest  on  record  for  .July.  At  some  central 
and  southeastern  stations  it  ranged    from    4.0   to    6  0   inches 

Most  other  parts  of  the  State  received  from  6.0  to  10.0  inehes.  Some  southwestern  sta- 
tions and  a  few  in  the  eastern  uiouutain  distrirt  reported  from  10  0  to  12  0  inches-  The 
range  for  the  State  was  between  3.01  inches  at  ^lonticello  and  15.  JS  inches  at  Quicli^and 
Lightto  heavy  showers  occurre<l  in  the  period,^  Ist-'^d  and  0-l>tli  The  viiwuf  the  u 
l.'^th  were  lisrht  and  irregular  in  thi>  central  cunrics  hut  1m  av^v  to  ,.x,v..<'i\ ,.'  in  ..astern 
districts.  Twenty-fonr  hour  aiiioiints  on  tire  14tli  \  ai-ied  l.ct'wc.n  .".  (i  tm]  r,  {)  i'ii,li,.s 
nvei  much  of  the  section  from  the  upper  Kentucky  nor tli  tdlhc  ()l;i  >  l'i\  er      Mad  i-itftn 


heavy  rains  ocourrod  jonerally  In  the  period  l8-20th,  and  heavy  to  oxcosKlve  raing  on 
the  last  two  days.  There  were  scattered  showers  from  the  '2l8t  to  20th.  Days  with 
thundershowers  were;  2.  7,  8,  9,  U,  12,  13,  14,  17,  18.  21.  28.  28,  29,  80,  31. 


July  11.— namaKc 
Hopkins.  BreckonridKc 
injured. 

.fuly  16.-WasIioul 


MISCELLANEOUS. 

.' >\  ii  IIS  and  buildings  by  windstorms  In  Henderson, 
11.  I  I'll  I'Miiitics  wa,s  about  $10,000.    Three  persons  were 

'■\:.i  .11  bridges  in  Mason  and  Rowan  counties.  A 
II  '  I  I  I  r:ir  Inez.  Sections  of -Morehead,  Lewls- 
<i  Kivercd  with  flood  water.    U.  8.  High- 


PRESSTXRE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 

Cincinnati  . . . 

Evansville 

Louisville   — 


,..111 
.Ohio 
Ind 
..Ky 


29.96 
29.98 


29.78 
29.83 
29.81 


COMPARATIVE  DATA  FOR  JULY. 


Temperature. 


Precipitation 


1891 

1892.... 

1893 ... 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901.... 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912.... 

1913 

1914 

1915.... 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

I92i'.'..'.'.'...'....'.'-'.'.'.'.  .. 

1925 

1926 

1927 

19'28........ 

1929 

1980 

1931 

1932 

1933 

1934 . 

1935 

l'9h'.'.'.'.'-'--'- 

1938 

Period  

t49.year  averages 


75.1 

73.0 

74.0 

76.5 

78.8 

76.2 

75.2 

77.4 

77.8 

77.8 

77.3 

77.9 

81.7 

78.1 

77.5 

75.2 

75.9 

75.2 

78.1 

76.9 

74.8 

76.2 

76.8 

79.9 

78.8 

75.7 

78.6 

75.3 

73.8 

79.5 

75.2 

81.1 

76.4 

76.8 

73.7 

76.7 

77.6 

75.7 

77.0 

76.7 

80  5 

79.9 

78.5 

77.0 

81.2 

78.8 

81.4 

76.6 

77.2 

77.2 

8.30 

3.48 
2.03 
5.75 
7.44 
4.79 
4.71 
3.78 
4.91 
1.72 
191 
3.53 
3. 40 
5.93 
6.02 
4.71 
3.94 
6.01 
8.63 
2.28 
5.50 
2.54 
3.20 
5.30 
4.17 
4.38 
3.28 
2.10 
3.83 
2.65 


3.97 
1.25 
3  85 


5.16 
3.78 
3.04 
7.27 


Number  of  days 


i  .-)  V 
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July,  1938 


Climatologicai  Data  for  July,    1938. 


Temperature,  in  degrees  Fahr. 


PreciDitation  in  Inches  Number  of  days' 


Waiern  Division. 

Beaver  Dam 

Birmingham 

Calhoun 

Karlington 

Fords  Ferry.  Dam  50  . . 

QreenvUle   

Henderson 

Uopkinsville 

Lovelaceville 

Mayfield 

Murray 

Owensboro 

Owensboro,  Dam  46..- 
Paducah  **  — ....;.;. 

Princeton 

Rurasey,Lock2t 

Russellville 

Uniontown.  Dam  49- . . 

Central  Division. 

Addison,  Dam  45 

Anchorage  .[ 

Bowling  Green 

Bro\vii8viUe,Locl£  6t.. 

Burnside 

Carrollton,  Lock  1 

Cold  Spring, Dam  36... 

Danville 

DixDam,  Burgin 

Eubank  

Frankfort,  Lock  4 

Gest,  Lock  3  , 

Grant,  Dam  3S 

Greensburg 

High  Bridge,  Lock?.. 

Irvlngton 

Lancaster 

Leitchfield 

Lexington i---,--« 

littleHickra!m,Lock8^ 

Lockport,  Lock  2 

Louisville 

Do.  Bowman  Field.. 

Mammoth  Cave 

Monticello 

Munfordville 

St.  Jonn 

Salvisa,  Lock  6t 

Shelby  ville 

Shepherdsville 

Smith's  Grove 

Stearns  

Tyrone,  Lock  511    

Williamstown 

Woodbnry,  Lock  4  t.  .. 

Eastern  Division. 

Annvillo 

Ashland  

Berea 

College  Hill.  Lock  11... 

Cumberland  

Cynthiana 

Falmouth 

Farmers   

Fleraingsburg   

Ford,  Lock  10^ 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . 

Jackson  

Jenkins 

Louisa 

Maysville.  Dam  33  ... 

Mlddlesboro 

Mount  Sterling 

Oneida    

Oneonta,  Dam  351  — 

Paintsville 

Pikeville 

PippapaBs 

Quicksand 

Ravenna,  Lock  12 

Richmond 

Valley  View,  Lock  9.. 
Vancebiirg,Dam32... 

Williamsburg 

Willow,  Lock  13. 

Winchester 

8tat<'  averages  and  e; 


Ohio 

Marshall  — 

Mciean 

Hopkins 

Crittenden  . . 
MulilcnDurg. 
Henderson .  - 

Christian 

Ballard 

Calloway — 

Graves 

Daviess 

Daviess 

McCracken.. 
Caldwell  — 

McLean 

Logan   

Union 


Breckinridge 

Jefterson 

Warren 

Edmonson  .  .. 

Pulaski 

Carroll 

Campbell    — 


Mercer.... 
Pulaski. .. 
Franklin  . 
Henry 


Green 

Jessamine 

Breckinridge 

Garrard 

Grayson 

Fayette 

Jessamine  ... 


sury 


.Jefferson  . . 
Jefferson  . . 
Edmonson. 
Wayne  — 

Hart 

Hardin.... 

Mercer 

.''hplby  .... 

Bullitt 

Warren . . . . 
McCreary  . 
Audersou.. 

Grant 

Batler 


Jackson  

Boyd 

Madison 

Madison 

Harlan 

Harrison 

Pendleton 

Rowan 

Fleming  

Clark   

Greenup 

Perry   

Lee   

Breathitt 

Letcher 

Lawrence 

Mason 


Montgomery 

Clay 

Ciiinpbell 

Johnson 

Pike 

Knott 

Breathitt 

Estill   

Madison 

Madison 

Lewis 

Whitley 

Lee   

Clark   

tremes 


+  0.5 


100 


101 


52 


+3.1 


2.23 


4.65 


+4.01 
+4.79 
+  1.99 
t-607 
+3.24 

+  1.9(V  1.57 

+2.5S!  2.00 

+7.97'  3.70 

f4.C5i  8.32 

+o.09|  2..sa 

+3.15  1.36 

+  5.20  2.55 

+  5.37  3.85 

+  4.03I  1.98 

+  7.o6  5.16 

+2.47  1.95 

+1.57  2.61 


2.91 


40  +4.3!) 
11.05 +7.07 
6.38+2.08 
4.02-0'-'9 
4.3l[+0.96 
7.09;+3.21 
4.65|-0.01 
C. 981  +  2.93 
5.34'  +  1.13 
6.86, +2.9.1 
5.91  +1.75|  2.65 
7.118 +4.  U    2.95 

5.  58, +  1.74!  1.58 
6. 33, +2-34]  1.41 
4.9I1  +  I.84I  2.27 
7.27|-!-2.88[  1.92 
3.57[-0.09:  0.73 
6.81+3.16  1.36 
5.37!+1.6l!  1.50 
4.90+1  321  2.35 
6.95+3.25 

5.171 

8.09' 

3.01  

6.50+3.93 
5.3s +2.  00 
4.73:+0.93 
6.83,+3.02 

6.  40; 

12. 51^ 

3.99 

4.65  +0.47 
5.22+1.66 
6.141+2.67 

7.66 


6.18+2.76 
9.8l!  +  6.19 
8  0.s'+3.70 
10.45+6.70 


4.U1H0  80;  1.80 


9.021  +  5.00  3. .50 
6.M+2.10  1.20 
6.93-1-2  21    2.25 


7.43+2.611  4.2G 

6.31 1  2  40 

7.27  +  3.10    6.26 


Eldred  G.  Young. 

Tennessee  Valley  Authority. 

Jt.  (J.  Uetinett. 

Brick  Southworth. 

Lockmaster. 

C.  R.  Lovell. 

Frank  Street. 

W.  K.  MoiTis. 

Byline  Ma'one. 

Mrs .  Joe  Payne. 

Pat  W.   Wear. 

Henry  S.  Berry. 

Lockmaster. 

Joe  Lagore. 

Dr.  W.  L.  Cash. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

Lockmaster. 

Mrs.  Bettie  IC.  H.  Alcorn. 

Lockmaster. 

W.  .1,  I'ig-ffot. 

Walter  Xillion. 

H.  H.  Willis. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

11.  .S.  W'-atlier  Rnrpsn 

T'    :      i;  I'i .  •>•:  Commerce. 

1\  "     ,   ,;  >:'tll. 


Lockma.stcr. 

BIis.^  KuihRutta, 

A.   McLood. 

Airway  Station. 

Airway  Station. 

Lockmaster. 

Miss  Nettie  B.   Simiison. 

Lockmaster . 

W.  A.  'Worthingtcn . 

Lockma.'^ter. 

Luther  M.  Ambrose. 

Lockmaster. 

C.  Bertrand  Fields. 

P.  U.  Keno.i. 

J.  V.  flldliam. 

Mrs.  K.  F.   Stamper. 

C. A.  Glascock 

Lockmaster. 

Lockma-ster. 


Vh:\ 


O.  Ihri] 


Lockmaster. 
.las.T    Goff. 
R.  J    Howard, 
,I;iC';b  Workman 
Lockmaster. 
Mnttlmiv  Woods 
W.  K    McKee. 


it.    W  .   -Juiirs. 

Lockmaster. 
.1.  W.  Crooke. 
Lockmaster. 
Lockmaster. 
Wadely  West, 
I,ockma.ster. 
Airway  Station. 


Reference  letters,  •,  \  ".  appearing  in  the  table  indicate  number  of  days  missing:  lor  exampe,b  re  preset  tstw^^^ 

+  Also  on  other  dates,    tt  Received  too  late  to  be  included  in  means  and  summaries.         l,„l[.X°Tfv  "  1  fc  1-  in  Red  I!?.  ,=>"  Kv 

5 Post-office  addresses: -Lock  .5,  La wrenccbnrg,ICy.;  Lock  6,  V-rsailleP,  Kv.  ;  Lock  S.Nichoin^Mll"  Kv  .  LodvlO.Uert  Hon.=;'-  i\y. 


Oneonta.  California.  Ky. 
S+10.0 


•  *  Precipitation  by  IT.  S.  Engineers. 


i+in.io 
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Sally  Precipitation  for  July,  1088. 


Wettem  Division 

Heavor  Dam 

Hlnninghftml   

(/'idliuun 

KarlliiRton  II 

Fords  Forry  Dam  601 

OroBnvlUe 

Heudorsou 

Hopkinsvillo! 

LovolaceviHe 

Mayilold  

Murray 

v)wensboro  11 

Owoiisboro,  Diiin  -16  II 

Padueahl 

F'rinceton 

Humsoy,  Lock  No.  2  II 

RussollviUell    

Unioutown.  Diiin  49il 

CeiUrnl  Dii'ision 

Addison,  Dam  45.  II 

Auoliorajje 

Howliiitr  Green  I 

lirownsvillo,  Lock  No.  611 

Burnsidell   

Ciirrolltou   Lock  No.  1] 

C'^ld  Spring,  Dam  36|| 

DanvillBll. 

Dix  Dam,  Burgin 

Kubank 

Frankfort,  Lock  No.  41! 

Gest,  Lock  No.  3  II 

Grant,  Dam  3'ill 

Hroen^burgll 

High  Bridge, Lock  No.  711... 

[rvinston  

Lancaster!! 

Leitchfleld  II  

Lexineton  *** 

Little  llickmim,  Lock  No.  8  I 

Lockpovt,  Lock  No .  2  II 

Lurisvii.LE*** 

Do.  Bowman  Field 

Mammoth  Cavell 

Moiiticello  !! 

Munfordvilie   li 

rtl.  .lolinll 

SalTisa,  Lock  No  6  11 

Shelbyvilleii  

Shepherdsville 

Smith's  Urove 

Stearns 

Tyrone,  Lock  No.  511 

Williamstowii  |1 

^oodbnry,  Lock  No.  411. 

Eastern  Division 

Annvilie  li 

Ashlaud  1 


Farmers  II 

KlercJngsbHrg!| 

Ford,  Lock  No.  10  || 

Greeunp.Bam   3011- 

Hazard  || 

Heidelberg,  Lock  No.  1411. 

Jackson  II 

J«iikUis] 

Louisa! 

Miiysvillp.  Dam33!l 

Mi.i.lJo^loro 

Mount  Sterling 

Oneida  II 

Oneonta  nam  S5  I! 

Paiiitsville   || 

I'ikeTillp 


43  ... 

-.38  ... 

05    .10  ... 


Pir 


^burs.  riam  No.  32  I 

imsbur^l'. .  ■•• 

w.Lock  No.  13;!.  ... 


.L. 
T, 

:::: 

1. 

O:-! 

1, 

.... 

K. 

() 

K. 

K. 

K 

B. 

U 

() 

.(:. 

!,. 

K 

(> 

.B 

.B. 

k' 

K 

(). 

('. 

.33   T. 

.OS:    -. 
.38!... 


.15 

;io 

...|2'.05 

.36!  ..SO 

.15|    .70 

.121     18 

.53 

.'?0 

"m 

.21 

1.4.S 

.14 

.83 

2.9fi 

'1'. 

.13 

.20 

.02 

33 

.Ofi 

1.72 

T. 

.40 

... 

.OH 

. 

.23 

12     18     14     16     10     17     18     IS     20     21     22     28 


2.921   .H4 

01.59 

2. ml  .64 

6.28    .47 


19|  .11 
38  .02 
2.49J  .69 
1.06 


18 
19 

1.31'1.25 
.802.90 

.'27';  24 
.22  .03 
.06  .02 
.76  .... 
.41  .17 
.21  .03 
.80|  .60 
.20:1.13 
.281  .78 
.83  .43 
.42  .0,'i 
.72!.... 

.lOj  .55 

...!l.2] 


1.02:2.40    .1 
2.12    T.  I  . 

1.40 50!. 

85    .Olil 


.49  .17  ....  .06 
.25  ....  .44  .08 
.10  .   .    I    .4ll 


.241. 


.70|2.9fi     9.82 
.lfi;1.6!)|     e.48 
.821.40:    6.08 
...  ....I    7.96 

i. 3213. 70  11.71 
.823.321  7.9» 
■  08  2.38 
.07  1.29 
.64,2.65 
.783.35 
.4011.98 
.27i5.]6 
•11    .40 

.0612.61 
.4812.91 

.66  2.30 
121.28 

.96    .10 
, 2211. 40 
.02,! 
.52 
1.22 

'01 
T. 

1.68 
801.28  6.; 
23  2.27  4.91 
"  67  7.27 
17  .44  3.67 
6.81 
6.37 


.231 
T.  1.25 
.203.44 
.50'2.60 
1.15:4.39 
24 


■f. 

1.70 

4.65 

1.00 

5.22 

.83 

.72 

6.14 

2.4,5 

.14 

7.66 

.95 

.24 

7.05 

.80 

6.37 

1.08 

.20 

14.16 

T. 

2.02 

6.18 

OK 

1.H5 

9.84 

12 

8.08 

.66 

36 

10.45 

.14 

.,i3 

S.69 

.08 

.10 

6.25 

1.62 

.10 

8.38 

1.47 

1,05 

9.77 

1.8S 

.04 

11.78 

1  62 

1.18 

11.47 

.62 

8.15 

.'^^ 

.51 

9.87 
4.10 

2.00 

.25 

7.92 

T. 

i.K 

6.70 

.hi 

.35 

8.42 

.80 

.62 

5.73 

1.70 

15.  48 

.98 

.21 

10.94 

.12 


7.11 
11.83 
6.64 

4.66 
8.40 
11.06 
6.88 
4.02 
4.81 
7.09 
4.65 
6.98 


8.01 
6.50 
8. 83 
4.73 
0  86 
6.40 
12-61 


T)  THiini'sstf":  (OU)lii<i:  (M 
Errata. -May  1938,  pa?A 
rainfall  for  Shepher  'sville  sh( 
Russellville  76.9  and  54.6. 


<  atious  are  genera! 

r  Bureau  stetion: 

.iug:  amount  I'nei 

T.  Trace,  or  1 

M  i.<  lo.-ate.i   i.:  in. 


the  afternoon. 


sunset,  and  precipitation  recorded  is  for  the  24  hours  endingat  the 


■ation  is  for  the  24-hour  period.  midni?ht  to  midnifrht. 

I'd  is  for  the  preceding  24  hours.       *  Precipitation  included  in  the  next  followiPag 


(B)Big  Sandy    (L)  Licking:  (K)  Kentucky:  IS) 


ement. 
alt:  (G)  Green:  (O)Oumberland 


uKl  be  67. 4  and  for  Ru.csellville  65.8,    Total  rainfall  for  Shepherdsville  should  be  5. .50      Pa^e  lo-total 
'TO-.Meanniaximumfor  Princeton  sho  lid  be  77.6  and  mean  maxinnim  and  mean  minimum  for 


2S 


CLIMATOLOGICAL  DATA:  KBNIUCKY  SECTION. 


July,  1988 


Daily  Temperatures  for  July,  1938. 


10      11      12 


19     20     21      22 


27     28     29     30     31   Mean 


Testem  Division. 


Calhoun 


:Maximimi  ... 

■•••    IMiuiimim  — 

T7    ii„™t«„  (Maximum... 

Earllngton i  Minimum.... 

.„  (Maximum... 

Greenville j  Minimum . . . . 

„      ,        „  I  Maximum 

Henderson... 


Hopkinsville 
LovelaceviUe  . 


Mayfield  ... 
Murray  — 
Owensboro  , 


Princeton 

RussellvilleSS ]  ^ 


Bowling  Green. 


Minimum  — 
(  Maximum  . . . 
!  Minimum . . . . 
(  Maximum  . . . 

i  Minimum 

(  Maximum  ... 

i  Minimum 

(  Maximum  . . . 

)  Minimum 

J  Maximum  . . . 
I  Minimum 

:Maximum  . .. 

:  Minimum 

J  Maximum . . . 

I  Minimum 

Maximum  . . . 
nimum 


(  Maximum  . . . 

■  (  Minimum 

(  Maximum  . . . 
1  Minimum  — 
;  Maximum  . . . 

)  Miuimum 

f  Maximum  . . . 

I  Minimum 

j  Maximum  . . . 

•  )  Minimum 

(  Maximum  . . . 

■  I  Minimum 

\  Maximum  . . . 

•  I  Minimum 


aximum  . . 

inimum. . . 

Maximum  . . 


M 


Leitchfield  .,  

Maximum  . 

hQxmgwn  (Minimum.. 

.     .,,  (Maximum... 

Louisville 1  Minimum... 

Do.  Bowman  Field 

Mammoth  Cave 

St.  John 

Shelby ville  

Smith's  Grove 

Stearns 

Williamstown . 


:Max 

iMinimum  — 
(  Maximum  . . . 
1  Minimum.  • .. 
(  Maximum  . . . 
)  Minimum  — 
j  Maximum  . . . 

!  Minimum 

I  Maximum  . . . 

(  Minimum 

:  Maximum  . .. 

'.Minimum 

J  Maximum  . . . 
I  Minimum  — 
Eaitern  Division. 

\  Maximum  .. . 

"  I  Minimum 

(  Maximum  . . . 

•■  !  Minimum 

I  Maximum  . .. 

•■     Minimum.... 
Maximum  . . . 

■  ■  I  Minimum 

Heidelberg ]^f.^^,r_::: 


Ashland 
Berea 


Cumberland. 
Farmers 


Maysville 

Middlesboro — 
Mount  Sterling 
Pikeville 


Pippapass   

Qnicksand 

Richmond 

Williamsburg 

Winchester    


Minimum 

(  Maximum  .  .  • 
/Minimum.... 
(  Maximum  . . . 
)  Minimum 

■.Maximum... 

:  Minimum 

(  Ma  ximum  .  . . 
I  Minimum  — 
j  Maximum  . . . 
1  Minimum 

IMaximum. .. 

:Minimura 

:Maximum  . . . 
■   IMinimum.... 

:Maximum. .. 

:Minimum 

i  Maximum  . .. 


81     85 
69     61 

891     84 


85     88 
67i     68 
881     86 


85!     82i     83 

7nl     67'     fial     ."iR 


96      89 
65      80 


87  90  85 

65l  70l  68 

871  95!  93 

62  63 

86]  87|  Bll     82|     85 

64'  70  65l 


93!     91 
65     68 


65      68      66 
89      89 
66!     66l 


88.6 
67.6 
89.2 


67.0 
89.0 
67.3 
=89.6 
•66.0 
91.0 
67.6 


89.2 
68.6 

87.4 
66.9 

86.4 
65.4 
89.0 

87'8 
63.8 

67 '.9 


90.8 
66.0 
89.7 
64.5 


86,5 
70.7 
86.8 


87.5 
64.2 
87.2 
65.1 
87.9 
64.6 
89.6 
65.7 
85.6 
65.5 
91.3 
66.5 

86.5 
60.3 
86  6 
06.6 


89. 0 

66.3 
'87.4 
«65.0 


89.2 
66.8 
92.0 
64.3 
87.3 
68.9 
86. 3 


the  maximum  temperature  then  read  is  charged  to  the  prpceding  day.  on  which  it  almost  alway."!  ocoura 
)tc..  days  missing  fronn  i-rvcord. 


WHO  Louisville.  8-26  38  1100 


A'  K  L 


V.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
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Louisville,  Ky.,  August  1938 


No.  8 


Heavy  rains  over  i^t'rJf  Ifie  State  in  the  first  weelc  and  in  the 
soutliern  counties  in  the  second  .woely  directly  or  indirectly 
brought  further  damapefo  vnriou!^  crnps.  The  saturated  soil 
caused  additional  rottin-:;  ol'  litsterop  ixttutoes  that  had  not  been 
dug.  Where  the  soil  drained  too  slowly  tobacco  scalded  and 
died.  Rust  becam^^^b  serious  in  the  dark  tobacco  district  that 
some  crops  were  not  worth  cutting.  In  most  places  the  making 
of  hay  was  almost  impossible,  and  attempts  to  do  so  resulted  in 
loss  of  the  crop.  On  the  ilat  uplands  and  the  bottom  lands  of 
the  Green  Kiver  drainage  the  growth  of  corn  wag  retarded. 
Field  tomatoes  for  canneries  continued  to  rot  extensively.  Some 
localities  in  the  Bluegrass  region  also  received  heavy  rains  in  the 
last  half  of  the  month. 

Weather  characterized  by  light  local  showers,  with  most  days 
bright  and  warm  began  in  the  northern  counties  in  the  second 
week  and  extended  to  most  other  sections  in  the  last  half  of  the 
month.  General  improvement  in  the  condition  of  all  crops 
followed  the  advent  of  the  favorable  weather.  Fall  plowing  was 
resumed  near  the  middle  and  made  good  progress  late  in  the 
month.     Seeding  to  alfalfa  began  toward  the  end. 

Tobacco  cutting  commenced  early  in  1  he  first  week .  The  rainy 
weather  and  high  humidity  of  the  next  decade  were  very  unfa- 
vorable for  the  initial  stages  of  curing.  Farmers  were  forced  to 
resort  to  heating  of  barns  in  order  to  prevent  houseburn.  Hu- 
midity remained  somewhat  too  high  all  through  the  month, 
especially  in  the  hurley  district,  so  that  the  curing  process  was 
slower  than  desirable.  Tobacco  ripened  better  as  the  soil  dried 
out.     Cutting  was  completed  on  many  farms. 

Corn  withstood  the  wet  weather  better  than  other  crops.  Late 
corn  recovered  to  a  marked  extent  late  in  the  month.  Much 
early  corn  reached  maturity  and  began  to  dry.  Cultivation  of 
late  potatoes  could  not  begin  until  the  plants  were  quite  large. 
The  effect  of  the  wet  weather  showed  in  rather  spindling  growth 
and  defective  stands.  Tomatoes  in  fields  and  gardens  improved 
in  quality  and  yield  after  the  dry  weather  began.  Pastures 
remained  luxuriant  throughout  "the  month.  Cotton  lost  its 
ranknessof  growth  and  bolls  began  to  open.  Unusual  earliness 
in  maturity  of  the  staple  crops  kept  pace  with  the  early  start  in 
the  spring. 

TEM.P3SKATTJKE. 

With  the  exception  of  a  few  days  scattered  through  the  month, 
daily  mean  temperatures  were  continuously  above  normal.  The 
temperature  excess  was  greatest  in  the  western  and  northern 
counties,  where  precipitation  was  relatively  light.  The  warmest 
periods  centered  about  the  8-lOth  and  22d-24th,  when  daily 
means  ranged  from  6"^  to  12^  above  normal.  Extremes  for  the 
State  were  101°  at  Quicksand  on  the  9th  and  52°  at  Winchester 
on  the  26th. 


PRECIPITATION. 

Precipitation  averaged  about  25  per  cent  more  than  the  normal 
amount  for  the  month.  It  occurred  mainly  in  the  form  of  local 
thunderstorms,  and  varied  greatly  for  the  different  parts  of  the 

state.  The  south-central  and  most  .southeastern  districts  reoeived  from  5.0to  8.0  inches. 
Ihis  area  of  lieavy  rain  extended  westward  across  the  vallevs  of  tlie  lower  CmiibTland 
and  Tennessee,  and  also  northward  into  the  southern  edse  of  ti,-  ;,-i,  -,-,  region 
There  were  areas  in  the  Purchase,  tlie  lower  Green  l.iver  and  1  ,  i.  '  ,-  vaHevs 
that  had  only  2.0  t!)  3.5  inches.     Most  of  the  State  received  co!;        ■  >  ,,.>  than 

normal  rainfall.     The  range  wa.s  between  1.33  inches  at  Cyntliku;.;  ;i:.i  ■.  i,    inrhes  at 


Montloello.  The  heaviest  and  most  cenoral  rains  ocairred  In  the  period  lst-6th.  M^ny 
stations  reported  ■24-liour  falls  of  2.0  to  8.0  inches  on  the  1st  and  6tli.  After  thiK  tlio 
ruinfall  was  scattered,  local,  and  usukIIv  light  to  moderate;  alth 
reported  heavy  rains.  Showers  were  distributed  fairly  gi 
17.18th.  and  22d-26th.    Dates  with  thunderstorms  were; 


(fh  Nitno  Htatloim 
ted  fairly  generally  In  the  periods  ll-12tli, 
\  i.  6,  6,  9,  11.  14.  X6.  17.  21, 


MISCELLANEOUS. 


PRESStTKE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cincinnati 

Evansville 

Louisville   


..111. 
•  Ohio 

Ind. 
..Ky. 


30.04 
30.02 
30. C5 


30.16 

so!  20 
30.24 


29.83 
29.86 
29.85 
29.87 


OOMPAE,ATIVE  DATA  FOB  AUGUST. 


Temperature. 


1889 

1890 

1891 

1892.... 

1893 

1894 

189.5 

1896 

1897 

1898 

1899 

1900 

1901.... 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915... 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

19'27 

1928 

1929 

1930 

1931 

19132 

1933 

1984 . 

1935 

1936 

1937........  

1938 

Period  

t49  year  averages 


70.6 

100 

73.2 

101 

72.9 

105 

75.4 

96 

74.8 

99 

77.1 

105 

76.6 

102 

77.1 

105 

75.2 

101 

76.7 

100 

78.1 

102 

80.4 

104 

75.5 

101 

75.6 

103 

75.5 

100 

75.2 

100 

75.7 

99 

77.4 

99 

74. 8 

99 

76.3 

104 

76.9 

104 

74.0 

100 

76.2 

106 

73.7 

78.0 

103 

76. 0 

103 

71.3 

100 

77.0 

101 

100 

80  2 

111 

75.0 

104 

73.4 

98 

76.0 

101 

75.2 

101 

75.4 

99 

76.5 

103 

76.5 

106 

77.3 

101 

71.1 

97 

77.0 

101 

74.0 

100 

76  5 

113 

74.9 

102 

76-5 

103 

74.7 

99 

76.6 

104 

77.0 

105 

81.1 

108 

78.0 

100 

78.0 

101 

7.^.8 

113 

1.23 
6.16 
5.82 
3.13 
1.72 
8.02 
2.15 
2.83 
2.33 
3.83 
3.09 
2.74 
5.12 
2.48 


2.81 
5.94 
6.29 
4.25 
3.49 


2.06 
2. 25 
5. 36 
4. 25 
3.30 
4.76 
4  22 
2.22 
3.63 
4.45 
3.71 


Number  of  days 


J.  I  ,;  , 

A  /van! 


30 


CLiMA'lX)LOaiCAL  DATA:  KENTUCKY  SECTION 


August,  1938 


Climatolog'ical  Data  for  August,    1938. 

Counties. 

1 

I 

0 

Temperature,  in  degrees  J'ahr 

Precipitation  in 

inches 

Number  of  days 

6 

k 

p 

Stations 

c3 

2-3 

1 

1 

3 

s 

C3 

1 

h 

Ii 

0 

SI 

0 

1 

2^ 

1 

Observers. 

Western  Division. 
Beaver  Pam 

Ohio           .  •  •  ■ 

441 
437 
420 
356 
431 
519 
382 
524 
445 
364 
412 
4i0 
404 
841 
629 
3S1 
530 
357 

852 
700 
500 
410 
705 
480 
489 
955 
770 
622 

504 
490 
506 
581 
544 
616 
1032 
635 
989 
550 
485 
459 
558 

84' 
44 

79.5 

.. 

96 

23t 

69 

19 

82 

2.99 

-0.32 

0.83 

0 

11 

19 

7 

5 

w. 

Eldred  G.  Young. 

Hopkins 

Crittenden 

Marshall    

MiihlenDurg 

Henderson 

79.8 

+  2.6 

96 

7t 

60 

I3t 

31 

3.65 
2.22 
5.37 
2,44 
3.32 
6. 14 
8.73 
3.63 
2.79 
4.90 
3.76 
4.11 
4.65 
2  47 
8.43 
3.71 

+0,40 
+0.17 

-i.'o2 

+0.10 
+  2.60 
+0.15 
-0.18 
-0.60 
+1.46 
+  0.66 
+0.37 
+0.95 
-1.75 
+6.32 
+0.49 

4-1    SI 

1.52 
0,59 
1,25 
0  60 
1.79 
1.53 
1.30 
1.48 
0.91 
2.17 
1.18 
0.92 
1.45 
1.02 
2.80 
1.61 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

I 

0 

I 

0 

10 
12 
13 
9 
9 
12 
7 
7 
7 
10 
11 
12 
11 
9 
12 
8 

10 
12 
10 

1.^ 
4 

13 
12 
12 
8 

12 

10 

\l 
12 

11 

7 
12 

6 
11 
11 

9 

21 

8 

2 

sw. 

Brick  South  worth . 

Fords  Ferry.  Dam  50  . . 

Tennessee  Valley  Authority. 
C.  R.  Lovell. 

21 
15 
42 

29 
12 
41 
10 
18 
81 
21 
25 
10 

10 
38 
42 
21 
47 
39 
12 
14 
14 

78.6 
77.9 
79.4 
79.0 

+  2.5 

96 
97 
98 
97 
97a 
97 
95 

23 
23 
21 
24 

23t 
23t 
23 

57 
58 
60 
59 
61' 
63 
59 

19 
13 
19 
18 
19 
18 
13 

31 
31 
30 
30 
28« 
30 
28 

20 
16 
23 
24 
19 

11 
13 

6 
11 

0 
2 

0 

s. 
sw. 

s. 
s. 

Henderson 

Hopkinsville 

Lovelaeeville 

Mayiield 

Frank  Street. 
W.   K,   Morris. 

Blaine  Malone. 

Graves 

8O.4I+  2.8 

Pat  W.   Wear. 

Daviess 

77.4 

+  1.5 

17 

6 

8 

Henry  .S.  Berry. 

Ovveusboro,  Dam  46.  •  • 

McCracken 

Caldwell 

80.2 
79.3 

-  0.4 
+  2.0 

98 
96 

24 
23 

68 
62 

18 
19 

28 

28 

17 

7 

22 

2 

sw" 

Dr.  W.  L.  Cash. 

Kamsey,Lock2t 

Russellville 

Uniontown.  Dam  49... 

CetUral  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Urowusville.Lock  6t.. 

McLean 

78.7 

+  1.7 

96 

23 

59 

19 

28 

19 

9 

8 

s. 

Wm.  Shelton. 

TTn'inn     

Breckinridge   .... 

.lefferson 

Warren 

Edmousou 

Lockmaster 

75.6 
79.8 

+  1,1 
+  1.6 

I 

14 
23 

57 
63 

13 
19 

29 
30 

4.55!+6,9'o'  1,41 
5.  79, +2.161  •.J.40 

15 
19 

'I 

4 

,■":, 

C,   E,   Barret. 

Mrs.  Liliie  G  Causey. 

7. 03+2. 81 
5.04+1,22 
4.68+1.01 
6  1-'  4-7  4.'^ 

2  05 
2.29 
1,18 
2,05 
1.10 
2,00 
2.31 
1.56 
1.20 
1.27 

T.  A.  Lewis 

Carrollton,  Lock  1 

Cold  Spring, Dam  36... 

Carroll        

Loekmastor. 

Campbell    ........ 

Boyle   

75.5 
a78.0 

+  'i'.4 

93 
96" 

7t 
71 

55 

26t 
20 

84 
80» 

15 

11 

14 
18 

2 

1 

sw. 

R.  P.  Coldiron. 

Dix  Dam,  Burgin 

Eadsvllle 

4. 27 
4.71 
6  65 
4.93 

3  83 

4  27 

+0.61 

+2!  37 
+  1.23 
+  0-27 
-l-n  «« 

Kentucky  Utilities  Co. 

Pulaski 

Franklin 

43 
42 
28 
13 
45 
36 
40 
12 
42 
54 

28 
65 

's' 

77.' 8 

+  '2^6 

"98" 

•58" 

"26" 

"32" 

iMrs,  Katie  Payne, 

Frankfort,  Lock  4 

15 

10 

6 

w. 

Lockmaster. 

Lockmaster. 

Grant,  Dam  38 

r>  '        p 

Lockmaster. 

77.6 
77!8 

'ii'.6 

11. i 

+  2  4 

+  'i.'9 

+  '3.'0 
+  2.9 

96 
"92" 

"gi" 

96 

8 
■24" 

"'et' 

8 

59 

"02" 

"59" 
58 

19t 

"l9t 

"13  ' 
29 

34 

"27" 

■32  " 
32 

6.05J  +  0.86 

4 

5 

22 

8. 

Mrs.  Bettie  K.  H,  Alcorn 

High  Bridge,  Lock  7. . 

.Tessamine 

Breckinridge   .... 

3.21-0.29    l.« 

17 
13' 

10 
16' 

4 
"2' 

sw. 
sw. 

W.  J,  Piggot. 

4.191+O.U 
8.30|  +  1.58 
3.70+0.25 

2.00 
1 75 
1.12 

1..52 
1.  15 

i.'ea 
3.12 

Walter  KiUion. 

Leitchfield 

LittleHickman.Lock  8^ 

Lockport,Lock2 

Louisville 

Do.  Bowman  Field.. 
Mammoth  Cave 

Gray? on 

H,  ll,  Willis. 

U,  S.  Weatlier  Bureau. 

.Tessamine  

Henry 

13' 
21 

i.3 
'4 

■'I 
'd' 

s. 

Lockmaster. 

3.49 

8.79 
6.83 

—0,29 
+0..37 

Lockmaster. 

.TefTerson 

78.4 
78.4 
76.4 

+  1.4 

93 
95 
94 

9 

9 

64 

55 

18 
13 
19 

25 
32 
34 

f'.S.  Weailier  Bureau 

U    S.  D^■pt.  of  Commerce. 

Edmonson 

Ivan  J.  Ellsworth. 
E.  0.  Courer 

TT?^  ®    

600 

777 

-19 

5,91 

+Vi^ 

1.95 

2,89 
2,50 

1  38 
0.75 
1,94 
1.44 
1.20 

2  30 
3.76 

1.10 
0.  60 

'i.'o5 

■6:72' 
0  .52 
1.50 
0.71 
077 
0  96 
077 

0 
0 
0 

I 

0 
0 
0 
0 
0 

0 
0 

"6" 

■■'o'" 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

10 
5 
13 
IS 
3 
13 
12 
10 
8 
12 

10 
9 

11 

4 

13 
13 

9 
12 

11 
11 

7 

13 
12 
11 

9 

16 
23 

6 

I 

Mrs.  M.W.Price. 

Hard  in 

77.7 
76.0 

'78.1 

75,5 

+  2.8 

+  '6;8 

96 

"96" 
91 

"'ei 

'2.3' 
7 

58 

"57" 

"59" 
56 

13 

"ist' 

"29t' 
19 

32 

"so" 

'"34" 
29 

Sisters  of  Loretto. 

lii^ackei- ::::::: 

gjjelbyville 

Mercer 

520  1  2i 
825  1  45 

7     XQ-J^O,    RR 

Lockraastor. 

.'Shelby  .   .     .. 

5.14 
1.85 
7,57 
7.56 

If. 
7.06 

6.29 
3.01 

"i.'ib 

1.33 

+  1.45 

-0.'02 
-0.16 
+  3.23 

-0.'76 
+0.75 
-2'57 

13 
21 

5 

17 
6 

BW. 

Wilh,,S  Ki.tta, 

Shepherdsville 

500 
607 
1400 
524 
943 
504 

2 

20 
35 
21 

7 
21 
35 
28 

1 
20 
49 
31 
IS 
22 
18 
14 

3 
14 
12 
35 
40 

1 
16 
4 
2 
4 

12 
19 
41 
25 
21 
41 
18 

Airway  Station. 

McCreary 

Anderson 

An-way  Stdlion. 

Tyrone,  Lock  51    

Williamstown 

Woodbury,  Lock  4  t .. 

Eastern  Division. 

25 

"3' 

.... 

w.'" 

78.8 

+  1.5 

97 

8 

59 

18t 

81 

Miss  Nettie  B.   Simpson. 

Butler 

Lockmaster. 

18 
18 

io 

10 

'12' 
13 

5 

■'9' 
11 

sw. 

w. 

W.  A.  M'orthiugton. 

Boyd  .... 

534 

1070 
611 

1440 
634 
600 
668 
870 
593 
540 
869 
663 
776 

1566 
584 
524 

1128 
930 

77.2 

+  2.4 

95 

14 

57 

28t 

32 

Lockmaster. 

Berea 

College  Hill,  Lock  11. .. 

Jladison.   ... 

Lutlier  if.  Ambrose. 

Madison 

l^ckma.rter. 



C.  Kuril  and  Fields, 

H  an  isokv  ■.■::■::: 

p.   11.  Kehoi'. 

y ?i  '  ,        

Pendleton 

Kowan  

Fleming  

Clark   

|r%r::::::;::: 

,1,  V.  ouiliam. 

Farmers   

Klemingsburg   

Ford,  Lock  ion 

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14... 

77.0 
■77.' 4 

4-  3.7 

97 



"95" 

6 

■■■,:■■ 

64 
"5a" 

30 
30 

37 

5. 66; +  1.22 

3.14-1.72 
2  58 -1.76 
2,95-0  54 
3,871-0.14 

Mrs.  R.  F.  Stamper, 
(',  A.  (Uascock 
Lockmaster. 
Lockmaster. 
ri,;,s    u.  Ihrig. 
Lockmaster. 
,;a,s,T    Gofl:. 

Jenkins 

Louisa 

Maysville,  Dam  38  .... 

Letcher 

Lawrence 

Mason 

Bell 

'77'.  5 
"76.8 

+  2,3 
+  2.6 

94 

96^ 

"'gt' 

24 

"57 

59'' 

'23' 
19 

31' 
32" 

3.;,M|  +  0. 10'  0.82 
fi,55,H-2.S0l  l.SO 
3  69-0  21|  0,68 
4.39-0.17,  1.06 

u 

22 

16 

4 
0 

s. 

R.J    Howard, 
.hiri'li  Workman 
Loclnnaster. 
Matthew  Woodsou 

Mount  Sterling 

Montgomery 

Clay  . . 



4,40 
1.79 
5.. 32 
5.42 
4.23 
6..W 
4.0'' 

-2!56 

+  i!09 

+  2 '07 
-0,28 

1.05 
0.64 
1.42 
1.89 
0.95 
2.72 
1.30 
1.20 
0  91 

1,0!) 

1.98 
2.65 
0  83 
3.30 

0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

11 
10 
13 

11 
9 

14 
8 

12 

10 

Joe  L.  Gay. 

Onoonta,  Dam  851 

Ci\mpbell 

497 
620 
636 
1035. 
732 
631 
9-26 
571 
525 
939 
646 
964 

"eo' 

56 
56 

Lockmaster. 

78.8 
79.6 
76.1 

+  'o',6 

68 
lOI 

"14" 
7 
9 

26t 

26 
26t 

"30" 

411 
33 

19 

i? 
'ie' 

'8 
"9 

"4' 
'7 

"e' 

^'... 

Manuel  Robinson. 

Pikeville 

Pippapass 

quicksand 

Ravcunn,Lock  12 

Pike 

Knott 

Breathitt 

Estill 

Canev  Run  I'ora.  Ceu. 
R.    W.  ,1011. 'P. 
Loclmiasfer. 

78,1 

+  2.6 

94 

9 

62 

13t 

27 

1.22 

+  0.26 

.1     W    ( 'IT.,, Ice. 

Valley  View,  Lock  9. . . 
Vanoeburg,Dam32.... 

Williamsburg 

Willow.  Lock  13  .... 

MadisSn." :::::::: 

Lewis 

Whitley 

Lee       

H.4-  -0  63 
8,53+0.05 
6.28+0.70 
5.40+1.64 
2.95 

'•78'.  8 

'75.6 
78.0 

+  '2'7 
+  '3.'2 

"96  " 

"96" 
101 

"h" 
■■'et 

'52" 
62 

"i9" 

26' 
26 

"37" 
40 

Lorki,uvt..r. 
Wailely  West, 
Lockmaster. 

(^ai.]£             

Statp  averages  and  ax 

tremes 

4.25 

+0^21 

A"_ 

ia 

s. 

All  temperature  data  are  taken  from  self-registering  thermometers.  ,  j  , ,  * 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record   out 

used  in  determiuingsection  or  division  means.  tRumsey,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Lock 

P^ference  letters,  •,  ''. »,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc 

t  Al.so  on  other  dates,    tt  Received  too  late  to  be  included  in  means  and  summaries  T   PreeipitatioTi  is 

^Post-officeaddresses:-Lock5.LawrenceburK,Ky.  ;  Lock6,Vera.'ulles,Kv.  ;  Leek  8.Niclininnvil)o  Kv  ,    „   „      . 

Oneonta,  flalifornia,  Ky.  *  *  Precipitation  by  U.  S.  Engineers 

S  +  in.oo  t+10.10 


all  complete  reports  are 
8  are  on  the  Kentucky  Rivr 


AiHJusT,  lt)88 


CLIMATOLOUICAL  DATA:  KENTUCKY  HKCTION 


Daily  Freolpltation  for  Aufruat,  1838. 


12      8      4      6 


Wettffm  Virision 

HpHver  Paiu 

ClllllOUIl 

KurlliiKtoi)  1 

Koitls  Korry  Dam  501 

Uilbertsville 

(Greenville 

Hendprson 

FlopkliisvilleU 

Lovoliicevilk' 

Mayfiold  

Murray  

Oweusboro  1 

Owousboro,  Uiiui  46  j 

Paduoalill 

Prinootoni     

Humsey,  Lock  No.  2  1 

Russpllvillell 

rnioiitown.  Dam  49il 

Centrnl  Division 

Adilison,  Dam  46.  II 

Anchorage 

Bowlinsr  Green  I 

Hrowusville,  Lock  No.  611 

Burnsidell   

UavroUton   Lock  No.  1] 

Cold  Spring,  Dam  3611 

Danvillell 

Pix  Dam,  Burgin 

Eadsville 

Eubank 

]'rankfort.LockNo.  411 

Gest,  Lock  No.  3  II 

Grant.  Dam  Sill 

Greensburgll 

High  Bridge,  Lock  Xo.  7,: . . . , . 

Irvinston   

Lancusterjj 

Leitchlield  11  

Lexington  **♦ 

Little  Hickman,  Lock  No.  8  II ■ 

Lockport,  Lock  No .  2  || 

Louisville***  

Do.  Bowman  Field ■ 

Mammoth  Cavel! 

Monticello  |l  . 

Munfordville    li 

St.  John  II 

Salvisa,  Lock  No  6  II 

Slielbyvillej  

Shepherdsville 

Siiiitli's  Urove 

Stearns 

Tyrone,  Lock  No.  5|j 

Williamstown  || 

.Voodbury,  Lock  No.  411 

Eastern  Division 

Annvii:e  u 

Ashland  1 

Berea   

College  Hill,  Lock  No.  11||  .... 

Cumberland  — . . . 

Cynthiaiiall 

Falmouth  II    

Farmers  II 

Flo.ir.ln'jsbnrs;! 

Ford,  Lock  No.  10  II .' 

Greenup,  Dam   3011 

Hazard  II 

Heidelberg,  Lock  No.  1411 

Jackson  II 

Jcukinsi   

Loiiisal; 

Maysville.  Dam  33il '. 

Middlesboro      — 

.Mount  Sterling 

Oneida  II 

Oneonta  Dam  35  II 

Paintsville   ||    

Pikeville. ',[ 

Pippapass  — 

(.iuickaaudll 

Ravenna,  Lock  No.  1211 

Richmond  II 

Valley  View,  Lock  No.   9||.  . . . . ; 
Vanceburg.Dam  No.  32  II . 

Williamsburgi;...... 

Willow, Look  No.  13] 

Winchester 


. . .  .  U 
....G 
....0 
,...T. 
,...Q. 
....0. 
....C. 
,...M. 


O 

0 

G 

G. 


•G.I.... 
.S  2.89 
.K.I  .GO 


1.94 
1.311  03 
T, 


7   g   9  10  11  12  18  14  16  16  17  18  19  20  21  22  28  24  26  26 


'.' 

.24 

■.'80 

01 

.28 

■  44 

33 

hi 

.12 

2.72 

28     29     80     81 


2.79 
4.90 
3.76 
4.11 
4.65 


5.79 

6.81 

7.03 

5.01 

4. 68 

6.12 

.1! 

4.27 

4.71 

6.65 

4.93 

3.88 

4.27 

5.06 

3.82 

i'. 

S.21 

2V 

4.19 

5.30 

.01 

3.70 

5.83 
7.73 
8.66 

'h'.si 

7.10 
5.14 


2.52 
5.66 
3.14 
2.58 

2.95 
3.87 
6.79 
6.10 
3.94 
6.55 
3.69 


6.32 
5.42 
4.2.'< 
6.58 
4.92 


of^bse?vation'®'''''''^'^  indicated  obsenations  are  generally  made  late  in  the  afternoon, 

*fpltr1li?i-1.!?nn'CrrL^"^"'''r,'"'''''*^*' •  ^"''''"■"  ''^"°"  •  precipitation  is  for  the  24-hour  period,  midnight  to  midnight. 
I  le^rratedate.rof^anrnoJ  recorded""'"  t' T?a  "e  orTe  s'lhlnt  of  inch ''  "'""'"^"^  '*  ''°""-        *  P'-^^^P'^ation  included  in  the  next  following  measurement. 
IVnSo!TornbiSr(Vl\nsiSifpK^       '"  '"''''•^*"'  ''  ""^*'"'^**'^  a'  follows:  (B)Big  Sandy    (LI  Licking;  (K)  Kentucky:  (S)  ?alt;  (G)  Gi 


suiuset,  and  precipitation  recorded  is  for  the  24  hours  endingat  the 


/reen:  (DCumberland 


CLIMATOLOGICAL  DATA:  KE^JIUCKY  SECTION. 


August,  1938 


Daily  Temperatures  for  Aug-ust,   19S£ 


Western  Division 


Hopkinsville 
Lovelaceville  . 


Maximum  . 
t  Minimum.. 

: Maximum  . 

:Miuimum.. 
j  Maximum  . 
!  Miuimum.. 
(  Maximum  . 
)  Miuimum . . 


I  Maximum  , 


May  field 


Maximum  . . 

I  Minimum... 

j  Maximum  . . 

—  I  Minimum. .. 

M-ay \^^S=.:: 

Oweasboro j^fXZ.:: 

„„,       .  :Maximum.. 

Paducah IMinimum . . . 

Princeton - 


S  Ma 
)Mi 


Eubank  


Irvington 

Leitclifield  .... 


j  Maximum  . . . 

(  Minimum 

Maximum  . . . 

'  1  Minimum 

S  Maximum  . . . 
i  Minimum.... 
j  Maximum  . . . 

)  Minimum 

S  Maximum  . . . 
(M 


Minimum. 
I  Maximum  , 
Minimum., 


Lexington  .. 
Louisville  ... 
Do.  Bowman  Field  i^Jf^™." 

j  Maximum  . . 

(  Minimum.  . . 

S  Maximum  . . 

(  Minimum... 

j  Maximum  . . 

(  Minimum... 

)  Maximum . . 

i  Minimum... 

:  Maximum  . . 

:  Minimum... 

«'i'>--«t°-- -l^fn^iZr.:: 

Eastern  Division. 
Asiiland   


Mammoth  Cave. 


John  . 


Shelby ville  

Smith's  Grove  ... 


Stearns . 


Maximum  . 

Minimum . . 

Maximum  . 

Minimum.. 

Maximum  . 

Minimum.. 

Maximum  . 

Minimum.. 

He'^lolber. i^S^.] 

Maysville S^fi^'^""- 


Middlesboro. 


Berea 

Cumberland. 


Farmers. 


Mount  Sterling  . 
Pikeville 


Qnlcksand  , 


(  Maximum  . . 

■  1  Minimum... 
:  Maximum  . . 

'   : Minimum... 

J  Maximum .  . 
'  /  Minimum... 

j  Maximum  . . 

■  1  Minimum... 

:Maximum . . 

■  .-Minimum... 
:Maximum  . . 
:Minimum... 
:  Maximum .  . 
:Minimum... 

j  Maximum  . . 
(  Minimum.. . 


92!  95   95  94 


91 

89 

fit 

tl 

flS 

9- 

67 

70 

W. 

94 

•a 

70 

67 

93!  gs 
67[  69 


85l  87 
6.5! 


94'  9<;  90  93 


20  21  22  23  24  25  26 


71 

88 
73 

88!  89 


"Ol  74I  fiO'  58l 


96 

69 

87|  89 


93  92 

72  71 

89  91 

69  67 


85 

62   63 


6; 
94  93 

65  6 


601  .Wl  60  61 


29  30  31  Mean 


64  67  67 

85  91 

64  67 

84  90 


67  66 
81  89 
66  65 


81  90 

67  67 
84 

67  67 

84  85 

65  67 


59  55 
66  87 

60  60 


85  90 
59  69, 

87  90 
68  58 
83  87 
62  64 

86  89 
63 

88  91 
53  69 


64  67 

87  94 

60  63 

82  87 

57  62 
84 

59  6! 


90  80 

66  54 

86  89 
62  56 

87  89 
60  58 


8S  Instruments  are  read  in  the  morning;  the  maximii 
•.".•  etc.  indicate  resDectively  1.  2.  3  eto..  days  mlsslr 
W  B  O  Louisville.  8-26.38-1100 


56l  60  59 

8S!  87  85 


85  S4   84  84  85 
52i  66  60  58  58 


71.0 

87.8 
66.9 
90.9 
69.5 
89.2 
69.4 
89.2 


63.5 

'88.7 
'67.4 


90.0 

65.7 
90.8 
64.3 
87.1 
68.5 
89.4 

89.4 
65.6 
87.5 
69.3 
83.5 
68  3 
83.3 
64.2 
89.2 
66.2 
87.7 
64. S 
90.4 
65.8 
86.1 
64.9 
91.8 
66.9 


93.9 
65.3 
86.2 


90.9 
66.6 
85.6 
65.7 


1  is  charged  to  the  preceding  day.  on  which  it  almost  always  ticcurs 
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O-ENERAL  StTMMART. 

Heavy  to  excessive  rains  in  the  south-central  counties  in  the 
first  decade  daningod  crops  and  eroded  llelds,  otherwise  the 
weather  of  that  period  was  dry,  warm  and  quite  favorable  for 
tobacco  harvest,  haymaking,  and  corn  cutting.  This  weather 
in  the  northern  and  western  counties  was  the  continuation  of  a 
dry  spell  of  three  weeks  duration  that  commenced  in  the  pre- 
ceding month.  Pastures  began  to  deteriorate  and  late  potatoes 
felt  the  need  of  rain  before  it  ended.  In  the  next  ten  days 
almost  daily  rains,  which  w^ere  often  heavy,  visited  most  of  the 
State.  This  long  humid  period  interfered  seriously  with  the 
curing  of  late  tobacco,  recently  hou.sed,  and  caused  darkening 
of  color  even  where  curing  was  nearly  complete.  On  account 
of  the  earliness  of  the  crop,  the  late  cuttings  were  largely  housed 
in  the  first  part  of  this  wet  spell.  Attempts  to  put  up  alfalfa 
and  soybeans  resulted  in  almost  complete  loss.  Corn  in  shock 
and  occasional  ears  on  standing  corn  were  damaged  by  mold. 
Seeding  of  tobacco  stubble  to  rye  as  a  cover  crop  was  delayed. 

The  rain  helped  pastures  and  late  potatoes,  but  damaged 
cannery  tomatoes.  The  additional  moisture  assisted  fall  plow- 
ing and  conditioning  of  soil  for  seeding  in  northern  and  western 
districts.  In  the  south-central  counties,  however,  the  ground 
became  .«o  wet  as  to  prevent  this  work  until  some  days  after  the 
rains  ceased.  Dry  weather  in  the  last  third  of  the  month,  with 
temperatures  above  normal  for  a  week,  improved  the  condition 
of  drying  tobacco  and  of  shocked  corn.  It  also  made  possible 
the  harvesting  of  such  hay  as  remained  out,  and  permitted 
timely  progress  with  fall  seeding.  Decidedly  cool  weather  in 
the  third  week  slowed  the  growth  of  late  potatoes  and  affected 
pastures,  but  the  high  temperature  of  the  last  week  assisted 
greatly  in  renewing  their  progress.  Eelatively  dry  weather 
throughout  the  month  in  most  of  the  cotton  district  favored 
ripening  and  picking.  On  the  average  the  staple  crops  matured 
and  were  harvested  about  two  weeks  earlier  than  the  usual  date. 

TEmPESATtTKE. 

Temperatures  above  normal  prevailed  in  the  periods  4-14th, 
and  23d- 29th.  Some  very  warm  weather  for  the  season,  with 
maxima  between  90"^  and  100"^,  occurred  from  the  7th  to  10th. 
Temperatures  were  unseasonably  low  from  the  1.5th  to  22d, 
ranging  from  10°  to  15^  belov/  the  seasonal  average  on  several 
days.  The  deficiency  in  the  cool  period  balanced  the  accumu- 
lated excess  of  temperature  in  the  warm  weather,  so  that  the 
average  for  the  month  was  near  normal.  Extremes  for  the 
State  ranged  between  101°  at  Henderson  on  the  8th  and  37°  at 
Mammoth  Cave  on  the  20lh. 


PRECIPITATION. 

Precipitation  averaged  near  normal,  but  varied  greatly  in  dis- 
tribution. From  6.0  to  8.0  inches  occurred  in  the  south-central 
counties  and  some  northeastern  districts.  The  western  division , 
some  central^  counties,  and  most  eastern  districts  received  from 
2.0  to  3.5  inches.  A  few  extreme  western  and  southeastern 
stations  reported  less  than  2.0  inches.  For  the  State  amounts 
ranged  between  1.0  inch  at  Carrollton  and  8.98  inches  at  Smiths 
Grnve.  Scattered  showers  occurred  on  the  1st  and  in  the 
periods  8-9th  and  18th-23d.  The  rains  vv-ere  more  general  and 
usually  moderate  to  heavy  on  the  10-llth  and  from  the  13th 
to  16th.     Twenty-four  hour  falls  of  1.0  to  2.5  inches   were  re- 


ported from  many  south-central  stations  in  the  period  ll-15th. 
Days  with  thunderstorms  wore:   1,  7,  H,  9,  10,  11,  12,  13. 

MISCELLANEOUS. 

iJM'CT-8.— Raln.s  in  tho  period  10-l«li  caiiscMl  a  slijlit  rise  In  the  Ohio  and  Its  upper 
tributaries,  otherwise  pool  stages  prevailed  during  ttio  month. 
Errata. 

t  temperature  should  be  60  on  14th ;  Heldclberir. 
»'0.94:  Pi ppapass,  lowest  temperature  should  be 
■  'lour  prcoipitalion  should  1)e  1.73.    Paife^l; 


Prineelon,  mriiit       

July,  lv:i-  I  ,  '.  '. 
Farmers,  mean  d  ni"  i  .m 
should  be  4.15  anil  at  May 


-3.8. 

II''.  lowest  temperature  should  be  .58  on  16th, 
77.6;  Heidelberg,  greatest  24-liour  precipitation 
l'age28:  Farmers,  mean  minimum  should  be  67,0. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 111. 

Cincinnati Ohio 

Evansville Ind. 

Louisville   Ky. 


30.25 
30.19 
30.24 


COMPARATIVE  DATA  FOR   SEPTEMBER. 


1891 

1892 

1894.... ."'.'..'. ■.".!'.'.■.'..! 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906.... 

1907 

1908 

1909 

1910 

1911........ 

1912 

1913.... 

1914 

1915 

1916 

1917.... ., 

1918 

1919 

1920  

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

1932 

1933 

1984 . 

19.35 

1936 

1937........ 

lass 

Period  

t50-.7eaT  averages 


69.5 
68.5 
69.6 
71.7 


72.8 
73.4 
68.7 
74.6 


67.8 
70.7 
67.2 
67.7 


65.5 
72.6 


74.4 
67.8 
70.3 
70.5 


Precipitation 


1.23 
2.71 
1.89 
2.68 
3.24 


1.66 
2.25 
3.57 
4.01 
0.91 
2.58 
2.61 
6.15 


5.37 
2.22 
2.87 


3.78 
2.87 
0.81 
4.69 
2.46 
2. 74 
8.66 


3.67 
1.84 
3.52 
2.% 


Number  of  days 


^v^ 
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Clunatological  Data  foi  September,    1938. 


Ohio 

Jlc   ean 

Hopkins 

Crittoiiden  •■•■ 

Marsliall 

MulileuDurg... 

Oliio 

Henderson 

Cl.ristiau 

Ballard 

Calloway ■ 

Graves  

Daviess 

Paviess 

McCracken..., 

Caldwell 

McLean 

Losan   

Union 


Breckinridge 

Jefferson 

Warren 

Edraonsou  .  •• 

Pulaski 

Carroll 

Campbell   — 

Boyle   

Mercer 

V\'a  vne 

Pulaski 

Franklin 

Henry 

Barren •  • 

Boone 

Green 

Jessamine  — 
Breckinridge 

Garrard 

Graypon 

Fayette 

.TesSHmine  ... 

Henry 

Jefferson 

Jefferson 


Hart 

Hardin 

Mercer 

Shelby 

Bullitt 

Warren 

McCreary 

Spenocr  

Anderson 

Grant  

Bntler 


Jackson 

Boyd 

Madison 

Madison 

Harlan 

Harrison 

Pendleton 

Rowan 

Fleiniujj   

Clark 

Carter   

Greenup 

Perry  

Lee   — 

Breathitt 

Letcher 

Lawrence 

Mason 

Bell 

Montgomery  . . . 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breathitt 

Estill   

Madison 

Mudison 

Lewis 

Whitley 


Temperature,  in  degrees  Fahr. 


Precipitation  in  inches  JNumber  of  days' 


357 


705 


955 


490 


1032 


943 


540 


?1.6 


70.9 


70.0 


70.8 


70.3 


Western  Dinsion. 

Beaver  Dam 

Calhoun 

Earlington........... 

Fords  Ferry,  Dam  50  . 

Gilbertsville 

Greenville   — 

Hartford  (near) 

Henderson ••• 

Hopkinsville 

Lovelaceville 

Maylield 

Murray 

Oweusboro 

Owensboro,  Dam  46.  • 

Paduciih  *• 

Princeton 

Ramsey,  Lock  2+ 

Russellville 

Uniontown.  Dam  49.. 

Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6+. 

Burnside  ..,■..- 

CarroUton,  Lock  1 

Cold  Spring?,  Dam  36.- 

Danville 

Dix  Dam.  Burgin 

Eadsvllle 

Eubank  

Frankfort.  Lock  ^■■■■ 

Gest,Lock3 

Glasgow   

Grant,  Dam  38 

Greensburg...... -..;.•  ■ 

High  Bridge,  Lock  /.. 

Irvington 

Lancaster 

Leitchlield 

Lexington i-:-i 

LittleHickman,Lock  81 
Lockport,  Lock  2 

LODISVILI.F, 

Do.  Bowman  Field.. 

Mammoth  Cave 

Monticello 

Munfordville 

St.  Jonn 

Salvisa,Lock6l 

.'ihelbyville 

Shepherdsville 

Smith's  Grove -.•• 

Stearns   

Taylorsville  ■ 

Tyrone,  Locfe  5i    

WiUiamstown 

Woodbnry,  Lock  4  t-  .. 
Eauterii  Division. 

Annville 

Ashland   

Borea 

College  Hill.  Lock  11.  .. 

Cumberland  

Cjnthiana  

f  almouth 

Farmers   

Flemingsbnrg   

Ford,  Lock  10^ 

Grayson   

Greenup,  Dam  30 

Hazard 

Heidelberg, Lock  14  ... 

Jackson 

Jenkins 

Louisa 

Maysville,  Dam  S3  .... 

Middlesboro 

Mount  Sterling 

Oneida   

Oneonta.  Dam  351 

Paiiitsville 

Pikeville 

Pippapaes 

Qnlcksand 

Ravenna,  Lock  12 

Riohinond 

Valley  View, Lock  9... 

Vanceburg,  D.im  32  •  ■ 

WMlliftTTisburg 

Willow,  Lock  13....... 

Winchester  

3tate  averages  and  ex 

All  tt!mperat\ire  data  are  taken  from  self-registering  tho 
The  di'partures  from  normal  tempera  tare  and  precipitin 
used  in  determiningsection  or  division  means. 

Reference  letters,  *,''.».  appearing  in  the  table  inrtn 
+  Also  on  other  dates.  ++  Received  too  late  to  be  iin 
IPost-oflioe  addresses -.-Lock  S.L.iwrencebiirL'.Ky.  , 


70.4 


70.0 


68.4 


70.6 


71.0 


+  1. 


32 

2.12 

,-iK 

1.87 

87 

2.0( 

■M 

2.5. 

30 

2.8L' 

+2.76 
+2.80 
+3.66 
+  2.16 
-\  3.89 
-2  10 
-0.5- 
-l.« 


1   7-p'. 

-1.01 

f 

2.9:.j 

-019 

0 

a-.RO 

1-0.41 

1 

A  01 

+  0.72 

; 

+  0.83 

2.  43 

-0.47 

(J 

2.27 

-0-66 

4  80 

+  1.33 

i:^ 

-0.V8 
-1.H2 

c 

3  40 

+0,32 

2.99 

+  0.21 

3.K/ 

fidll 

.^.8,1 

;+SH 

+  |.2(; 

3.3? 

+0.2i, 

^^.  Ht 

-O.IV 

4.  OS 

+1.24 

8  9S 

2.63 

2.35 

-0.94 

4  49 

+  1.86 

+4.89 

4.09 

4  95 

+  1.I,S 

2.90 

-O.Oi 

2.  07 

-0.75 

.i'»i 

-0.07 

3.69 

+  1.07 

9,  74 

+0.02 

+0-  32 

1.74 

-1.2H 

3  66 

+  1.45 

7.13 

+4.65 

?,S6 

-0.3' 

3.75 

+0.6: 

1.91 

A  91 

+  I.3( 

1   91) 

5.2' 

+  2.4( 

1   10 

-2.09 

2  64 

-0.6.5 

2,KT 

177 

-1    1! 

2.67 

7.85 

-1   C( 

4  n> 

1-0.. 51 

1  «( 

1.4( 

3.65 

+  1.01 

2  85 

-0.67 

3.17 

+0.11 

1  95 



3.52 

■1-0.53 

II  •(!  only  for  such  stations  as  nave  i 
,  ii-viUe  and  Wooilbury  are  Locks  o 
I  .lavs  niissiiig;  forexainole,  h  ret>i 
.-  and  summaries  T   Prenpifat 

illep.Kv.  ;  L<.<-k8.-Mic.holaHvill<.  Kv 


Eldred  G.  Young. 

«.  (.'.  Bennett. 

Brick  Southworth. 

LockmaEter. 

Tennessee  Valley  Authority. 

C.  B.  Lovell. 

W    R.  Carson.  Sr. 

Frank  T.  Street,  Jr. 

W.   K.  Morris. 

Blaine  Ma'one. 

Mrs.  Joe  Payne. 

P;it  W.   Wear. 

Henry  S.  Berry. 

Lockmaster- 

Joe  Lagore. 

Dr.  W.  L.  Cash. 

Lockmaster. 

Will.  Sh^ltnn. 

Lockmaster. 


Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G  Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockina'-ter. 

R.  P.  Cold  iron. 

Kentui  ky  Utilities  Co. 
Joe  Noriieet- 

Mrs.   Katie  Payne. 

Lockmaster. 

Lockmaster. 

L,.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

W.  J.  I'iggot. 

Walter  fLillion. 

H.  H.  Willis. 

H.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weailier  Bureau 

U    S.  D-pt.  of  Commerce. 

Ivan  J.  Ellsworth. 

E.  O    Cooper 

Mrs.  M.  W.  Price. 

Sifters  of  Loretto. 

Lockmaster. 

^Vill.l  b  U'ltta. 


Lockmaster. 

W.  A   Worlhington. 
Lockmaster. 
Luther  M.  Ambrose. 
Lockmaster. 
C  Bertrand  Fields, 
S.  M  Hill- 
Lucille  C-  Stamper. 
C.  A.  tilasCDck 
Lockmiister. 
Mrs    Ruby  A.  Burton. 
Lockmaster. 
H.   A.  Baily. 
Lockmaster. 
.la.s  T    Goff. 
R.  J    Howard, 
•lacoh  Workman 
Lockmaster. 
Matthew  ^\'oodson 
W.  R    McKne. 
Garret  Conibs- 
Lockmaster. 
A.  L   Donta.  „ 
U.  S  Weather  Burean. 
Cpnev  Run  Com-  Cell. 
R.    W.  Jones. 
Lockmaster. 
J.  W    Crocke. 
Lockmaster. 
Lockma,ster. 
Waiiely  West, 
lAickiiia.ster. 
Airway  Station. 


Precipitation  by  U-  8.  Engineers, 
il.  bur  all  coiiipleie  reporisare 
Locks  are  on  tlie  Eentnclcy  Rivei 
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Dally  Precipitation  for  September, 

1088. 

Stotlons 

Day  of  month 

1 

2 

8 

4 

5 

6 

7       8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26     26     27 

28 

29 

80 

81 

1 

n-rMo-n  Virieion 
Beaver  Dbin 

. . . .  « 

G 

0. 

1.8S 
"■01 

2.63 

'.'54 
.61 

1  09 

'.'bi 
■  u 

.11 

i!76 
.60 

.13 

'!b8 
■  03 

T. 

't.' 

T. 

.31 

".ii 
.24 

■;ii 

.07 

1    1 

6.89 
2.60 

Cnlhouu 

Kftrliuirtoii  1. 

i" 

'.'17 

'."73 

Konls  Kerry  Dam  BOl 

Cillbertsvillel 

t.rewnvilU 

Hailfora  

Henderson 

G 

0 

C 

....G. 

...... 

....0. 

.06 

Lei 

1.28 
.24 
.24 

.'49 

"2 

'.'oe 

':28 

.17 

70 

1.00 

'.'04 
.86 
■  25 
.64 

''ii 

'!25 
T. 

1.J2 

■f." 

'.'62 
.33 

'.'oe 

1.87 

i'20 
.63 
.44 

'.'40 
.10 
.27 

't.' 

.9 
'.'es 

'.'72 

.S£ 

'.0 
.81 

.2C 
.OS 

.75 
.IC 

'.'38 

'.'ii 
.02 

.16 

'TV 

.10 
.36 
.29 

.42 

i?^ 
.12 
.07 
.62 

'.'40 

.51 

1.21 
.10 

1.40 
.25 

i.'oi 
.02 
.10 

.06 
.36 
.83 
.78 

■  10 

■.'64 
.13 

.16 

".SI 
.07 
.25 

.06 

a.49 
"ilii 

1.87 
2.00 
2.64 
2.82 
2.22 
1.82 
1.66 
2.04 
3.22 
7.69 
8.70 

5.81 
6.62 
7.05 
5.87 
7.61 
1.00 
8.32 
2.10 
2.77 
6.38 
4.71 
1.72 
2.96 

HopkiiisvillH! 

Lovolaceville 

MnyrtoM  

.08 

Murray  

O'.vensboro  1 

Owonisboro,  Dam  46  J 

tV 

T. 

.... 

.49 

.63 
1.18 
.36 
.64 
3.43 
2.60 

1.68 
T 
2.90 

1.7i 
1.49 

.18 
I.IU 
1.10 

.10 
1.04 

'.'io 

.62 

T. 
T. 
.03 
.05 
.04 
.15 
T. 

.28 

.02 

T. 

.42 

:i? 
.12 

.18 

"ie 
"06 

I'aducahll 

Princeton;      

•iumsoy,  Lock  No.  2  1 

.4{ 

.60 
.81 
.09 

.10 

Russt^llvillel   

t" 

.02 

.83 

.05 
.34 

Centrnl  DiHsiim 
Addison,  Dam  46.  II 

....0. 

.45 

2.00 
1.31 
1.45 
.25 
T. 
.28 

Lis 

'.'i: 

.66 

".'56 

.ec 

.63 

.45 

.03 

■f. 
.1! 

.6< 

'.'27 

2;69 

.'oi 

.22 

T. 

Bowlinjr  Green  1 

....  G. 

(;. 

....K. 

0. 

.  ..K. 
....K. 

...K. 

.03 

.10 
.08 

1.10 
.23 
.15 
13 
.16 

1.22 

■^21 
.08 

T. 

.05 
.20 

't 

.06 

'.'07 
.60 
.45 
.41 

T. 
.03 
1.04 

'.■i8 
i.'is 

Urownsville.LockNo.  6I| 

Burnsidell   

CarroUton   Lock  No.  IJ 

C-ld  Spring,  Dam  3611 

.04 
'.'05 

'.'23 
.10 
.08 
.06 

'.'06 

.04 

•^s 

"ss 

'.'07 

Danvillejl 

Dix  Dam,  Bnrgin 

Eadsviile 

Eubank 

.15 

'.'26 
2.70 
.09 

■;96 

2.00 

'!i6 

Frankfort. LockXo.  411 

Gest,  Lock  No.  3  11 

T. 

.34 

.31 

T. 

.03 

.03 
.06 

(irant,  Dam  3311 

...K. 
....0. 
....K. 

....G. 
...K 
...  K. 

T 

3.  !>2 
.05 
.72 

1.75 
'.'12 

.... 

.58 

".b6 
.76 

r" 

"■Oi 
.11 

'.33 

.04 
.25 
2.25 

.87 

.'25 
1.27 

.01 
.43 

"10 
.67 

''62 

T. 

.03 
.33 
07 

!05 
.71) 

'.',S2 

■  OS 
T. 

:? 

.03 

.78 

'.'64 

'■0\ 

■"lo 

'.'67 

'.'89 

'.'88 
.18 

'.'09 
.10 

.... 
.... 

"■41 
'.'08 

T 

".m 

1.58 

i.'ii 

i.'40 
1.96 
.52 

".'60 

'^64 
.04 

'^21 
T. 
1.05 

".01 

■t. 
'iig 

.04 

'.'58 
.40 

1/25 
L27 

1.37 

2^46 
.25 

1.33 
.01 
.72 
.56 

T.' 

1.2s 
.88 
.80 
.31 

1.65 
.66 

i.'i2 
.73 

'.is 

.90 
2.28 

1.43 

.09 
.23 

.78 

.'16 
L2S 

1.'75 
.97 
.98 
.18 
.90 

1.75 
.16 

.70 
.55 
1.26 

'.'to 

.80 

.40 
.02 
.73 

.'93 
.99 
.34 
83 
.05 

'.'os 

'.'08 

.47 
.01 

'!oi 
'.'48 

1.05 
.43 
.30 

'.'69 
1.70 

.'62 

T. 

'."10 

.08 

.08 
.21 
.22 

.05 
.04 
.04 

.'25 
.03 

1:69 
.42 

'i-'. 

.07 

.05 
1.74 
.01 

'.'42 
'.'20 
!oi 

1^40 

'.'is 
.10 

.1-5 

.'i8 

'.'05 
.11 

.'06 
.05 
.06 
.02 
.26 

.'21 

..52 
.27 
.06 
.04 
.06 

.38 
.19 
.12 
.89 
1.06 
1.06 
.86 
.09 
.^5 
.39 
.31 
.24 

i.'ie 

.61 

'.'18 

.90 

.68 

.46 

1,02 

■  28 
.13 

'.'i2 
.93 
.5? 
.84 
.08 
.23 

2.36 
.46 
.89 
.66 

.27 
.50 
1.14 

i."40 
.31 
.30 
.20 

.88 
.47 
.3h 
.05 
13 
1.15 

■  14 
.66 
.02 

.14 

.05 
.12 
.26 
.30 

!31 

'.'io 

.14 
.45 
.05 

T. 

.12 
.07 

.06 
.01 
.08 

.48 

'.'09 

.92 

'!02 
T. 

.02 

.16 

'."20 
.28 

'.'35 

.13 

.05 
.20 

.02 

.23 

3.89 
4.01 
3.78 
2.43 
2.27 

4.80 
2.29 
1.38 
3.40 
2.99 
3.87 
6.00 
5.35 
3.88 
3.84 

Hreensbursll 

fligh  Bridge,  Lock  No.  711 

.03 

T. 

[rvington   

Lancaster!! 

::: 
.02 

;i2 
.35 

.... 

'tV 
tV 

T. 

Leitchfieldl  

.23 
.02 

'.2I 

Lexington  *** 

Little  Hickman,  Lock  No.  8  ij. 

T. 

T. 

't.' 

Lockport,  Lock  No.  2  11 

....  0.!   .03 
..    .G.2.51 
..     .(.■      .95 

Do.  Bowman  Field . 

Mammoth  Caveil 

Jloiiticello  i| 

.21 
'.'03 

'ids 
1.21 

'.'bs 

"ii 

'!58 

Munfordville   1 

....G. 

1-90 

T. 

.22 
.15 
.29 

'.'i4 
T. 

.15 

.05 
.23 

'.70 
.'21 

;95 

.21 

.'i3 
.45 
.71 
.52 
.15 
.10 

.90 
.45 
1  2-^ 
.58 

.'26 
.35 
.24 
.14 
T. 
.09 
.06 
.05 
.20 
.64 
.16 
.10 

.20 
.26 

',"22 
05 

.OS 
.07 
.50 
.08 

T. 
T. 

;i4 

.21 
.06 
.06 
.17 
.23 

St.  .lohnll 

Salvisa,LockNo6  11. 

K 

1.44 
.16 
i"32 

''52 
10 

.95 

.50 

.'32 
.11 

".h 

.01 

.90 
.'18 
22 

'.'ro 

T. 
T 
T. 

.04 
.4.S 
15 

.03 

■4« 

'^02 

T. 

iio 

.20 
■!20 

.44 

.28 

.05 
.19 

'.'is 

.10 
.19 

.97 
.70 

.67 

'■■k 

.09 
.18 
.22 
.97 
.26 

.'69 
T. 

■f. 

't. 

=!helbyville3  

.:."."s; 

..  .G. 

4.08 

"8:98 
2.53 

'  "2. '35 

Shepherdsville 

Smith's  tirove 

Stearns 

'.'69 

'.'24 
T. 

'.'b2 
'.48 

TavlorsN-ille 

Tyrone,  Lock  No.  511 

'.'is 
'.'71 

'!o7 
.13 

".U 

'^62 
T.' 

.05 

.17 

.02 

'.'04 
.05 

'.'15 
.10 

T°^ 
T. 

'.'02 

't'.' 

T. 

:;:, 

.01 

'."b2 

XooUbnry ,  Lock  No.  411 

Enntmi  Dhision 

Annvir.e  « 

Ashlaud  1 

Berea   

roUet'eHill.  Lock  No.  lllj  

Cumborland 

cyutl,.:.,,:.  , 

....c. 

:::f 

...   0. 

...K. 

...B 
....B 
....0 
....C 
....L. 
.    .K. 
O 
....B 
...B. 
....K 
....K 
...   K 
...K 
...   K 
....0 
...  r 
...  K. 
. . .  K- 

7.59 

4.09 
4.95 
2.90 
2.07 

"i'.'si 

FaruKi-^     

f!>«!!Lock'No!  loi!:;;:;;;;:;;' 

GravEon 

.02 

2.74 
3.67 
1.74 
3.66 
7.13 

3!75 
1.91 

4.24 
1.90 
6.29 
1.10 

"4.' 03 
2.64 
2.87 
1.77 
2.67 
2.85 
4.09 
l.SO 
1.40 
8.65 
2.85 
3.17 
1.95 

Greennp.Dam   3011 

Hazard  11 

Heid«lberg,  Lock  No.  1411 

M 
.06 
.09 

.10 

.01 

Jackson  11 

rutiknis! 

.24 

."62 
.03 

.'ig 

.24 

.31 

.17 
.12 
.95 

.'C3 

.15 
.24 

1.04 

oileoIuaDani'ssV.'.'.'.'.'.'.'.'.'.'."^'.' 
Pnintsville    || .. 

... 

;;;■ 

.'10 

tV 

".bi 

.'15 

.. 
.40 

.'90 

.10 

f.- 
.03 

.'i4 

.17 
.06 
.20 
.18 

.20 
'.'16 

'.'64 

.04 

T 

'm 

.'02 
!l0 

'13 

!04 

.05 

.'61 

.'25 

Pippapass  ••••. 

'.MicksaudB 

Kavenua,  Lock  No.  1211. 

f. 

.'b4 

.32 
.25 

.06 
.06 

.48 

Ricbmond  11 

V.illpy  Yi,.w,Lock  No.  n||.    .   . 
;■:>■. r.-;-i;-i-,rnm  Xo,  32  11 

.■32 

■'■'■--■''■'■-■■•■•■■•■••■•■■■■•■ 

^ 

.06 

"!bi 

T. 

.do  late  in  the  afternoon. 


Except  as  otherwise  indicated  observations  are  generally 
time  of  observation. 

( Reference  mark  ***)  Regular  Weather  Bureau  station ;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight. 
11  Precipitation  measured  in  tiie  nioniiufi: :  amount  then  nTorderi  is  for  the  preceding  24  hours.       *  Precipitation  included 
^Separate  dates  of  falls  not  recnr.ied.        T.  Trace,  or  lesi=  than  0.01  inch. 
River  dminage  area  in  \?hirh  station  i=  located  is  indicated  as  follows:  (B)  Big  Sandy    (L)  Licking:  (K)  Kentucky:  (S)  Salt:  (G)  Green:  (DCumberland 
■T)  Tennessee:  (O)Ohio:  (M)  Missi.ssirpi. 


d  precipitation  recorded  is  for  the  24  hours  endingat  the 
the  next  following  measurement. 


CLIMATOLOGICAL  DATA:  KEfv^lUCKY  SECTION. 


September,  1938 


Daily  Temperatures  for  Septemtoer,  1938. 


Stations. 

1 

2 

3 

4 

5 

6 

7 

s 

9 

10 

11 

12 

13 

14 

1^ 

16 

" 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

ir«(eni  Division. 

90 

81 

86 

90 

88 

82 

94 

9S 

91 

94 

78 

91 

85 

82 

76 

72 

. 

70 

68 

67 

75 

1 

87 

67 

88 

90 

86 

80 

80 

83.1 

Beaver  Dam  

■  ■  •  !  Minimum .... 

66 

62 

•■ 

67 

58 

66 

70 

70 

68 

71 

67 

72 

72 

63 

57 

53 

58 

42 

41 

*' 

44 

52 

54 

55 

68 

60 

60 

61 

50 

59.4 

Calhoun  

•••   ikinimum.... 

.. 

•• 

)  Maximum  . . . 

91 

83 

86 

88 

92 

93 

94 

95 

95 

93 

92 

91 

86 

84 

82 

76 

74 

73 

69 

69 

69 

76 

86 

87 

85 

89 

gi 

85 

79 

79 

"84!4 

Earlington 

•■•  i  Minimum.... 

69 

69 

61 

57 

58 

64 

73 

72 

69 

72 

69 

69 

72 

72 

64 

66 

62 

68 

41 

43 

44 

46 

56 

57 

66 

53 

64 

68 

56 

50 

6C.0 

j  Maximum  . . . 

90 

83 

85 

90 

91 

94 

96 

96 

95 

8>i 

90 

85 

82 

80 

75 

76 

72 

68 

65 

69 

75 

85 

87 

90 

88 

91 

85 

V 

80 

«83.8 

Greenville 

■  ■■  1  Minimum 

66 

59 

59 

65 

65 

63 

69 

68 

65 

65 

64 

70 

70 

60 

66 

48 

56 

89 

39 

43 

41 

50l 

53 

54 

54 

60 

66 

57 

46 

856.5 

1  Maximum  . . . 

91 

90 

92 

8f 

95 

101 

90 

78 

89      79 

84 

79 

76 

70 

72 

68 

65 

71 

82; 

85 

86 

83 

96 

82 

81 

79 

83.8 

Henderson.....  ■■ 

■    1  Minimum .... 

67 

56 

62 

68 

64 

71 

71 

68 

69 

6S 

■71 

71 

64 

54 

46 

56 

40 

42 

42 

46 

651 

58 

57 

59 

63 

53 

54 

49 

58.7 

i  Maximum  . . . 

90 

84 

84 

90 

91 

95 

94 

95 

94 

97 

82 

91 

89 

81 

75 

72 

75 

69 

70 

71 

70 

78 

84 

87 

89 

88 

90 

84 

82 

79 

84. 0 

Hopkiusville   ... 

■••  i  Minimum.... 

67 

64 

62 

59 

56 

63 

68 

68 

61 

67 

69 

71 

60 

50 

49 

75 

55 

40 

39 

40 

42 

48! 

61 

64 

66 

56 

58 

60 

50 

67.4 

j  Maximum  . . . 

89 

80 

79 

86 

87 

91 

95 

94 

96 

94 

90 

87 

87 

84 

71 

74 

67 

67 

70 

77 

84i 

87 

78 

86 

91 

84 

80 

85 

83.1 

Loveluceville.... 

■"■  i  Minimum 

67 

60 

60 

66 

58 

61 

65 

67 

66 

66 

67 

72 

70 

62 

52 

45 

67 

39 

39 

41 

42 

^^1 

52 

64 

56 

56 

57 

63 

48 

66.3 

(  Maximum  . . . 

SO 

81 

82 

87 

88 

92 

94 

96 

95 

94 

92 

PO;     88 

85 

76 

74 

76 

75 

76 

67 

73 

79 

85 

87 

90 

88 

93 

85 

85 

83 

86. 0 

Mayfield 

•  ••  j  Minimum 

66 

63 

62 

59 

62 

64 

69 

70 

71 

72 

67 

68'     70 

61 

52 

40 

68 

43 

40 

42 

45 

63 

67 

68 

61 

60 

59 

66 

50 

69.1 

i  Maximum  . .. 

90 

82 

79 

86 

89 

93 

94 

96 

95 

94 

94 

90j     88 

81 

72 

72 

75 

68 

67 

69 

69 

77 

S3 

86 

88 

5S 

91 

83 

78 

SO 

83.2 

Murray   

67 

65 

63 

62 

63 

«5 

71 

71 

73 

70 

70 

74     73 

65 

63 

54 

60 

60 

60 

44 

46 

51 

65 

66 

68 

60 

63 

62      68 

64 

01.9 

J  Maximum  . . . 

87 

85 

88 

88 

89 

91 

93 

93 

92 

63 

80 

87 

84 

82 

78 

72 

71 

64 

64 

67 

74 

83 

84 

86 

88 

85!     77 

70 

81.5 

Oweiist.oro 

66 

90 

61 

84 

63 

82 

56 

58 
89 

66 
92 

95 

71 

67 

69 

66 
90 

69 

88 

70 

63 

t 

50 

55 

41 

41 

45 

45 

61 

65 

65 

67 

66     58 

53 

58  4 

*  *  *  f  Minimum. . . . 
:Maximum  . .. 

%i 

96 

97 

97 

92 

77 

76 

72 

68 

67 

72 

78 

85 

88 

89 

86 

93 

84 

81 

84 

84.6 

Paducah...' 

■••   :Minimum 

70 

60 

60 

57 

60 

61 

69 

69 

69 

72 

69 

68 

73 

72 

63 

53 

47 

66 

42 

42 

40 

48 

61 

55 

56 

60 

60 

56 

61 

49 

68.6 

j  Maximum  . . . 
•••  1  Minimum 

87 

81 

82 

87 

89 

92 

92 

92 

90 

92 

85 

89 

83 

76 

74 

74 

70 

66 

63 

69 

77 

84 

85 

87 

86 

90 

83 

81 

80 

82.4 

Princeton 

64 

64 

59 

59 

66 

70 

71 

72 

71 

68 

68 

72 

73 

68 

57 

50 

58 

42 

42 

48 

46 

51 

64 

56 

58 

59 

60 

62 

52 

59.8 

j  Maximum  . . . 
■  •  ■  1  Minimum 

85 

81 

87 

86 

91 

94 

94 

90 

90 

7.5 

90 

89 

78 

73 

69 

76 

04 

71 

64 

69 

75 

85 

76 

88 

87 

88 

83 

77 

76 

81.1 

Ras3ellville§§.... 

63 

59 

56 

66 

69 

69 

68 

68 

70 

66 

67 

70 

72 

60 

55 

60 

62 

45 

40 

40 

43 

52 

65 

49 

65 

59 

59 

60 

49 

58.1 

Central  DWision. 

(  ivraximum  ... 

86 

81 

85 

88 

89 

99 

85 

85 

89 

82 

87 

83 

81 

68 

70 

70 

61 

66 

61 

65 

70 

81 

82 

83 

84 

86 

82 

74 

73 

79.1 

Aueliorage 

*  * '  '  Minimum .... 

60 

67 

61 

68 

60 

61 

69 

68 

67 

65 

65 

65 

69 

67 

62 

66 

65 

54 

42 

41 

41 

45 

50 

54 
86 

55 

54 

68 

67 

69 

46       . 

.57.4 

\  Maximum  . . . 

86 

81 

82 

92 

92 

94 

94 

90 

91 

76 

85 

81 

60 

77 

70 

75 

67 

70 

63 

07 

75 

83 

88 

86 

87 

81 

79 

76      . 

81.4 

Bowling  Green.. 

' '  ■  (  Minimum .... 

66 

64 

64 

62 

67 

72 

72 

71 

72 

69 

71 

72 

63 

59 

67 

60 

.59 

46 

48 

48 

54 

56 

56 

68 

60 

62 

64 

65 

61.8 

\  Maximum  . . . 

80 

80 

82 

89 

92 

90 

90 

87 

82 

78 

88 

77 

77 

74 

62 

70 

62 

63 

65 

70 

83 

84 

86 

86 

86 

84 

75 

75 

79-7 

Danville 

■  ■  ■  '  Minimum .... 

62 

56 

6( 

63 

57 

60 

69 

66 

65 

64 

64 

63 

69 

69 

61 

52 

56 

52 

48 

38 

42 

40 

52 

62 

60 

52 

68 

67 

61 

46 

60.4 

(Maximum  ... 
•••1  Minimum.... 

86 

83 

83 

89 

91 

93 

92 

91 

88 

87 

82 

89 

85 

82 

78 

76 

74 

71 

68 

63 

62 

70 

83 

85 

87 

88 

87 

84 

80 

75 

81.7 

DixDani 

69 

62 

57 

61 

62 

71 

69 

68 

67 

67 

67 

72 

73 

65 

56 

60 

56 

52 

43 

45 

48 

56 

67 

5-1 

66 

62 

61 

64 

48 

60.1 

Kiibank 

;  .Maximum  . . . 

•••  /  Minimum.... 
j  Maximum  . . . 

85 

84 

85 

91 

93 

95 

94 

87 

88 

89 

84 

91 

88 

82 

71 

74 

n 

68 

68 

62 

68 

72 

84 

86 

89 

87 

87 

85 

76 

76 

"82:6 

Frankfort 

■  ■■  i  Minimum 

68 

55 

60 

57 

60 

60 

67 

67 

67 

65 

66 

66 

7C 

66 

54 

59 

54 

49 

42 

42 

47 

51 

51 

62 

62 

58 

60 

46 

68.1 

S  Maximum  . . . 

82 

76 

80 

91 

94 

98 

95 

91 

89 

83 

91 

82 

78 

78 

76 

69 

71 

65 

71 

73 

85 

87 

89 

88 

82 

82 

78 

78 

82.8 

Greensburg 

"  ■  ■  1  Minimum 

61 

58 

56 

54 

56 

61 

68 

67 

66 

65 

61 

62 

69 

70 

62 

52 

66 

52 

48 

S9 

41 

47 

47 

48 

50 

64 

55 

61 

44 

65.7 

i  Maximum  . . . 

85 

80 

81 

85 

87 

91 

90 

88 

90 

80 

83 

83 

75 

73 

76 

70 

66 

62 

66 

72 

81 

83 

S4 

84 

86 

82 

76 

73 

80.3 

Irvingtou 

' ' '  )  Minimum. . . . 

65 

60 

65 

59 

62 

62 

73 

72 

70 

70 

69 

6f 

71 

65 

64 

58 

57 

44 

45 

47 

49 

66 

60 

58 

60 

64 

62 

56 

47 

61.3 

\  Maximum  . . . 

79 

82 

87 

90 

92 

91 

97 

92 

90 

74 

86 

81 

74 

68 

74 

64 

69 

67 

74 

84 

86 

87 

86 

89 

84 

78 

76 

81.3 

i.eitchtield 

67 

60 

62 

57 

59 

67 

71 

72 

67 

68 

67 

67 

71 

61 

55 

64 

55 

43 

41 

44 

45 

54 

56 

55 

66 

60 

60 

61 

52 

69.3 

j  Maximum  !!! 

84 

85 

82 

94 

96 

93 

8- 

86 

90 

82 

91 

87 

79 

75 

72 

75 

68 

69 

62 

65 

68 

83 

86 

88 

87 

86 

83 

74 

73 

81.4 

Lexington  

■■  ■  f  Minimum 

63 

58 

6. 

59 

62 

64 

68 

67 

64 

65 

65 

66 

70 

65 

59 

5r, 

55 

58 

46 

41 

42 

48 

53 

55 

54 

61 

59 

6i 

67 

47 

58.1 

i  Maximum  . . . 

83 

82 

82 

88 

S** 

91 

92 

88 

87 

89 

83 

88 

82 

80 

72 

71 

65 

63 

63 

64 

72 

82 

84 

85 

86 

86!    M 

75 

72 

79.8 

Lonisville 

•••  i  Minimum.... 

67 

62 
84 

66 

82 

66 

88 

68 
93 

67 
04 

76 
93 

72 

70 

88 

69 
90 

70 

84 

70 
89 

72 

84 

69 

81 

60 

71 

57 
69 

59 

1? 

48 
64 

50 
62 

51 
64 

62 
72 

83 

66 

84 

62 

85 

6S 

gs 

57 

62 
74 

62.6 
80.3 

..    :M!i^itTiiim  ... 

85 

87 

74 

75 

Do.  Bowman  Fieia  :,(? ■V.-'iiiniiV  " ' ' 

65: 

69 

64 

61 

64 

66 

73 

72 

70 

71 

69 

69 

72 

72 

66 

57 

67 

46 

46 

48 

49 

56 

59 

60 

59 

63 

60 

67 

60 

61.4 

(  Maximum  . .. 

85 

81 

86 

87 

91 

90 

91 

74 

89 

82 

8( 

70 

70 

73 

69 

69 

64 

66 

73 

83 

80 

87 

81 

87 

83|     76 

75 

80.1 

Mammoth  Cave. 

■  ■  •  i  Miiiimuni.  ■ .. 

62 

53 

57 

52 

64 

62 

66 

64 

66 

65 

63 

67 

59 

63 

65 

54 

42 

87 

89 

42 

52 

52 

49 

61 

69 

56;     69 

46 

56.0 

\  Maximum  . . . 

85 

80 

83 

87 

83 

89 

93 

92 

90 

89 

77 

90 

84 

80 

79 

70 

76 

67 

69 

65 

69 

73 

82 

84 

86 

86 

89 

881     86 

82 

81.9 

St.  John 

■  ■  ■  i  Minimum  — 

63 

58 

63 

55 

59 

69 

TO 

68 

69 

67 

66 

69 

71 

62 

55 

55 

56 

42 

41 

43 

45 

51 

52 

66 

60 

02|     67 

63 

54 

69.0 

Maximum  . . . 

82 

82 

82 

89 

9j 

94 

88 

86 

81 

82 

90 

86 

81 

75 

70 

73 

65 

67 

63 

64 
43 

70 

82 

84 

87 

85 

79 

74 

73 

80.1 

Shelbyvilla  

■■■  f  Minimum 

65 

56 

60 

5( 

69 

67 

66 

66 

66 

64 

65 

68 

70 

62 

53 

55 

53 

43 

41 

47 

50 

5? 

6; 

54 

57 

57 

46 

67.1 

*  Maximum  •  .  • 

82 

83 

9( 

90 

94 

93 

96 

94 

89 

74 

90 

83 

81 

75 

72 

75 

66 

70 

66 

69 

74 

84 

86 

88 

86 

89]     iS 

78 

78 

82.3 

Smith's  Grove  ... 

'  ""  i  Minimum 

65 

64 

62 

53 

54 

63 

67 

66 

68 

71 

68 

63 

68 

67 

57 

58 

54 

4J 

38 

41 

41 

64 

53 

61 

52 

54 

Sf 

60 

52 

57.3 

: Maximum  ... 

82 

79 

84 

86 

90 

89 

88 

86 

76 

76 

83 

62 

83 

73 

72 

71 

76 

62 

64 

66 

79 

81 

8^ 

85 

84 

S4 

66 

72 

78.6 

Stearns 

■■■  :  Minimum  — 

6^ 

62 

60 

55 

57 

62 

68 

68 

64 

66 

61 

65 

67 

C7 

64 

58 

59 

63 

65 

41 

40 

44 

50 

62 

63 

6C 

58 

58 

63 

51 

88  0 

J  Maximum  . . . 
••■  1  Minimum.... 

90 

87 

90 

94 

95 

97 

97 

83 

88 

88 

83 

941     84 

84 

79 

70 

77 

70 

7] 

65 

69 

70 

66 

88 

SO 

80 

90 

84 

77 

75 

83.5 

Williamstown... 

65 

55 

69 

60 

64 

60 

71 

67 

65 

67 

64 

67     70 

71 

64 

55 

57 

54 

46 

42 

44 

49 

54 

58 

58 

67 

60 

87 

56 

46 

58.7 

Eautem 

Dh'imon. 

I  Maximum  . . . 

86 

8f 

8.'i 

90 

90 

93 

92 

93 

84 

82 

83 

86     88 

84 

80 

70 

77 

78 

67 

65 

62 

05 

83 

85 

82 

87 

86 

82 

74 

71 

81.2 

Ashland    

■"  i  Minimum 

70 

55 

56 

57 

60 

58 

67 

67 

6C 

69 

67 

69 1     09 

71 

66 

60 

60 

57 

64 

44 

44 

45 

49 

52 

66 

57 

56 

57 

62 

S'^ 

58.9 

\  Maximum  . . . 

82 

80 

81 

87 

90 

88 

84 

82 

80 

87 

84 

71 

73 

73 

72 

66 

63 

67 

65 

80 

83 

83 

84 

84 

84 

79 

74 

"79.2 

Berea 

••••  /  .Minimum.... 

69 

60 

61 

6i 

60 

6T 

66 

66 

65 

66 

70 

7C 

63 

56 

58 

65 

60 

41 

44 

47 

55 

69 

56 

6( 

62 

61 

62 

45 

i>58.5 

Cumberland 

1  Maximum  . . . 
—  1  Minimum 

• 

*'^"®" 

1  Maximum  ... 

89 
70 
82 

8! 

82 

8.5 

gi 

94 

57 
91 

96 
68 
93 

94 

64 
90 

88 
70 

88 

89 
61 

8^ 
79 

81 
65 

78 

88 
64 

90 

87 
69 

83 

83 
63 
83 

80 
64 

75 

72 
57 
72 

76 

58 
75 

77 
56 
77 

70 
53 
67 

69 
43 
63 

65 
43 
65 

6'^ 

42 
67 

82 

77 
54 
84 

88 

87 

85 
67 

85 

7.') 
60 

74 
47 

"8^2 
57  4 

•••■  1  Minimum.... 

J  Maximum  . . . 

•••  (  Minimum.... 

5? 

8C 

5S 

88 

8.^ 

8f 

85 

70 

75 

80.1 

Heidelberg 

68 

68 

6C 

65 

58 

60 

6; 

67 

64 

66 

6i 

65 

7r 

65 

62 

60 

52 

55 

43 

63 

48 

49 

5t 

5'- 

'^ 

53 

55 

63 

52 

68.7 

j  Maximum  . . . 

86 
66 

83 

8" 

90 

91 

69 

7f 

8b 

80 

80 

8! 

86 

82 

73 

74 

76 

71 

65 

63 

65 

67 

83 

85 

S. 

88 

K 

82 

73 

72 

80.4 

Maysville 

1  Minimum 

65 

5f 

67 

60 

69 

6( 

67 

63 

64 

65 

68 

71 

7C 

66 

57 

61 

55 

54 

48 

45 

47 

50 

53 

5: 

57 

57 

60 

55 

47 

58.5 

Middlesboro 

Maximum  . . . 

86 

85 
66 

84 

89 

91 

91 
61 

6! 

66 

88 
67 

83 
6- 

79 
64 

85 
64 

83 
66 

82 
65 

72 
60 

72 
55 

78 
49 

73 
52 

66 
42 

64 
41 

66 
40 

80 
45 

82 
50 

5i 

60 
52 

82 
61 

81 
67 

76 
60 

73 
6; 

•80.4 
•66.5 

•■■■  I  Minimum.... 

67 

62 

57 

67 

Mount  Sterling  . 

: Maximum  ... 
'**'   : Minimum..., 

J  Maximum  .  . . 
■•••  (Minimum.... 

36 

84 

84 

90 

Vi 

76 

93 

85 

88 

85 

84 

88 

84 

8' 

82 

68 

75 

80 

61 

65 

66 

62 

8? 

85 

86 

89 

85 

87 

70 

73 

■'so.' 8 

Pikeville .. 

69 

(1 

6C 

60 

61 

64 

67 

69 

65 

64 

67 

70 

7 

68 

63 

60 

60 

61 

51 

47 

48 

49 

49 

55 

67 

54 

59 

64 

59 

60.4 

Pi  ppftpass   

\  Maximum  . . . 

69 

61 

6£ 

57 

61 

58 

59 

69 

66 

«$ 

64 

67 

66 

65 

60 

52 

74 

56 

47 

43 

46 

50 

50 

51 

52 

68 

55 

58 

54 

"5S'.5 

••••  !  Minimum.... 

Quicksand 

iMaximum.  .. 
••■■   :Minimum.... 

55 

66 

bl 

57 

58 

58 

62 

66 

62 

63 

66 

65 

6h 

6i 

58 

56 

.53 

62 

44 

43 

46 

45 

48 

50 

61 

61 

55 

67 

49 

"bb.b 

: Maximum  . .. 

83 

82 

8C 

8fi 

9f 

92 

9( 
74 

88 

87 

8; 

80 

90 

8' 

8i 

75 

74 

"3 

72 

6S 
53 

64 

64 

67 

82 

84 

8- 

sr 

87 

85 

72 

73 

80.5 

(iioliiDond 

■■■'   :Minimum  ... 

67 

60 

6r 

62 

65 

65 

75 

74 

72 

65 

65 

7f 

65 

5- 

60 

57 

45 

44 

48 

65 

60 

58 

60 

62 

63 

6i 

50 

61.5 

:Maximum .  . . 

93 

87 

K 

9 

92 

94 

92 

92 

89 

7; 

83 

90 

81 

8 

85 

83 

75 

81 

69 

6" 

66 

69 

84 

89 

87 

86 

85 

88 

69 

83 

83.5 

Williamsburg  .  •  ■ 

iMinimum 

69 

66 

er 

59 

58 

62 

64 

6!^ 

68 

67 

66 

65 

68 

67 

61 

58 

52 

49 

44 

44 

42 

49 

60 

61 

55 

54 

6; 

60 

44 

58.0 

\Vinche.ster   

j  Maximum  ... 
••■•  /Minimum.... 

83 
66 

82 

62 

87 

58 

90 
_62 

91 
63 

91 

70 

88 
67 

84 
68 

84 
6f 

77 
66 

65 

85 
70 

gc 

7 

75 
65 

72 

65 

73 
58 

71 

54 

6f 
60 

GO 
42 

64 
44 

68 
44 

81 

54 

83 
55 

5- 

_J 

85 
58 

831     70 
62l     62 

72 

47 

79.4 
59.0 

(HnfT  day.  on  vrhioh  it  almost  always  occurs 
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QENEKAL  SUMMARY. 

The  wonthor  was  oxcoptionally  dr}',  and  considerably 
wanner  than  normal.  The  dry  spell  that  commenced  at  the 
beginning  of  the  last  decade  of  the  preceding  month  continued 
through  this  month,  making  a  40-day  period  that  was  broken 
in  most  of  the  State  by  only  a  few  light  showers.  Pastures 
became  short  by  the  middle  of  the  month  and  had  practically 
dried  up  at  the  end.  Most  grain  that  was  sown  early  in  the 
month  came  up  to  a  good  stand.  Germination  became  more 
irregular  as  the  month  proceeded,  until  finally  there  was  little 
or  none.  At  the  close  a  large  proportion  of  the  last  seedings, 
especially  in  the  southern  counties,  had  not  come  up.  A  more 
serious  feature  was  that  much  of  the  young  grain  sprouted  and 
perished  because  supporting  moisture  failed.  Late  potatoes 
could  not  fully  develop  on  account  of  increasing  dryness.  They 
ranged  from  fair  to  worthless,  depending  on  the  moisture  re- 
taining properties  of  the  soil. 

The  dry  weather  favored  the  curing  of  the  last  hay,  the  filling 
of  silos,  and  the  threshing  of  soybeans  and  lespedeza.  All  corn 
matui-ed  before  frost,  which  was  heavy  to  killing  in  most  sec- 
tions on  the  24th  or  2")th.  Shocked  corn  dried  out  so  thorough- 
ly that  it  could  be  cribbed  with  safety.  C4athering  advanced 
ahead  of  the  usual  stage,  and  was  finished  on  some  farms.  Over 
the  State  it  averaged  more  than  half  completed.  Cotton  pick- 
ing also  advanced  unusually  well. 

The  mild  dry  weather  caused  late  tobacco  to  cure  quickly  and 
with  remarkably  fine  color.  As  there  was  no  rain  to  condition 
it  for  handling,  practically  no  stripping  occurred.  The  weather 
was  exceptionally  favorable  for  gathering  apples,  digging  sweet 
potatoes,  making  sorghum,  and  other  fall  work.  Gardens,  field 
tomatoes,  and  late  potatoes  failed  from  drying  up  rather  than 
from  the  effects  of  frost,  which  found  practically  nothing  to 
damage  when  it  occurred.  Shortage  of  water  for  livestock 
caused  inconvenience  in  the  hilly  and  upland  sections  during 
the  last  two  weeks.  The  forest  floor  became  very  dry  and  the 
fire  hazard  increased  to  dangerous  proportions  toward  the  end. 

TEMPERATUKE. 

Except  for  brief  periods  of  cool  weather  at  the  beginning  of 
the  month  and  the  last  decade,  temperatures  above  normal  pre- 
vailed. The  weather  was  decidedly  warm  from  the  9th  to  l^i^th, 
when  daily  means  ranged  from  5°  to  14*^  above  the  seasonal 
average  and  maxima  of  80"^  or  higher  occurred  almost  daily  in 
all  .sections  of  the  State.  In  comparison  M'ith  normal  tempera- 
tures the  weather  was  considerably  warmer  in  the  western  than 
in  the  central  and  eastern  districts.  The  coolest  weather  pre- 
vailed on  the  24-2.5th,  when  minimum  temperatures  of  25"  to  30° 
were  registered  at  most  stations.  Fxtremeg  for  the  State  were 
95°  at  Paducah  on  the  oth  and  24°  at  Greensburg  on  the  25th. 

PKECIPITATION. 

Precipitation  averaged  about  one-sixth  of  the  normal  amount 
for  this  month.  Except  in  1924  it  w;is  the  driest  October  since 
State  records  were  established.  A  few  western  stations  reported 
one  inch  or  slightly  more.  Eastward  from  this  section  the  rain- 
fall decreased  to  very  small  amounts  in  (he  eastern  half  of  the 
State,  where  most  stations  reported  less  than  0.5  inch.  Practi- 
cally all  of  the  Kentucky  Eiver  Basin  received  from  0.1  to  0.2 
inch,  and  most  other  eastern  districts   from   0.3   to  0.4  inch. 


Amounts  for  the  State  ranged  between  2.G2  inchoa  at  Murray, 
and  no  rain  at  Pippapass  and  Middlesboro.  Showers  occurred 
rather  generally  on  the  19-20th  and  23d-24th.  They  were 
moderate  to  heavy  in  the  western  counties  on  the  19th,  and 
generally  light  in  other  districts  on  all  dates  of  occurrence. 
Widely  scattered  showers  were  reported  on  the  6th  and  13-14th. 
A  few  localities  were  visited  by  thunderstorms  on  the  6th  and  13th. 

MISCELLANEOXrS. 

;;/iers.— Headwater  tributarie-.s  bLP.aniu  vury  low  toward  the  close  o(  the  month 
In  the  main  streams  pool  stages  remained  almo.st  unchanged, 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill 

Cincinnati Ohio 

Evansville Ind 

Louisville   Ky 


COMPARATIVE  DATA  FOR  OCTOBER. 


Temperature. 


52.0 
55.7 
54.8 
57.3 
56.4 
58.6 
52.2 
55.8 
63.2 
57.1 
61.3 
64.5 
68.1 
60.1 
57.7 
57.2 
57.0 
56.9 
55.5 
57.1 
55.2 
61.4 
59.9 
59.5 
56.9 
59.7 


61.6 
56.4 
55.8 


57.4 
69.5 
59.5 
58.5 
85.7 


Precipitatioij 


2.40 
2.94 
0.78 
0.51 
4.00 
1.36 
1.24 
1.71 
1.10 
4.19 
2.42 
2.29 
1.57 
2.34 
2.22 
0.52 
4.95 
1.51 
2.97 
0.71 
2.11 
4.45 


0.27 
7.09 
5.96 
2.61 


3.31 
2.05 
0.83 
2.51 


Number  of  days 


ToO.year  averages. 


CLIMATOLOGICAL  DATA:  KENTUCKY  tiKCTiON 


October,  1988 


Wedem  DiviKion. 

Beaver  Uam 

Calhoun 

Earlington......... 

Fords  Ferry,  Dam  60  . . 

Gilbertsville 

Greenville   

Hartford  (near; 

Henderson 

Uopkinsville 

Lovelaceville 

Maytieid 

Murray 

Owensboro •••• 

Owensboro.  Dam  46.  • 

Faducal.  "••••; 

Paducah  [near) 

Frincetou  ■•■•••• 

Rnrasey,Lock2  J 

Russellville .... 

Uniontown.  Dam  49. . 
Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green........ 

Brownsville, Lock  G^.. 

Burnside  ..••.•■•• 

CarroUton,  Lock  1 

cold  Spriusi,Dam36..-i 

Danville 

Dix  Dam.  Burgm 

EadsvUle 

Eubank  

Frankfort.  Lock  4 

Gest,Lock3 

Glasgow •  •• 

(+raut.  Dam  3S 

Greensburg.... ..     -  •  ■ 

High  Bridge,  Lock  , . . 

Irvington 

Lancastei 

Leitchfield 

Lexington i- ••,••.; 

.jittleHickman,Lock8  , 
Lockport.Lock  2 

LOUISVILLE.....  ..••.•  ■• 

Do.  Bowman  Field.. 

Mammoth  Cave 

Mouticello 

Muufordville 

rii.  Jonn • 

Salvisa,  Lock  6^ 

Shelby  ville 

Shepherdsville 

Smith's  Grove 

Stearns ■  ■ 

Taylorsville 

Tyrone,  Lock  5t    

Williamstowii 

vVoodbnry,  Lock  4  ;.  . 
Ennteni  Division. 

Annville 

Ashland  

College  HilV.  Lock  ii. 

Cumberland  

Oyuthiana   

falmouih 

Farmers   

Klein iiigsbnrg   

Ford,  Lock  101 

Grayson   •••••• 

Oreenup,  Dam  30 

Hazard 

Heidelber?,Lockl4  .. 

Jackson  

.lenkins 

Louisa 

Mavsville.  Dam  33  . . 

Middlesboro 

Mount  Sterling 

Oneida    ■  — 

Oneonta.  Dam  3.^  .  . . . 

Piiiutsville 

Pikpville 

PippiipasB 

tjnlck»and .•• 

RHVunna,  Lock  12 

Richmond 

VMlley  View.  Lock  9.. 

Vanc«hnrg.  Dam  32  • . . 

Williamsburg 

'Villow,  T,ock  13 

Winchester 

R'at*-  averages  and  ex 


Ohio 

Mc,  can 

Hopkins.... 

Mai-.^hall    ••■ 
Muhlenburg. 

Ohio 

Henderson  . . 
Christian  — 


Graves  ... 
Calloway. 
Daviess... 


McCracken. 
McCracken 
Caldwell  . . . 

SlcLean 

Logan    

Union 


Warren — 
Edmonson 
Pulaski  — 

Carroll 

Campbell   . 

Boyle   

Mercer 

Wavne  . . . . 


Frai 


Il-nry 

.Teffer.;on  . . 
•lefferFon  •  • 
Edmonson. 
Wavne  .... 
Hart 


ilcrcc' 


Anderson. 
Grant  .... 
Bntler.... 


H 

Pendleton 

Rowan 

Fleminj:   

Clark    

Carter   

Greenup 

Perry   ........ 

Lee   —  . . 

Breathitt 

Letcher ■ 

Lawrenfre 

Mason 

Bell  

Montgomery  , 

Clay 

Campbfll 

Johnson 

Pike 

Knott 

Breathitt.... 

Estill  

Madison 

Madison.    ... 

I^wis 

I  Whitley 

I  Clark   ■ 

ItTPnies 


^limatological^ata^i^ctpber^_1938. 

I  Precipitation  in 


Temperature,  in  degrees  Fahr. 


Number  of  days' 


544 

•^6 

Mfi 

40 

io;« 

12 

es.-) 

42 

q«9 

hi 

."iPO 

4K.'i 

2» 

4,^9 

65 

bfiH 

W)(l 

8 

910 

mi) 

9 

777 

42 

h?0 

24 

K'ft 

4S 

,™ 

1 

«)7 

1400 

2 

489 

H2 

,W4 

20 

M4:^ 

Hb 

504 

21 

66s 

31 

,b7,9 

4    \.i 

H7(l 

IS 

59:5 

22 

5ft  9 

R 

filO 

IR 

869 

14 

063 

3 

5H  2 

776 
1506 

14 
12 

5H4 

35 

5?4 

40 

RR  fi 

-  0.8 

n2« 

39 

•57.2 

-  0.1 

930 

4B 

ROO 

497 

16 

S 

""4 

u  '^ 

'i 

H 

0.76 

-2.04 

1.02 

--2.'28 

0.69 

-2.21 

0.331 -2. 52 

0.401-2-6: 

0.43      ■  " 

0.46 

0.38  -2.21 

0.20—2.62 

0.22-2.64 

0.49  -2.16 


40 

i::::. 


0.5^:.  ...  !  0.37 
0.531-2.221  0.22 
0.31-2.77;  0.23 
0.361-2.69    0.20 


O.S6'-2.26|  0-23 
0.341-2.65,  0.2o 
0.7ol-:/.6ll  0.61 
0.231 -2. 36|  0.23 


0.50-1.66 
C.32'-2.7-.' 


0.4-; 


0  34  -2.!i2j  0.84 

n.Oni I  0.00 

0.47 -3. nO|  0  29 
0.40.-2.49  0.23 
0.60' -2.  ,17  0  SO 
0.1si-2.R7  0.13 
().2Si-2.72'  O.lfi 
0.31-2.531  0  19 
0  22-2.80.  0.16 

0.23 0.15 

0.48-2.241  2.42 


Eldred  G.  Young. 

K.  O.  Betiuett. 

Brick  South  worth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  T.  Street.  Jr. 

W.  K.  Morris. 

BliiiiieMalone. 

Mis.  Joe  Payne. 

P..t  \V.  V>P!ir. 

ITt'iiry  S.  Berry. 

Lockmasler- 

U.  S.  Engineers. 

doe  Lahore. 

Dr.  W.  L.  Cash. 

Lockmaster. 

Wra.  SliPlton. 

Lockmaster. 

Lockmaster. 


C.  E. 


rret. 


Mrs.  LillieG   Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  p.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfieet. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 
Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 
Lockmaster. 

W.  .),  I'iggot. 

Walter  Killion. 

U.  11.  Willis. 

U.S.  Weather  Bureau 

Lockmaster. 

Lockmaster. 

t'.S.  \Ve;UhcrP'.irP!.n 

U    S    O^pt.  of  Commerce. 

Ivan  J.  i;ils\vo:th. 

E.   O    Cinjixr 

Mrs.  M.  A\'.  Price. 

Sisters  of  Loretto. 

Lockmaster. 

WillaS  Ratta, 

A.  McLeod. 

Aii\vav  Station. 


W.  A.  W'orthington. 

Lrckma.'^ter. 

Luther  M.  Ambrose. 

Lockiiiaster- 

('.  Ht-rtrand  Fields. 

S.  M  Ilill- 

,1.  V    ulciliam. 

Lucille  C-  Stamper. 

C.  A.  (ilascock 

lockmaster. 

:\lrs    Ruby  A.  Burton. 

Lnfkiiia^ter. 

H-  A.  Haily. 

Lockiiiastc-r. 

J  as  T   tioil'. 

R.  J.  Howard, 

.lacohWoiknian 

Lockmaster. 

Jlatthi-w  Woodson 

W.K    McKce. 

Garret  Combs . 

Lockmaster. 

A.  L   Pouta. 

U.  S  Woatlier  Bill-can. 

('i>nev  Run  Com.  Cen. 

K.    \V.  .Jones. 

Lockmaster. 

J.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

VVauely  West, 

Lockma.stor. 

Airway  Station. 


■  iiingsection  or  division  means.     .,*'.""i''il.„-„ri^,,,i    ,4=;,,^.  fr^rnvamDle.  b  represent! 


Precipitation  by  U.  S.  Engineers, 
il.  lint  all  complete  jeporrs  are_ 
Locks  I 


tiie  Kentucky  River 


«:  Post-office  addresses: -Lock  .?,LftwreiicebTir«.Ky.,  Lock  6,  v  ers.i.n,  »,  u  v.  . 


OcTonKu,  1938 


CL1MAT0J.0U1CAL  DATA;   KENTUCKY  SKCTJON 


Daily  Freolplt&tlon  for  October, 

1088. 

Day  ol  month 

1 

3 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27     28 

20 

80     81 

i 

Wfftfrn  DiviHoii 

.61 

.'eo 

.16 
.24 

.78 
.89 
.88 
.07 

1.00 
.86 

2.42 
.46 

.15 

.12 
.04 
.10 
.10 
.10 
.10 

l.illioiin U. 

Karlinicton U. 

Fonts  Kerry  lUm  601 0. 

'tV 

.42 
.39 

!62 
.04 
.18 

'.k 

1.02 

T. 

T. 

.06 
.06 

0.09 

o.m 

';ro.>nvillu G. 

Itartfor.l  G. 

llomlorsou 0. 

llopkiiisvillo: C. 

Lo\  olacov  ille M . 

MivylWd M. 

Murray  T. 

owensborol O. 

tV 

f. 

tV 

T. 
.01 
.03 

0  88 

.08 

0.83 
1  00 

.02 

.02 

.15 
.18 
.22 
T. 
.03 

1-08 

T.' 

0  fl" 

.43 
.64 

T. 
T. 

.13 

o.sc 

.74 
.90 
.83 

1.81 

0.90 

T. 

.16 

0.98 

Kuiiieey,  Lock  No.  2  11 G. 

.07 

.08 

.02 

120 
.30 

.04 

.48 
12 

.20 

.'23 

1.08 

0.  43 

.20 

.08 

.29 

.28 
.23 

.04 

.02 

.20 
.24 

0.85 

Central  DirU-inn 

0.6S 

Anchorage O . 

Bovvlins Green  1 «. 

Hiowiisvlllo,  Lock  No.  611 -  •  •  ■  G. 

nuinsiiiell   C. 

(.■.vrrolltou    I.oc-k  Xo.  1]... Is.- 

Ci'ld  Spring,  Dam  3G1I 0. 

T. 
.03 

.08 
.39 
.14 
T. 
.42 
.10 
.02 

■  1 

'.'.'.'. 

....  ;v.'| 

0.29 

f  ■ 

.'06 

.14 

.17 

031 

tV 

tv 

tV 

0.42 
0.27 
0.23 

.... 

.26 

'"'^!?.-°--;"E:::':::::::;::::c: 

;.;Murt.LookNo.  4! K. 

.   .,,  Lock  No.  311 K. 

.13 

.03 

0.00 

.... 

.08 
.10 
.40 
.04 

V33 
T. 

.'26 
.04 
.20 

f'' 
.08 
.41 
.18 
.82 
.02 

■^.° 

'.'is 

.05 

't.' 

.06 
.08 
T. 
.20 
.02 
T. 
.05 

... 

0.14 
0.18 
0.60 

Gitut,  Dam'33li.. '.'.'.'... ..'.'.'.' O. 

V32 

V'22 

.28 

.■34 

Vis 

.03 

0  24 

0.34 

Uigh  Bridge,  Lock  No .  7!! K 

T. 

tv' 

tV 

tv 

T. 

.... 

'.'04 
T. 

i'. 



!io 

T. 
T. 

0  40 

LiUicasterB..,.. K 

Leitohfield  a  iL 

0.48 
0.46 
0.38 

.26 

.... 

Little  Hickman,'  Lock  Xo .  ^  : K . 

Lockport,  Lock  No.  2  1: K. 

Louisvil.I.K*** O. 

Do.  Bowman  Field 0. 

.30 
.22 

.'67 
.15 

0-49 

0.40 

T. 

0.58 
0  20 

Jionticello  il C 

.02 

.15 
19 

T. 

tV 

.04 

.33 

.18 
.15 
.32 
.25 

.07 

0.61 

0.18 
0.38 

Salvisa.Lock  No  6  11 K. 

.02 

T. 
.26 

.08 

•  17 

ShepherdsvUle •••■  S. 

0  58 

.27 
.26 

V20 

Vi4 

.37 
.22 

.23 
.12 

.'i2 
.23 
.19 
.23 

V25 
.22 

t. 

.17 
.15 
.21 

.... 

'.'05 

.12 
.14 

't. 

'.'28 

.15 
.11 
.04 
.04 

"oi 

f. 
'.'69 

0.72 

Stearns C. 

TaTlorsville  0. 

Tyrone,  Lock  No.  51 K . 

VVilliamstown  L 

■.Voodbary,Locli  No.  411. 0 

Kcrs'r.n   Division 

... 

t' 

:::: 

".04 

0.40 

6 '20 

0.00 

0.46 
052 

T. 

.13 

V62 

Abhlaud u 

Berea   K 

CoUeL'e  liill.  Lock  No.  Uil   ....K 

Cumberland  .  ■  ■  •  . C 

c;yutliiaii:i  i; .1. 

'.5] 

tV 

... 

.... 

:; 

'.'04 

•r. 

T. 

.20 

tv 

"'I3 

tv 

V63 

.10 
T. 

0.36 

Farmpis  = L 

FleiT.ni-^l'-vj L 

Ford.Lick  Xo.   in K 

Gray=on                       0 

Grei-iuu-.Dam    30,;. O 

Hazard;! K 

Heidulberg,  Lock  No.  1411. K 

:.'.'. 

034 
0.70 

... 

:; 

0.50 
0.32 
0.S5 

Jeukinsll B 

Louisas • B 

Maysville,  Dam  33i! O 

Middlesboro      •  •  • C 

tV 

".Ob 

.:; 

T. 

.22 

.02 
t. 

.'ii 

.05 
.09 
T. 

''is 

.05 
.05 

T. 

0.41 
0.27 

o.co 

Oneida  il K 

Oiieonta  Dam  35  ;i ■•......<' 

Paintsville   11. B 

Fikeville B 

Pippapa^s  .... K 

mnicks.iiid K 

SaveniiM.  Lock  Xo.  12,;. K 

h'ichmni  i'                                                   K 

.09 
■05 

"tv 

T 

.29 

.16 
.20 
.31 

■.'29 
.23 
.3C 

Vis 

.19 
.!6 
.04 

tv 

.12 

0.40 

0.46 

0.00 

.... 

'.'2 

.1 

T. 

.12 

n  60 

Valley  v'm'n^.Loi.VXo:  '  m- '.'.'.'.'.'.'.'.  K    ... 

.08 

.... 

:::: 
• 

:62 

0.13 
0.28 
0.31 
0.22 
0.23 

■•■■I-- 

:i2 

VViUow.Lock  No.  1311 K.  ....i... 

.06 

.04 

|- 

!'"" 

... 

_^ 





















Kxcept  a-;  other  >\  ise  maicated  obsen  ations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  ior  the  24  hoars  eudiiigat  tin 
time  of  observation  ,    .   ,  -^    .   >,» 

( Reference  mark   *<)  Resiular  A^  eather  Bureau  station:  precipitation  is  for  the  24-hour  period,  midnight  to  miamght.    ^   ^.      ,  ,„       . 

liPrecipitaM       1      i    11  '         oiuing:  amount  then  recorded  is  for  the  preceding  24  hours.       »  Precipitation  included  m  the  next  following  measurement. 

River^d^ra'^L  '.n  is  lo'cat^^*'VsTr»iifatp^"as'folVows:  (B)Big  Sandy    (L)  Licking;  (K)  Kentucky:  (S)  Salt:  (G)  Green:  {OCumberland 

'T)  TeimesBee    dH  i  \'  1 


40 


CLIMATOLOGICAL  DATA:  KEN'IUCKY  SECTION. 


October,  1938 


Daily  Temperatures  fc 

r  October, 

1938. 

stations. 

1 

2 

8 

4 

5 

6 

^ 

8 

9 

10 

11 

12 

1 

14 

15 

16 

17 

18 

19 

20     21 

22 

23 

24 

25 

26 

27 

28 

^ 

30 

31 

Mean 

Wettem   Dii-ifion. 

1  Mnvimnm  ... 

76 

75 

79 

84 

90 

74 

73 

82 

88 

83 

84 

84 

81 

81 

84 

86 

87 

86 

72 

60 

69 

78 

69 

58 

72 

76 

67 

65 

71 

76 

78 

77.0 

Beaver  Dam  

•■  (Minimum.... 

52 

42 

44 

49 

62 

56 

46 

42 

50 

50 

47 

56 

60 

40 

42 

43 

41 

46 

68 

47 

36 

44 

41 

32 

31 

42 

86 

33 

31 

36 

S6 

43.9 

Calhoun  

: Maximum  ... 
■■    ;Minimum 

•• 

\  Maximum  . , , 

76 

76 

78 

82 

90 

84 

73 

83 

87 

86 

88 

84 

80 

83 

86 

86 

86 

89 

79 

58 

70 

79 

72 

68 

72 

73 

69 

6fi 

69 

75 

78 

"77'9 

Earlington 

■  ■  1  Minimum. ... 

48 

42 

44 

48 

54 

57 

45 

44 

62 

50 

47 

67 

64 

40 

44 

43 

47 

47 

58 

47 

38 

47 

40 

33 

40 

53 

35 

33 

32 

37 

46.2 

i  Maximum  . . . 

78 

80 

92 

85 

75 

85 

91 

86 

88 

85 

82 

81 

85 

89 

87 

87 

78 

60 

70 

80 

69 

60 

73 

79 

70 

65 

6b 

75 

80 

7b-  8 

Greenville 

■■  1  Minimum 

46 

40 

41 

46 

60 

65 

44 

39 

48 

45 

66 

59 

39 

40 

41 

45 

44 

58 

45 

35 

47 

40 

30 

32 

46 

34 

31 

30 

33 

36 

42  6 

Henderson 

1  Maximum  . . . 

79 
48 

77 

77 
42 
77 

80 
43 

80 

65 

48 
84 

91 

56 
92 

75 
52 

76 
46 
75 

83 
44 
75 

90 
52 
89 

87 
61 
86 

90 
47 

87 

83 
56 
85 

77 
61 
83 

86 
39 
83 

86 
44 

86 

89 

90 
45 
89 

85 
48 
88 

56 
69 

62 
43 
6J 

71 
40 

i 

66 
36 

61 
30 

72 

84 
50 
79 

68 

66 
34 
66 

72 
33 
71 

76 
35 

78 

82 
35 
82 

78-0 
44.9 

78-1 

■    1  Minimum  — 
J  Maximum  . , . 

63 

60 

74 

76 

HopkinsviUe   .... 

■■  \  Minimum 

50 

47 

45 

46 

49 

53 

47 

42 

48 

52 

51 

56 

62 

41 

45 

48 

4b 

47 

63 

48 

32 

38 

45 

33 

27 

37 

31 

35 

37 

40 

38 

44.6 

i  Maximum  . . . 

77 

76 

80 

86 

92 

81 

81 

84 

88 

K5 

88 

83 

82 

85 

8) 

87 

b7 

87 

81 

61 

70 

76 

70 

59 

73 

78 

76 

6b 

68 

74 

79 

78.9 

Lovelaceville 

■■  i  Minimum.... 

54 

47 

43 

46 

62 

46 

44 

47 

64 

61 

49 

60 

88 

44 

43 

60 

59 

56 

46 

32 

44 

44 

26 

30 

43 

35 

81 

33 

36 

37 

44.5 

i  Maximum  . . . 

80 

78 

82 

87 

94 

80 

77 

8fi 

89 

87 

91 

86 

83 

81 

8« 

87 

8b 

89 

78 

61 

72 

79 

72 

61 

75 

80 

71 

fib 

70 

76 

81 

79-9 

MayfieM  

*  *  (  Minimum .... 

54 

49 

47 

53 

57 

60 

49 

49 

53 

67 

55 

66 

61 

45 

48 

48 

53 

55 

65 

45 

37 

46 

41 

29 

33 

45 

41 

38 

39 

41 

41 

47.9 

j  Maximum  . . . 

78 

80 

81 

86 

92 

79 

8! 

82 

86 

84 

82 

81 

87 

88 

76 

69 

70 

76 

65 

69 

72 

77 

69 

69 

67 

73 

80 

80.9 

Murray  

•■  (  Minimum 

40 

55 

60 

64 

65 

61 

47 

60 

51 

67 

55 

54 

67 

45 

49 

62 

64 

55 

68 

69 

42 

43 

42 

31 

42 

60 

47 

41 

39 

42 

44 

61-8 

J  Maximum  . . . 

73 

78 

80 

87 

74 

70 

80 

84 

86 

87 

86 

78 

81 

82 

87 

83 

70 

56 

78 

7S 

68 

55 

75 

7b 

66 

68 

67 

7b 

74 

76.0 

Owensboro 

•  •  1  Minimum 

51 

53 

45 

49 

55 

55 

47 

43 

50 

51 

51 

50 

62 

41 

46 

47 

46 

45 

44 

46 

35 

43 

43 

J7 

31 

41 

41 

36 

37 

40 

3b 

44-8 

:Maximum  . .. 

85 

80 

79 

82 

88 

95 

78 

79 

84 

91 

8b 

89 

86 

82 

87 

87 

87 

88 

9U 

66 

60 

72 

78 

58 

62 

76 

79 

70 

62 

72 

76 

79-4 

Paducah 

••   IMinimum.... 

58 

54 

46 

51 

54 

67 

64 

46 

50 

62 

53 

54 

57 

50 

46 

45 

49 

61 

55 

50 

88 

44 

46 

30 

32 

32 

40 

36 

37 

3b 

38 

46-5 

: Maximum  .   . 

80 

80 

83 

88 

95 

84 

SO 

87 

91 

90 

SJ 

83 

87 

90 

89 

90 

89 

81 

69 

72 

77 

68 

63 

75 

81 

73 

70 

70 

73 

8S 

81-2 

Paducah(near)... 

51 

45 

43 

47 

55 

59 

44 

49 

53 

52 

5'.! 

81 

39 

44 

44 

47 

50 

66 

45 

40 

51 

43 

29 

37 

48 

36 

32 

36 

36 

37 

45-5 

J  Maximum  .  . . 

76 

76 

85 

91 

76 

75 

83 

89 

86 

88 

85 

82 

84 

88 

89 

70 

60 

70 

79 

63 

69 

73 

77 

69 

6« 

71 

77 

80 

78.1 

63 
7ft 

48 
74 

49 

79 

50 
82 

55 
89 

59 
74 

49 

11 

61 

86 

64 

62 

82 

64 
84 

63 

80 

43 
72 

46 

7b 

46 
84 

49 
83 

57 

48 

35 

42 

41 

31 

3C 

40 

37 

37 

36 

4f 

40 

46.1 



•  •  1  Minimum 

)  Maximum  . . . 
■•  1  Minimum.... 

74 

69 

49 

66 

47 

53 

65 

fo 

64 

61 

62 

72 

73 

72.6 

Russell  ville§§ 

49 

41 

43 

46 

52 

69 

46 

40 

41 

49 

60 

66 

60 

41 

42 

46 

48 

47 

62 

48 

35 

37 

46 

30 

32 

33 

39 

32 

32 

33 

46 

43.8 

CeiUrnl  Divisinn. 

73 

73 

74 

76 

83 

69 

73 

82 

80 

82 

81 

80 

82 

86 

87 

87 

88 

70 

56 

70 

78 

68 

57 

72 

75 

70 

65 

70 

71 

75 

74.8 

Anchorage 

' '  /  Minimum. . . , 

42 

45 

41 

43 

50 

68 

40 

46 

45 

48 

61 

54 

40 

43 

44 

45 

4f 

56 

45 

34 

41 

41 

33 

29 

40 

34 

33 

31 

41 

33 

42.4 

J  Maximum 

75 

78 

75 

79 

87 

77 

71 

78 

74 

80 

79 

81 

79 

82 

80 

81 

82 

72 

65 

65 

63 

63 

5b 

68 

76 

68 

62 

67 

71 

72 

74.2 

Bowling  Green... 

■■  1  Minimum 

51 

48 

48 

63 

64 

62 

49 

44 

52 

64 

57 

62 

6b 

49 

49 

62 

50 

61 

40 

44 

45 

39 

33 

43 

44 

40 

3S 

43 

43 

48-9 

i  Maximum  . . . 

72 

72 

76 

77 

85 

72 

69 

80 

84 

79 

81 

83 

78 

68 

80 

69 

83 

83 

78 

49 

58 

G7 

54 

66 

59 

6b 

67 

53 

62 

69 

59 

70-3 

Danville 

41 
72 

40 
76 

39 
76 

40 
78 

50 
87 

64 
82 

81 

50 
84 

44 

82 

44 

84 

51 
85 

57 
80 

42 

8" 

I! 

44 

87 

44 

62 

41 

32 

41 

47 

36 

30 

40 

39 

33 

36 

31 

41-5 

'  Minimum 

(  Maximum  . . . 
■■  1,  Minimum 

70 

87 

65 

67 

75 

72 

69 

76 

73 

6S 

72 

75 

77-1 

DixDam 

44 

42 

43 

43 

53 

67 

42 

37 

51 

46 

60 

53 

62 

44 

42 

43 

44 

43 

54 

49 

37 

46 

63 

35 

38 

46 

43 

34 

42 

36 

3-1 

44-7 

Eubank  

j  Maximum  . . . 
••  J  Minimum.... 
S  Maximum 

73 

74 

79 

80 

88 

74 

82 

85 

80 

86 

86 

81 

81 

'.[ 

83 

88 

88 

77 

65 

70 

76 

7i 

59 

71 

78 

68 

64 

70 

70 

75 

■'76!5 

Frankfort 

•■  i  Minimum.'.!! 

42 

41 

40 

41 

64 

65 

3£ 

41 

44 

45 

49 

58 

41 

40 

41 

42 

43 

51 

48 

35 

37 

50 

37 

28 

36 

36 

32 

30 

S5 

31 

41.2 

IMaximum  . . . 

.. 

82 

85 

84 

84 

86 

77 

63 

66 

72 

09 

49 

6b 

75 

75 

64 

69 

C3 

63 



Glasgow   

'*    !Minimum..,. 

61 

41 

40 

43 

43 

63 

6C 

34 

45 

48 

35 

42 

31 

30 

31 

35 

3', 

)  Maximum  . .. 

76 

75 

78 

80 

88 

75 

72 

82 

87 

81 

84 

85 

82 

80 

85 

83 

8i 

86 

80 

64 

68 

76 

68 

69 

-0 

77 

70 

6S 

69 

74 

74 

"76.'8 

Greensburg 

•■  1  Minimum.... 

42 

37 

42 

47 

62 

41 

33 

43 

43 

47 

49 

56 

39 

37 

39 

40 

50 

48 

30 

37 

47 

:'. ! 

SI 

27 

27 

31 

30 

39. 0 

!  Maximum  ... 
■■  (  Minimum.... 

71 

72 

73 

77 

84 

75 

69 

79 

SO 

81 

77 

80 

77 

81 

81 

82 

83 

73 

62 

67 

75 

69 

y 

•  '' 

61 

66 

67 

71 

73.6 

Irvington 

48 

60 

47 

49 

55 

67 

44 

44 

54 

53 

6f 

62 

68 

5« 

45 

50 

49 

5f 

61 

46 

40 

4  b 

42 

' ' 

J " 

39 

35 

42 

41 

48.1 

)  Maximum  . . . 

74 

75 

7b 

88 

77 

71 

82 

87 

82 

83 

81 

8P 

84 

84 

85 

85 

76 

03 

69 

76 

6^ 

62 

70 

74 

^' 

76-6 

Leitchfield 

■•  /  Minimum 

50 

45 

45 

48 

65 

57 

44 

41 

50 

50 

49 

57 

61 

4f 

45 

45 

47 

48 

63 

46 

36 

43 

41 

'■1 ; 

-!  - 

37 

S6 

42 

39 

46-7 

Maximum  ... 

72 

73 

76 

7i 

85 

64 

69 

81 

80 

79 

b5 

86 

7^ 

80 

83 

8t 

87 

87 

7b 

55 

66 

75 

7n 

(-^ 

60 

6  b 

74 

74.4 

L«xingcon   

■  ■  i  Minimum 

43 

45 

43 

43 

65 

46 

39 

61 

48 

54 

56 

52 

45 

46 

.•iO 

62 

60 

55 

40 

36 

43 

42 

36 

■j:' 

4:: 

?' 

36 

0- 

41 

3> 

44  3 

)  Maximum  . . . 

71 

72 

74 

7-1 

83 

83 

68 

78 

82 

82 

83 

82 

76 

7S 

83 

83 

83 

8-1 

69 

55 

66 

76 

58 

6-- 

0^ 

04 

60 

66 

66 

69 

72.4 

Louisville 

■■     Minimum 

51 

49 

47 

50 

59 

54 

43 

47 

60 

S5 

55 

59 

59 

50 

62 

54 

53 

54 

53 

45 

44 

47 

42 

3b 

42 

52 

4S 

41 

3; 

43 

40 

42 

49,3 

Do.  Bowman  Field  :^{f;;'/™"m  ' " ' 

72 
47 

74 
46 

74 
44 

78 

8) 
56 

63 

57 

70 
42 

79 
44 

82 
53 

81 
52 

85 
49 

83 
57 

78 
65 

7b 
4-! 

85 
48 

86 

48 

85 

48 

4b 

66 

54 

48 

67 
89 

76 
45 

54 
47 

5' 
37 

35 

4S 

4^' 

"1 

fil 
3.' 

36      46.7 

S  Maximum  ... 
■  ■  (  Minimum.  . .. 

7J 

7J 

76 

8C 

a 

71 

81 

85 

80 

80 

83 

79 

79 

83 

83 

85 

8-'> 

72 

63 

68 

75 

65 

57 

71 

": 

(ii 

ol 

69 

74 

77 

/a.z 

Mammoth  Cave-. 

43 

40 

44 

47 

56 

41 

3n 

46 

46 

4fi 

55 

60 

39 

?S 

41 

43 

43 

55 

41 

31 

44 

39 

33 

:;' 

29 

29 

33 

34 

41.3 

j  Maximum  . .. 
'■  (  Minimum  — 

77 

75 

81 

81 

88 

86 

S3 

86 

85 

85 

87 

86 

8.' 

81 

85 

84 

79 

6k 

Tn 

74 

71 

5- 

7F 

02 

6b 

70 

74 

77-8 

St.  John 

49 

49 

53 

44 

53 

45 

4!^ 

46 

51 

46 

51 

47 

5! 

01 

42 

44 

45 

44 

n.'i 

45 

32 

41 

41 

fi:-; 

34 

40 

35 

43.8 

)  Maximum  . . . 

71 

73 

74 

77 

85 

82 

80 

86 

84 

♦  75 

8( 

82 

85 

86 

87 

66 

66 

6',i 

7'; 

57 

fli 

^7 

67 

73 

74.4 

Shelby ville  

••  (  Minimum.... 

43 

42 

42 

42 

50 

53 

31- 

3t 

48 

49 

49 

63 

57 

42 

47 

4^ 

4S 

49 

5b 

r.i 

33 

41 

42 

X-i 

S3 

38 

33 

43  0 

/  Maximum . .  • 

72 

76 

78 

84 

89 

70 

72 

87 

83 

8:i 

85 

8' 

81 

84 

8^' 

bJ 

8-- 

74 

57 

fiU 

'(•■ 

6» 

•  ■• 

65 

71 

76 

80 

Smith's  Grove  .-■. 

-"  i  Minimum.... 

48 

39 

41 

4-1 

47 

67 

4b 

41 

45 

47 

4f 

50 

6b 

40 

4.'. 

42 

j-i 

4 

55 

47 

35 

42 

42 

3') 

2  b 

3j 

3b 

32 

30 

33 

38 

42.6 

;  Maximum  . . . 

70 

70 

76 

75 

76 

68 

76 

82 

77 

82 

82 

78 

80 

80 

bf 

8fl 

S". 

61 

71 

69 

6S 

6  b 

79 

63 

60 

6» 

72 

76 

73-8 

Stearns 

■■   :  Minimum 

47 

42 

41 

47 

4£ 

59 

45 

89 

48 

50 

51 

55 

5-. 

61 

45 

49 

40 

49 

53 

5-1 

34 

40 

51 

42 

30 

-')' 

4f 

37 

37 

43 

40 

46-8 
73.5 

j  Maximum  ... 

77 

76 

77 

75 

83 

70 

64 

76 

77 

77 

82 

85 

76 

79 

b'' 

82 

sr 

77 

61. 

66 

7.^ 

70 

56 

68 

66 

67 

66 

69 

70 

Williamstown.... 

•  ■  1  Minimum .... 

44 

43 

43 

49 

55 

54 

37 

42 

62 

50 

53 

56 

64 

49 

49 

51 

5:! 

55 

03 

44 

38 

43 

44 

36 

30 

46 

37 

3" 

37 

36 

37 

46-2 

Easlern 

Divif^ion. 

\  Maximum 

70 

69 

72 

74 

81 

67 

63 

79 

74 

77 

81 

81 

79 

7-i 

78 

81 

85 

86 

84 

74 

66 

74 

72 

69 

65 

79 

7( 

63 

■  69 

65 

6S 

73.7 

Ashland   

■■  1  Minimum.!!! 

42 

ii 

43 

45 

44 

62 

40 

37 

47 

44 

43 

51 

5) 

62 

46 

44 

45 

4b 

49 

48 

42 

46 

43 

32 

S" 

41 

S3 

38 

39 

33 

43  0 

J  Maximum  . . . 

7.- 

70 

73 

73 

83 

76 

76 

80 

72 

80 

83 

83 

78 

76 

80 

80 

83 

86 

81 

67 

65 

72 

69 

66 

68 

7b 

69 

69 

66 

68 

72 

74.3 

Berea 

"  f  Minimum 

40 

45 

43 

41 

66 

66 

36 

51 

45 

43 

62 

59 

67 

44 

42 

50 

49 

61 

69 

47 

36 

47 

56 

40 

35 

48 

4C 

31 

32 

86 

34 

45.4 

Cumberland 

1  Maximum  ... 
■•  1  Minimum.... 

•■ 

■■ 

1  Maximum  . . . 

73 

75 

7f 

80 

84 

81 

89 

61 

83 

80 

84 

81 

77 

78 

85 

83 

81 

8b 

66 

66 

65 

72 

65 

65 

62 

79 

6f 

64 

71 

65 

80 

75-1 

Farmers 

■■  1  Minimum 

40 

88 

37 

39 

43 

50 

38 

34 

44 

40 

44 

50 

63 

47 

37 

64 

42 

42 

46 

45 

32 

33 

46 

42 

20 

29 

31 

V 

29 

3.'? 

67 

40.7 

Heidelberg 

j  Maximum  . . . 
■'  1  Minimum 

71 
44 

72 
42 

75 
52 

78 
43 

85 
50 

71 
64 

68 
42 

77 
35 

80 
45 

78 
43 

>0 
43 

83 
51 

53 

T. 

81 

81 
40 

84 
41 

86 
43 

84 

46 

49 

.^^ 

73 
34 

69 
42 

62 

69 

80 

35 

60 
32 

69 
31 

72 
35 

,75 

73.  4 
41  1 
73.9 
43.2 
"73.7 
'40.8 

\  Maximum  . . . 

70 

70 

74 

75 

84 

67 

67 

77 

76 

77 

82 

85 

7b 

74 

79 

82 

8;' 

S7 

80 

66 

67 

70 

70 

Fi 

64 

6b 

66 

67 

Maysville 

■  ■  1  Minimum 

40 
71 
45 

43 

43 

45 

47 

52 

37 

38 

47 

46 

47 

60 

67 

46 

44 

43 

46 

47 

51 

44 

34 

41 

54 

, 

V. 

34 

35 

34 

Middlesboro 

!  Maximum  . . . 

72 
41 

72 
41 

74 
41 

80 
41 

78 
53 

71 
46 

74 
39 

80 
41 

11 

80 
42 

7S 
49 

75 
47 

78 
47 

79 
43 

79 
39 

80 
41 

82 
4! 

82 
44 

7i 
64 

61 
33 

6b 
31 

68 
40 

43 

!ib 

^^ 

3? 

3i 

73 
29 

Mount  Sterling  . . 

:  Maximum... 

■•   :, Minimum.... 
j  Maximum.  .. 

■■■ 

ki 

72 

73 

76 

84 

69 

70 

78 

78 

80 

82 

84 

7.9 

78 

84 

87 

87 

89 

87 

64 

62 

72 

70 

6-3 

68 

76 

63 

61 

68 

72 

7-1 

"74  5 

Pikeville 

■  ■  1  Minimum 

50 

44 

48 

48 

46 

5c 

45 

40 

46 

46 

47 

51 

4'< 

60 

46 

43 

44 

44 

47 

62 

39 

35 

42 

47 

30 

32 

41 

37 

36 

SIS 

S(. 

43  9 
79,7 
40.9 

fippapBss  

j  Maximum  ... 

74 
45 

78 
40 

" 

80 
43 

87 
43 

68 

74 
45 

82 
86 

86 
46 

90 
45 

88 
40 

5C 

80 
49 

83 

45 

88 
40 

83 
40 

90 
42 

93 
44 

91 
47 

77 
44 

66 
36 

77 
35 

72 
40 

69 
45 

72 
29 

82 
83 

6-. 
40 

61 
34 

73 
35 

76 
35 

79 
32 

••  I  Minimum.... 

Qnlcksrind 

: Maximum.  .. 
■■   :Minimum 

43 

41 

41 

42 

44 

51 

38 

36 

42 

42 

41 

49 

48 

43 

38 

40 

40 

41 

44 

46 

38 

32 

40 

3.' 

26 

28 

33 

33 

32 

2'! 

32 

7=>.l 

4S-5 
78.2 
42.0 
73.4 
46.3 

Richmond 

:  Maximum... 
:.Minimum 

75 
45 

73 

47 

76 
47 

75 

4" 

83 
66 

tl 

72 

43 

80 
41 

82 
56 

80 
63 

85 
64 

86 
62 

76 
5H 

80 
50 

83 
50 

85 

88 
5? 

8S 
53 

8(- 
62 

56 
50 

3S 

76 
47 

72 
65 

60 
4f 

70 
37 

76 
48 

6h 
42 

62 
37 

?i 
37 
71 
3( 

68 
43 
76 
33 

74 
42 
76 
3? 

Williamsburg 

: Maximum.  .. 
■    :Miniraum.... 

84 
48 

73 
43 

74 
42 

78 
47 

87 
47 

76 
54 

84 
43 

85 
41 

84 
46 

82 

48 

84 
55 

85 
53 

82 
61 

81 
41 

82 
43 

8i 
44 

85 
43 

87 
63 

48 

72 
45 

67 
37 

71 

78 
37 

63 
35 

75 
27 

69 
33 

70 
84 

30 

Winphpctpr 

S  Maximum  ... 

71 
44 

72 

47 

76 
45 

76 
45 

1 

64 

67 
89 

79 

80 
53 

1 

83 
53 

85 
58 

79 
6'. 

^ 

81 
49 

81 
47 

86 
51 

81 
57 

51 
45 

66 
36 

4; 

69 
53 

68 

6S 

3: 

4' 

fa 

41 

60 

67 
32 

67 
41 

"m 

\Mncnesier   (Minimum.... 



jiS  Instnim^^uts  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs 
'.''.•  etc.  indicate  respectively  1.  2.  3  etc..  davs  missing  from  record. 
W   B  O  Louisville   11-25  38  110!) 
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KENTUCKY    SECTION 

J.  JL.  KENDALL. 


Vol.  XLIII        Ix)ui8Ville,  Ky.,  November,  1938         No.  11 


GENERAL   SUMMARY. 

Except  in  one  short  interviil,  tcmperaturep  above  normal  pre- 
vailed tliiriiig  tlie  first  three  weeks.  The  dryness  and  high 
temperature  of  the  preceding  month  carried  over  into  the  first 
week.  Forest  and  brush  lires  of  unusual  magnitude  for  this 
State  developed  in  the  first  three  days.  Fanned  by  high  winds 
they  threatened  extensive  damage,  especially  in  the  eastern 
mountain  ^^ection;  but  were  brought  undercontrol  or  extinguished 
by  the  rains  of  the  4th  and  oth.  The  rains  of  the  first  decade 
started  more  vigorous  growth  of  fall  grains  that  were  up  and 
insured  the  germination  of  the  last  seedlings.  As  the  remain- 
ing grain  came  up,  it  was  found  that  there  were  spots  in  many 
fields  where  the  seed  had  sprouted  and  died.  This  result  of  the 
dry  weather  showed  more  generally  on  the  uplands,  with  the 
thin  clays  or  gravelly  soils.  Pastures  had  become  very  short, 
and  these  rains  were  not  sufiicient  to  cause  much  improvement. 
Although  they  alleviated  the  stock  water  shortage,  they  did  not 
entirely  relieve  it- 
Heavy  and  prolonged  rninfall  on  the  18th  and  19th  provided 
the  first  period  favorable  for  handling  tobacco.  Stripping  had 
made  little  or  no  progress  before  this  rain,  hut  proceeded  rapidly 
afterwards.  This  heavy  and  general  rainfall  also  replenished 
small  streams  and  furnished  ample  water  for  livestock  in  all 
districts.  During  the  few  warm  days  that  followed  this  rain, 
fall  grains  grew  rapidly  and  improved  generally.  The  early 
sown  and  much  of  the  later  seedings  attained  good  size  to  resist 
the  winter.  A  sharp  change  to  colder  on  the  2od  was  followed 
by  nearly  a  week  of  abnormally  low  temperature  that  brought 
cessation  of  all  growth.  Good  drainage  of  the  top  soil  before 
the  hard  freezes  occurred  prevented  damage  to  grain  from  lift- 
ing. Light  snow  that  accumulated  on  the  ground  and  remained 
during  the  coldest  weather  afforded  some  protection  to  grains  in 
the  northern  and  eastern  districts. 

Corn  gathering  was  far  ahead  at  the  beginning  of  the  month, 
and  advanced  rapidly  to  con)pletion  on  most  farms  during  the 
favorable  weather  of  the  first  half. 


TEMPESATUPvE. 

The  temperature  averaged  considerably  above  normal.  Daily 
means  10^  to  15"^  in  excess  of  the  seasonal  average  occurred 
frequently  during  the  first  three  weeks,  with  maxima  of  70"^  to 
cSO""  on  several  days.  Decidedly  cold  weather  followed  from 
the  2od  to  '28th,  when  daily  means  wore  10"^  to  20°,  below 
normal  and  minimum  ten)peratures  ranged  from  5*^  to  15"^. 
Extremes  for  the  State  were  83°  on  the  7th  at  Ashland  and  2' 
above  zero  on  the  2oth  at  Heidelberg. 

PKECIPITATION. 
Precipitation  averaged  near  noj'mal,  bat  varied  considerablv  in 
the  different  parts  of  the  Htate,  In  general  it  increased  sharply 
from  northwest  to  southeast  ihtos.-;  the  State.  Asa  rule  precipi- 
tation in  the  western  half  of  the  State  and  in  most  northeastern 
counties  ranged  from  2.0  to  3.5  inches.  It  was  below  normal  in 
most  counties  in  these  areas.  From  central  districts  eastward 
precipitation  ranged  from  4.0  to  P.O  inches,  and  was  generally 
above  normal.  Ansounts  for  the  State  varied  between  1.77  inches 
at  Murray  and  8.09  inches  at  Quicksand .  The  total  snowftijl  was  n 
trace  to  i  .Oinch  in  the  extreme  western  counties,  but  it  increuscd 
eastward  to  10.0  inches  in  some  eastern  mountain  di.-tnets.      It 


occurred  mainly  on  the  24th,  but  continued  at  intervals  until 
the  27th.  Rain  was  light  to  neavy  in  the  periods,  4-5th,  7-9th, 
and  17-20th.  It  was  generally  light  on  the  18-14th.  The  light 
to  heavy  precipitation  of  the  28d-27th  was  largely  snow.  The 
heaviest  rains  occurred  on   the   18th  and   19th,    when   several 

stations  reportoil  more  than  2.0  'nihvg  in  24  hours,  'l  hunderstornis  occurred  at  some 
stations  on  the  7th,  17th,  and  18th. 


MISCELLANEOUS. 

Nov.  4,— In  addition  to  fanning  forest  fires,  (lie  wind  caused  minor  damage  to 
roofs,  trees,  windows,  and  wire  systems  tliroughout  the  Slate. 

Rivers.— Pool  stages,  with  only  slight  fluctuations,  prevailed  during  the  month. 

PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo  

Cincinnati 
Evansville. 
I.ouisville 


29.43 
29.61 
29.47 
29.68 


82 


COMPARATIVE  DATA  FOR  NOVEMBER. 


Number  of  days 


TijU-year  averagas 


i^:■^>:<>^;^>>W:^< 
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CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION 


November,  1938 


Olimatologicai  Data  foi  Kovember,    1838. 


Temperature,  in  degrees  Fahr. 


PreciDitation  in  inches 


Number  of  days' 


n'eftem.  Division. 

Beaver  Dam ■ 

Calhoun 

Earlington 

Fords  Ferry.  Dam  60  . 

Gilbertsville 

Greenville   

Hartford  (near) 

Henderson 

Hopkinsville 

Lovelaceville 

Maylield 

Murray 

Owensboro 

Owensboro,  Dam  46. . 

Paducah  ** 

Paducah  [near) 

Princeton 

Unmsey,  Lock  2  t 

Russellville 

Uniontown.  Dam  49. . 

Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

8ro\vu»ville,Lock  6t. 

Burnside 

OarroUton,Lock  1 

Cold  Sprinf<,  Dam  86. . 

Danville 

Dix  Dam,  Burgin 

EadsvUle 

Eubank  

Frankfort,  Lock  4 

Gest,  Lock  3 


Glasgow    

Grant,  Dam  38 

Greensburg • .. 

High  Bridge,  Lock  7 

Irvington 

Lancaster 

Leitchtield 

Lexington ,.•■■■■  , 

UttleHickmiin.Lock  81 
Lockport,  Lock  1  .... 

Louisville 

Do.  Bowman  Field 

Mammoth  Cave 

Monticello 

Munfordville 

rit.  Jonu 

Sal  visa.  Lock  6l[ 

Shelby  ville 

Shepherdsville 

Smith's  Grove 

Stearns  

Taylorsville 

Tyrone,  Lock  51    

Williamstown 

Woodbnry,  Lock  4  t.  . . 
Eoftem  Division. 

Annville 

Ashland   

Berea 

College  Hill,  Lock  11... 

Cumberland  

Cynthinna 

Falmouth 

Farmers   

Flemiugsburg   

Ford,  Lock  101 

Grayson   

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . . 

Jackson 

Jenkins 

Louisa 

Maysville,  DMm  S3  ...• 

Middlesboro 

Mount  Sterling 

Oneida   

Oneonta.  Dam  351 

Paintsville 

Pikeville 

Plppapass 

Quicksand 

Ravenna,  Lock  12 

Kiehmond 

Valley  View,  Lock  9... 
Vanoeburg.  Dam  32 ... . 

Willtamahurg 

Willow,  Lock  13 

Winchester 

8t.ate  averages  and  "x 


Ohio 

McLean  .  — 

Hopkins 

Crittenden  ■ . 
Marshall  — 
Muhlenburg. 

Ohio 

Henderson  . . 
Christian 


Graves 

Calloway... 

Daviess 

Daviess 

McCracken. 
MoCracken 
Caldwell  ... 

McLean 

Logan   

Union 


Breckinridge 

.Jefferson 

Warren 

Edmonson  .  .• 

Pulaski 

Carroll 

Campbell   — 

Boyle   

Mercer. 
Wayne 
Pulaski . 
Franklin  . 
Henry  , 

Barren 

Boone 

Green 

Jessamine 

Breckinridge 

Garrard 

Grayi=on 

Fayette 

Jessitraine   ... 

Henry 

Jefferson 

Jefferson 

Edmonson 

Wayne 

Hart 

Hardin 

Mercer 

Shelby 

Bullitt 

Warren 

McCreary 

Spencer 

Anderson 

Grant 

Batler 


Jackson  

Boyd 

Madison 

Madi.sou 

Harlan 

Harrison 

Pendleton 

Rowan 

Fleraiup  

Clark   

Carter   

Greenup 

Peiry  

Lee   

Breathitt 

Letcher 

Lawrence 

Mason 


Montgomery  . . 

Clay 

CHrapbell 


.lohr 

Pike 

Knott 

Breathitt 

Estill   

Madison 

Madison 

Lewis 

Whitley 

Lpc  . 
Clark 
trenies 


4.19  +0. 
4.  SO|  +  I 
3.06+0.' 


All  t«mperature  data  are  taken  from  self-n'gistering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  station 
u.sed  in  detcrminingsection  or  division  means.         tliunisey,  Brownsville  and  Woodbury  » 


Eldred  G.  Yonng. 

K.  C.  Bennett. 

Brick  South  worth . 

Lookmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W    K.  Carson.  Sr. 

Frank  T.  Street,  Jr 

W.   K.   Morris. 

Bliiine  Malone. 

Mrs.  Joe  Payne. 

Pnt  W.    Wear. 

Henry  S.  Berry. 

Lockmaster. 

U.  S.  Engineers. 

Joe  Lagore. 

Dr.  W.  L.  Cash. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Caussy. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Nortleet. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  IC.  H.  Alcorn. 

Lockmaster. 

W.  J,  Piggot. 

Walter  Killion. 

!I.  H.  Willis. 

U.S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.y.  \\'eather  Bureau 

U    S.  Dipt,  of  Commerce. 

Ivan  J.  Ellsworth. 

E.  O    Cooper 

Mrs.  JI.  W.Price. 

Sisters  of  Loretto. 

Lockmaster. 

Willii  S,  KMtta, 

A.   McLfod. 

Airuay  Station. 

Airw.'iT  Station. 

Thad.  Cheatham,  Sr. 

Lnekmaster. 

Mi^s  Nfltic  B.   Simpson. 

Lockmaster. 

W.  A.  Worthiugton. 

Lockmaster. 

Luther  I\L  Ambrose. 

Lockma.ster. 

C.  HertruiKl  Fields, 

S.   M  ili!l- 


iklr 


tamper. 


I.ockiiiiister. 

Mrs    Ruby  A.  Burton. 

Lockmaster. 

II.  A.  Daily. 

Lockmaster. 

.las.T    Goff. 

R.  J    Howard. 

.lacdb  Workman 

Locl;mafter. 

MiiiLde-.v  Woodson 

W.  R    McKee. 

Cairet  Combs. 

Lockmaster. 

j\.  L    Donta. 

U.  S  Weather  Bureau. 

Cpnev  Run  Com.  Ceu. 

R.    W.  Jones. 

Lockmaster. 

.1 .  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West, 

Lockmaster. 

Ah'way  Station. 


*  Precipitation  by  U.  S.  Engineers. 
>rd.  liiit  all  coniplere  reports  are 
•1-  Locks  are  on  the  KentncUy  Rivei 
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CLIMATULOC^ICAL  DATA:  KENTUCKY  HKCTION 


Dally  Preolpltation  for  November,  1988. 


Wetttrm  Divition 

Heaver  Dam 

Ciillioun 

KarliiiRton 

Fonls  Ferry  Dam  6OI1 

GlIbiTtsvillel 

'iromivillu 

Hartford  

Henderson 

Hopkinsvillo 

Lovelace  ville 

Maytield  

Murray  

Ow  ensboro 

Owt'iisboro,  Dam  46  II 

Piiddea  h  II 

I'adiK-ah  (near) 

I'riuoeton 

Hnnisey ,  Lock  No.  2  || 

Riissellvillell   

Uniontowu.  Dam  49il 

Central  Dirision 

Addison,  Dam  45.  II 

Anchorage 

Bowlinff  Green 

lirownoville.Lock  No.  611 

Burnsidell   

Uarrolltou    [  ock  No.  1] 

Cnld  Spring,  Dam  3BII 

Danvillejl 

Dix  Dam,  Burgin , 

EadsviUe 

Eubank 

Frankfort.  Lock  No.  411 

(Seat,  Lock  No.  3  II 

Glasgow 

(irant,  Dam  3311 

(Jreensbiirgil 

High  Bridge.Lock  No.  7I|.... 

trvingtoM   

Lancasterll 

Leitohlield  II  '. 

Lexington  *** 

Little  Hickman,  Lock  No.  8  « 

Lockport.  Lock  No  .2  ' 

Louisvn.i. .-:*** 

Do.  Bowman  Fluid 

Mammoth  Cave  ■ 

Monticello  ( 

Munfordville    |i 

tit.  .John 

Salvisa,LockNo6  II 

■^helbyville 

Shepherdsville 

Sm-.th's  Grove 

Stearns    

Taylorsville  

Tyrone,  Lock  No.  511 

Wiilianmtown  

'Voodbiiry,Lock  No.  4||. 

Eii.ifcrn  Uin'sion 


Nc 


CoUeae  Hill.  Loci; 
Cumberland  —  . 

I'yiiUnanall 

Falmouth! 

Farmers  || 

Flemintrsbargli  

Ford.  Lock  No.  10  II 

Grayson 

Greenup.  Dam    3011 

Hazard  ||     

Heidelberg.  Lock  No.  141'. 

Jackson  II 

lenkmsll 

Louisal' 

.Mas-svi!le,  Dam  33|| 

Mi.idlesboro 

Mount  Sterling 

Oneida  il 

OneontaDam  35  II 

Paintsville   ||   

Pikeville 

Pippapass  — 

(Jnicksaudll 

Kavenna,  Lock  No.  1211... 

Richmond 

Valley  View.  Lock  Nn.   oj 


Day  of  month 


.3S 

•:26 

.3^ 

•  3'i 

.:» 

.24 

.41 

.'43 

.OH 

32 

34 

4.S 

1»! 

21 

Except  as  ntherwi.? 
time  of  observation. 

(Refr.re,venMrt-*« 


.91 
.2.i|2.]?l 
,    .66:2.99 
T       T.  11.93,   .11 
.05  2  20|    ..    |... 
■■■     .0-l!2.16|... 
■  03!   .Ofi|l,inl   .20 
..-I  .08. 2. 49;  .12 
...   ....12.8.5    .10 

.04    .12  2.19    .06 


■  geiierailj-  made  late  in  the  afternoon. 


H.83 
2.58 
).«1 
2.52 
8.44 
2.64 
1.97 
3.80 
3.11 
1.77 

'2!  62 
3.59 
8.39 


3.31 
2.21 
3. 80 
3.71 
4.42 
6.06 
2.75 
2.89 
4.49 
4.14 
4.42 
3.16 
2.41 
5  13 
3.41 
3.60 
2.1s 
3.43 
3.13 
2.14 
3.66 
4.81 


3.61 
3.64 
4.10 


precipitation  recorded  is  for  the  24  ho 


precipitation  is  for  the  24-hoar  period,  midnight  to  midnight. 
— rded  IS  for  the  preceding  24  hours.        -  Precipitation  included  in  the  1 


less  than  0.01  inch 
idicated  as  follows:  (B)  Big  Sandy    (L)  Lioki 


(K)  Kentucky:  fS)  ,=alt; 


;xt  following  measurement. 
(G)  Green;  (ClOumberland ' 
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CLIMATOLOGICAL  DATA:  KEN'lUCKY  SKCTlOxN. 


November,  1938 


Daily  Temperatures  for  November,  1938. 


Western  Division. 
^  j  Maximum  . .  • 

Beaver  Dam   j  Minimum.... 

Callioun iMinimum.-.- 

,.    _^  (Maximum... 

Earlin^toii j  Minimum.... 

...  Maximum... 

Qreeuville (  Miuimum. . . . 

„      ,  I  Maximum  . . . 

HendeKon ,  Minimum . . . . 

„,..,,  S  Maximum  ... 

Hopkinsville   (Minimum.... 

Lovelaceville \f^SSZ.::: 

„  , ,  Maximum  . . . 

Mayfield j  Minimum.... 

j  Maximum  . . . 

Murray  /  Minimum 

j  Maximum  . . , 

Owensboro )  Minimum..., 

;Maximum  ... 

Paducah iMinimum..., 

,   ,         ,  -.Maximum  .   , 

Paducah  (near) ;  Minimum ... 

J  Maximum . . 

Princeton -j  Minimum... 

,,   ...  „.  J  Maximum  .. 

Russell villefefe -j  Minimum . . . 


Central  D'n 


Bowling  Green. 


Greensburg  — 


Leitch  field 


S  Maximum  . . . 
••  (  Minimum.... 

\  Maximum  . . . 
••  1  Minimum 

\  Maximum  . . . 
■■  '  Minimum 

I  Maximum  . . . 
••  I  Minimum 

\  Maximum  . . . 
•  ■  (  .Minimum 

)  Maximum  ... 
••  (  Minimum 

: Maximum  ... 
■■    :Minimum 

)  Maximum  . . . 
••  I  Minimum 

j  Maximum  . . . 
••  /  Minimum 

\  Maximum  . . . 


Lexington   

Louisville 

Do.  Bowman  Field 
Mammoth  Cave 


(  Minimum.. 

\  Maximum  , 
)  Minimum., 

(  Maximum  , 
/  Minimum. 


St.  -Tohn j 

i^helbyville  j 

Smith's  Grove ..  j 

Stearns...   ; 

Williamstown \ 


IMinimum.... 
Maximum  .  -. 
Minimum.  . .. 
Maximum  .  .. 
Minimum  — 
Maximum  . . . 

Minimum 

Maximum  •  .  • 

Minimum 

Maximum  . . . 
Minimum  — 


Katlern 

Ashland    

Berea 

Cumberland 

Farmers 

Heidelberg 

Maysville 

Middlesboro 

Mount  Sterling  . 

Pikeville 

Pippapass   

Unicksana 

Kiclimond 

Williamsburg  ■  ■  • 
Winchester   ..... 


Division. 

\  Maximum  . 
■"  )  .Minimum.. 

)  Maximum  . 
••■  (  Minimum.. 

1  Maximum  . 

•  •  •  I  Minimum . . 

Maximum  . 

■••  I  Minimum.. 

1  Maximum  . 
••■  'l  Minimum.. 

\  Maximum . 

—  I  Minimum.. 
\  Maximum  . 

—  (  Minimum.. 
•.Maximum  . 
t  Minimum.. 

j  Maximum . 

—  I  Minimum., 
j  Maximum  . 

—  )  Minimum.. 

:.Maxitnuro . 

••■■   IMinimum.. 

: Maximum  . 

—  :Minimum  . 
:. Maximum . 
IMinimum.. 

j  Maximum 
(  Minimum., 


3       4       5       6 


42     611     58     561 

79      80      79      70      74 


75 

43      43 

65 

46 


37 

431 

79 

7t 

81 

4fi 

7H 

76 

38 

4fi 

71 

K( 

42 

50 

7C 

77 

43 

46 

7K 

77 

43 

46 

R4 

7X 

33 

35 

77 

76 

41 

62 

V 

36 

7n 

77 

m 

35 

75 

If 

84 

38 

77 

77 

33 

37 

34 

87 

30 

33 

79  69  57 

60  46  26 

77  6'j| 

41  401  21 

76  73  59 

53l  60l  26 

77]  72 


47      24 
70      60 


..,     66'     76 
22      26|     36 
61      72 


57  65 
35     51 

58  57 


19     20     21      22 


III  5? 


23 

24 

40 

36 

32 

28 

4r 

36 

3( 

11 

42 

35 

28 

42 

35 

26      27     28      29 


59 

34 

35 

42 

34 

26 

lb 

2b 

33 

23 

11 

22 

46 

3H 

36 

31 

33 

25 

](' 

% 

6.'' 

Hf 

R.S 

4()| 

36      27 

13 

28 

! 

1 

8     31 

42|     571 


4_' 
64 

3^ 

37 

31 

54 

39 

39 

S3 

M 

35 

35 

46 

3' 

3' 

61 

46 

■M 

3J 

5S 

4.'^ 

25 

40 

55 

i;h 

19 

83 

26 

42 

55 

15 

16 

31 

28 

42 

52 

1- 

M 

2S 

S( 

41 

hft 

61     1? 

2H 

31!     1<. 

hV 

7!    u 

25 

L';)|     4:- 

57 

11 

^^1     f, 

45 

32 

36 

5(1 

54 

43; 

47 

77 

?4 

30 

42 

54 

44 

69 

69 

62 

62 

66 

77 

56 

56 

31 

25 

2H 

52 

52 

4b 

6H 

55 

61 

6;j 

68 

66 

48 

'■' 

27 

33 

41 

53 

43 

71 

54 

60 

61 

7n 

78 

57 

45 

84 

27 

30 

2-) 

5b 

46 

Rl 

?R 

30 

53 

45 

67 

6:- 

B^ 

66 

6'' 

•?i 

r, 

27 

41 

40 

6K 

57 

6f 

6^ 

6( 

50 

6? 

SI- 

3' 

3r 

51 

45 

SI 

55 

h' 

6.- 

56 

■'9 

?7 

2-1 

3< 

4^ 

■iK 

66 

7; 

6( 

5f 

67 

46 

31 

27 

32 

32 

47 

43 

30 

,; 

42 

15 

18 

12 

17 

3H 

12 

II 

35 

4( 

13 

25 

?! 

34 
25 

3? 

KJ 

12 

18 

;i9 

5J 

26 

38 

J'l 

12 

34 

49 

19 

21 

36 

51 

14 

'li 

in 

16 

54 

c 

15 

85 

51 

lb 

21 

46 

.55 

18 

14 

20 

53 

1: 

14 

4( 

5(1 

15 

2H 

3f 

b'l 

1! 

35 

5(" 

15 

|28 

60.0 
30.1 
62.9 
87.7 
62.4 
34.4 
60.4 
36.4 
62. 8 
34.7 


'62.1 
«.36.8 
61.0 
38.4 


62.6 

37.8 
62.1 


61  1 
32.5 
61.7 

60^7 
33.0 
62.0 


82.6 
61. 3 
35.5 

62.5 


58.6 
38.5 
58.1 
38.7 
61.3 
34.2 
61.4 
34.6 


61.0 
S3.  2 
60.1 
34,3 

60.5 


89. 7 

60.5 
31.3 

58.2 


iil 


!  maxtmiiin  rpinneratnro  thnn  read  is  ohavced  I 
diiv?  mi.ssiiiK  froim  rwxird. 


almost  always 


3/055 

/v/f£ 
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KENTUCKY    SECTION. 

J.  L.  KENDALL. 

Vol.  XLIII 

liOuisviLLE,  Ky.,  December,  1938 

No.  12 

QBNERAL,   SUMMARY. 

Abnormallj'  dry  weather,  broken  only  by  occasional  light  to 
moderate  showers,  prevailed  from  the  1st  to  25th.  Surface 
moisture  that  remained  from  the  preceding  month  sufficed  for 
grass  and  grains,  but  the  subsoil  continued  so  dry  on  the  northern 
and  we=?tern  hills  and  rolling  uplands  as  to  interfere  with  the 
smooth  progress  of  winter  plowing.  The  dry  weather  seriously 
hindered  tobacco  stripping.  Until  the  2Gth,  periods  of  high 
humidity  were  usually  too  brief  to  properly  condition  tobacco 
for  handling.  In  the  dry  decade  from  the  !  2th  to  21st,  artificial 
moistening  was  required  in  order  to  carry  supplies  for  stripping 
through  the  rainless  interval.  On  the  other  hand,  the  dry 
weather  favored  the  completion  of  corn  gathering  and  other  out- 
door work.  Roads  free  of  snow  and  ice  offered  no  hindrance 
to  travel  or  transportation. 

Warm  weather  in  the  first  week  caused  winter  grains  to  make 
sotne  growth,  which  was  the  last  of  any  con.sequence  before  they 
entered  the  dormant  winter  state.  Except  the  early  sown,  wheat 
did  not  reach  full  size  for  best  resistance  to  winter;  but  in  the 
search  for  moisture  it  developed  a  good  root  system  that  would 
well  withstand  the  freezes.  The  variable  temperature  of  the  last 
three  weeks  caused  much  freezing  and  thawing,  which  lifted 
and  injured  the  plants  where  the  surface  remained  wet-  Until 
the  rains  of  the  26th,  the  dryness  of  soil  in  most  places  pre- 
vented the  formation  of  the  ice  crystals  that  force  the  plants  out 
of  the  ground.  Most  of  the  damage  resulted  from  the  hard 
freezes  of  the  saturated  surface  in  the  last  week. 

The  rains  late  in  the  month  improved  water  supplies  in  the 
hilly  disti'icts  and  furnished  considerable  moisture  for  the  sub- 
soil of  the  relatively  dry  northern  and  western  districts.  As  a 
rule  the  southeastern  counties  had  sufficient  moisture  from  the 
rains  of  the  preceding  month.  Except  during  the  short  cold 
period  near  the  end,  the  weather  was  unusually  favorable  for 
livestock  on  stalk  fields  or  fed  outdoors. 


TEMPEBATUEE. 

The  temperature  averaged  near  normal  in  most  of  the  State. 
In  some  extreme  northern  sections,  because  of  more  sunshine, 
monthly  means  were  considerably  above  normal,  while  south- 
eastern stations  reported  a  rather  large  deficiency.  Daily  means 
in  the  first  week  ranged  from  5°  to  15°  above  normal.  A  few 
days  in  the  last  week  gave  negative  departures  of  similar  amounts. 
During  most  of  the  month,  however,  temperatures  did  not  vary 
greatly  from  the  average.  The  highest  for  the  State  was  67°  on 
the  2d  at  ^VUliamstown  and  on  the  3d  at  Heidelberg.  The 
lowest  was  8"  on  the  28th  at  Mammoth  Cave. 


mountains.     Most  of  it  fell  on  the  9th  and  from  the  27th  to 
29th.     No  thunderstorms  were  reported. 

MISCELLANEOUS. 

Rivers  —Stages  at  or  near   pool   levels,    without    important 
changes,  prevailed  during  the  month. 

Errata. -Sept(^inli(T,  pai?.'  31.  St.  .lolm   rii.an  l.mpr.raUin'   Rhoulfl  hi;  70.6,  (ind 
grrcati'^t  2<-liour  precipitation,  1, .'•''.;   |.ii(,'.-  :;r,,  ini'mi   m  ;  ui  imiiii  .shnnlil  lie  6'J.2. 

Octotior,  i)aKi'  ■i'<.  nil 'ail  ti'inin-i  ntuiv  nt  N!mi  r  i\ 
63.3.  Lowest  tfiiipcTaUire  at  i;Iiim,;i>\\  sliould  hrjh.i 
at  >'iirray  sliould  be  78  3  and  iiiuaii  nilaiuium  GO,), 
should  be  71.8. 


lie  va:2  mid  ut  PBdiicah 
paKc  40.  mean  niaxlmuin 
nia.K;muni  at  Anchorage 


PRESSXTKE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric 

pressure 

. 

Relative 

(reduced  to  sea-level.) 

'"""■ 

humidity 

Stations. 

1 

1 

a 

i 

i 
if 

5 

, 

II 

■5" 

r 

1 

1 

a 

1 

a 

Cairo 

...ni. 

30.12    30.66 

» 

29.68 

2fi 

S,h|27 

se. 

8 

76 

S7 

S9 

Cincinnati 

•  Ohio 

30.  11 

30.711  28 

29.62 

26 

8.1'  30 

27 

76 

63 

64 

Evansville 

.  Ind. 

30.12 

30.671  28 

29.67 

26  1  8.9'  30 

nw. 

27 

75 

63 

64 

Louisville   

..Ky. 

SO.U 

30.69   28  1  29.65   26   10.3   84 

w. 

2V 

75 

58 

58 

II 

ii 


COMPARATIVE  DATA  FOR  DECEMBER. 


PRSCIPITATION. 

Precipitation  averaged  somewhat  less  than  half  the  normal 
amount.  It  was  heaviest  in  the  southeastern  counties,  where 
most  stations  reported  from  2.0  to  3.5  inches.  Westward  from 
that  section  amounts  ranged  between  1.5  and  2.0  inches. 
Northward  they  diminished  to  little  more  than  1.0  inch  in  the 
lower  Licking  Valley.  Amounts  for  the  State  varied  between 
3.62  inches  at  Pippapass  and  l.OS*-'  inches  at  Oneonta.  Light 
to  moderate  rain  occurred  generally  in  the  periods  2d-5th  and 
8-12th.  Kainfall  was  moderate  to  fairly  heavy  in  most  districts 
in  the  periods  23d-2ith  and  2(;-27th.  The  total  snowfall  ranged 
from  a  trace  in  the  western  counties  to  5.0  inches  in  the  eastern 


1891 . 
1892. 
1893. 
1894 . 
1895. 
1896. 
1897. 
1898. 


Temperature. 


37.8 
42. 4 
34.6 
39.0 
38.7 
38.8 
39.6 

38. 0 

34. 1 
34.8 
38.6 
32.3 
36. 7 
30.7 


29.9 
31.1 
41.6 
37.2 
39.5 
32.8 
37.0 


2.73 
5.22 
7.56 
4.23 
2.01 
4.44 
4.93 
2.89 
4.40 
5.64 
6.60 
5.97 
089 
6.01 
8.37 
2.S2 
2.72 
2.21 


Number  of  days 


3.S; 

10.1 
17.3! 
07; 


14     I 
}?     I 


19">4 
19:-i5. 
1936. 
1937. 
I  1'.38 


40  5 
3.S.0 
37.  9 


72 

-    8 

4.32 

7,T 

-  5 

4.99 

69 

5 

2.18 

«:H 

-14 

2.39 

70 

10 

4.51 

68 

0 

2.94 

67 

3 

1.85 

79 

-22 

3.90 

0.2 

12 

2.1      14 

1.2;      9 

1.7       5 

O.Si     12 

0.5 

10 

T. 

7 

e.f 

n 

2.6 

o.c 

13 

l.fi 

12 

1.4 

10 

1.5 

9  C 

9 

2.01     1" 

2.0     12 

0.2!       7 

3.0 

10 

10    1 

6 

16 

« 

7 

16 

13    1 

ft 

1.1 

13 

6 

7 

18 
11 

>0 

6 

15 

tSO  year  average.*;. 
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CLiMAl\)LOGlCAL  DATA:   KENTUCKY   8ECT10N 


December.  1938 


Wettem  Divigion. 

Beaver  Dam 

t'alhoun 

Karlington 

Fords  Ferry,  Dam  50  . 

Gilbertsville. 

Greenville    

Hartford  mear) 

Henderson 

HopkinsvlUe 

Lovelaceville 

Maytield 

Murray 

Oweusboro 

Owensboro,  Dam  46. . 

Padiicati  •• 

Paducah  [near) 

Prmcetou 

Rnrasey.Lock2  t 

Kussellville 

Uniontown,  Dam  49.. 
Central  Division. 

Addison.  Dam  45 

Anchorage 

Bowling  Green 

Browusville.Lock  6+, 

Burnside 

Oarrolltou.Lockl..., 
Cold  SpriuK,  Dam  36. 

Danville 

DixDam.  Burgin 

Eadsvnie 

Eubank  

Frankfort,  Lock  4... 

Gest,  Lock  3 

Glasgow    

Grrtnt,  Dam  38 

Greensburg........  .- 

High  Bridge,  Lock  7 

Irvington 

Lancaster 

Leitchtield 

Lexington i--,---j 

LittleHickman.Lock  81 

Lockpoi:t.Lock2 

Louisville 

Do.  Bowman  Field. . 

Mammoth  Cave 

Monticello 

Munf  ordville 

rit.  .(onn 

Salvisa,  Lock  6^ 

3hplby  ville 

Shepherdsville 

Smith's  Grove 

Stearns   — 

Taylorsville 

Tyrone,  Lock  51    

Williamstown 

Woodbnry,  Lock  it-  ■■ 
Rnittern.  Division. 

Annville 

Ashland  

Berea 

College  Bill, Lock  11   .. 

Cumberland     

Cynthiaiiu 

Calmouth 

Farmers   

FleiningHbur?    

Ford,  Lock  10«i 

Grayson   — 

Greenup,  Dam  30  

Hazard , 

Heidelberg,  Lock  14  . . , 

Jackson  

Jenkins  

Louisa 

Maysville.  Dnm  83  ... 

Middlesboro 

.Mount  .'Sterling 

Oneida   

Oneonta.  Dam  35^ 

Piiiutsville 

PikeviUe 

Pippapues 

QiiickBaiid 

Rjivenn:v,  Lock  12 

Ri<'hmond 

V.iUey  View.  Lock  9.. 
Vanceburg,  Dam32... 

Williamsburg 

^r-.ll'.w.  Lock  13...... 

Winchester 

S'ate  averages  and  e: 


Ohio 

Me,  ean 

Hopkins 

Crittenden  .  ■ 
Marshall  ... 
MuhleuDurg. 

Ohio 

Henderson  . . 

Cliristian 

Ballard 


,ves 


Calloway 

Daviess 

Daviess 

McCracken... 
McCracken   . . 

Caldwell 

McLean 

Logan 

Union 


Breckinridge 

■lefiersou 

Warren 

Edraonsou  .  .  • 

Pulaski 

Carroll 

Campbell    — 

Boyle   

Mercer 

Wayne 

Pulaski , 

Franklin 

Henry  

Barren 


Green  

Jessamine 

Breckinridge 

Garrard    

Grayson 

Fayette 

.leasamiue   ... 

Henry 

Jefferson 

Jefferson 

Edmonson  — 

Wayne 

Hart 

Hardin 

Mercer 

Shelby  

Bullitt 

Warren 

McCreary  — 

Spencer  

Anderson 

Grant 


Jackson  . . . 

Boyd 

Madison. .  . 
Madison... 
Harlan .  .  ■ . 
Harrison  .  . 
Pendleton . 
Rowan  


Carter    

Greenup 

Pt-rry   

Breathitt  ....'■'. 

Letcher 

Lawrence 

Mason 

Bell 

Montgomery  . . 

Clay 

Campbell 

.JohuHon 

Pike 

Knott 

Breatliitt 

Estill    

Madi.-on 

Madison 

Lewis 

Wliitley 

L.-.-    

cnark    ... 

In-mes.  ....... 


Olimatologrical  Data  joiJJecember.    1938. 

rrees  Fahr. 


Temperature,  in  < 


Precipitation  in  Inches 


Niunber  of  days' 


37.8+  0.7 
37.01-  2.0 
39-51+  0.6 


35 

40 

36^9 

+  'i'6 

45 

Ifi 

4 

•? 

37.  > 

4 

12 

19 

41 

390 

+  0.8 

964  1.... 


37.9+  0.2 


2.26 

2.61 

2.64 

-1.38 


■2.47 
3.29 
-2.03 
■2.33 
■2.84 
■2.45 
-1.72 
■2. 44 
-3.29 
-2.75 
-2-48 
-2. 32 
■1.39 

-1.98 

-2. 

•3.44 


%% 


-2. 36 

-2.no 

-1.82 

--1.28 
-2.2« 
—2.40 


r. 


\.r,\'2-2i 

0  46 

2.S(I1-1.1( 

1    10 

i.ca! 

0  90 

I.!t5-2.0.'i 

1.23 

02 


Eldred  G.  Yonng. 

a.  C.  Bennett. 

Brick  South  worth 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W    R.  Carson.  Sr. 

Frank  T.  Street,  Jr 

W.  K.   Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

P.it  W.  Wear. 

Henry  S.  Berry. 

Lockmaster. 

U   8.  Engineers. 

Joe  Lagore. 

Dr.  W.  L.  Cash. 

Lockmaster. 

Wm.  Sliplton- 

Lockmaster. 

Lockmaster. 

C.  E.  Hairet. 

Mrs.  Lillie  G  Causey. 

Lockma.ster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs    Bettie  K.  H.  Aloorn. 

Lockmaster. 

W.  J,  Piggot. 

Walter  Killion . 

H.  H.  Willis. 

U.S.  Weather  Bureau 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureftii 

U    S.  Dept.  of  Commerce. 

Ivan  J.  Ellsworth. 

E-  O    Cooper 

Mrs.  M.  W.  Price. 

Sisters  of  Loretto. 

Lockmaster. 

WillaS  R.itta. 

A.  McLeod- 

Airway  Station. 

Airway  Station. 

Thad. "Cheatham,  Sr. 

Lockmaster. 

Miss  jSiettii'  B.   Simpson. 

Lockma-ster- 

W.  A.  Worihington. 

Lockmaster. 

Luther  M.  Ambrose. 

Lockmaster. 

C.  Bertrand  Fields, 

S-  M  Hill- 

J    V.  Oldham 

Lucille  C-  Stamper. 

C.  A.  Glascock 

Lockmaster. 

Mrs   Ruby  A-  Burton. 

Lockmaster. 

II.  A.  Baily. 

Lockmaster. 

Jas.T   GofC. 

K.  J    Howard. 

.lacob  Workman 

Lockmaster. 

Matthew  Woodson 

W.  R    McKee. 

Garret  r;ombs . 

Lockmaster. 

A.  L    Donta. 

U.  S  WcatliiT  Bureau. 

Cpnev  Run  ("om.  Cen. 

R.    W.   Jones. 

Lockmaster. 

.1.  W.  Crooke. 

Lockmaster, 

Lockma-ster. 

Wadely  West, 

Lockmaster. 

Airway  Station. 


All  temp-raturc  data  are  taken  from  Sflf-registering  thermometers  ,  ,  .  ,  ,  ,  „,.  m,,,. 

The  departuP'S  from  normal  temperature  and  precipitating  are  computed  only  for  such  .stations  as   ';1;7'^  '*"  °'  f"l 
.ed  in  determiningsection  or  division  means.  tUnmsey,  Brownsville  and  Woodbury  are  Locks  on  the  Gre, 

Rfferenie  letters.  •,  \  ',  appearing  in  the  table  indicate  number  of  days  missing:  for  i-xnimpK 
t  Also  on  other  dates.    ++  Received  too  late  to  l)i'  included  in  means  and  summaries  i     1  i 

^Post-ofticead-iressi'si-Lock  5.  LawrencehiirL'.  Kv.  :   L-n-U  6,  Vt-rsaillcH,  IC  v.  :  I,("k  ,K,.Mi-lio  as 


I'ars  of  rec< 
Rivi-r;  oth( 

.V, presents  two  days,  etc. 

pitatioM  is  less  than  0.01  inch 


*  Precipitation  by  U.  S.  Engineers, 
ird   but.  ail  complete  t-eportsare 
■  r  Locks  are  on  the  Kentucky  River 

rain  or  melted  .snow 

\    :  Oneonta.Cfllifdrnm.  Ky. 


c;i,iiMAr()iAH;i(Ai.  data;  kkntucky  section 


Dally  Precipitation  for  December 

,  1988. 

Day  of  month 

1 

1      2      8 

i 

6 

6       7       8 

9 

10 

11 

12 

18 

14      16      16 

17 

18 

19 

20 

21 

22 

28 

24 

26     26 

27 

•^ 

29 

80 

81 

n'eatem  rHvifion 

Beaver  Dam Q. 

fulhoun G. 

F.arllugton G . 

Fords  Ferry  Dam  6OI1 0. 

Uilbcrtsvillell T. 

Uroenville G. 

Hartford  G. 

Henderson 0. 

Uopkinsvillo C. 

g^^:":":::::::::;:::::::::::::| 

Ow  f  nsbor'o 0. 

Owcnsboro,  Dam  46  C ....0. 

Padurahll 0. 

J'aducah   near) 0. 

Princeton d. 

H uuisey,  Lock  No.  2  11 G. 

Kvt.sscllvillell   0. 

I'uiotitowu.  Dam  49il 0. 

Cenlrnl  nivhion 

Addi3ou,  Dam  46.  lU-.   ....O. 

Aiichoraite 0 . 

Bowliiijt  Green G- 

;6i 

tV 
t'. 

T. 

r. 

tv 

tV 

T. 
T. 

.16 
.27 
.20 
.85 

'."is 

.33 
.88 

';75 
.61 

".2a 
.28 
.52 
.54 
.20 
.12 
.18 
.37 

.21 
.15 
.03 
.07 

.01 

'■\l 

.'08 

T. 

.47 

.83 
.10 

:lt 
.20 

.24 
.62 
.62 
.24 

;i9 

.14 
.84 
.25 
.15 

.81 
.19 
.86 

.42 
.68 
.47 
.24 
.46 
.56 
.58 
.67 
.69 

!34 
.43 
.38 
.47 
.14 

tv 

!05 

f. 

T. 

."64 
.09 

.04 

."05 

.77 
1. 00 
.10 
.10 

'.'i4 
t".' 

.70 
.62 

.70 

'.20 
40 
.64 
.59 
.20 
.04 

.'Jg 
.60 
.08 
.28 
.08 

■:i 

.10 

.29 
.36 

■!i2 

.78 
,28 

■;6i 

.09 
.95 

.87 
.04 
68 
.82 
.16 
.87 
.20 

.'68 
.01 
.23 
.29 

.93 

.90 

;io 

.70 

.40 

.■90 
.06 

tv 

t. 
■!62 

Voi 

.25 

.48 
.50 

4' 

.8C 

'."« 

.Oi 
T. 

t. 

1.49 

1.66 

T." 
.03 

T. 

T.- 

T." 

1.68 
1.69 
1.86 

.06 

1.67 

T. 
T. 

.08 

tV 

.12 

.07 

'.'io 

.03 
.12 

.12 

".Ofi 
.08 
.28 
.04 
.20 
.23 

'.'22 

T 

T. 

:25 
.04 
.42 
.02 

.14 
.02 

T. 

.'os 

.01 

i'V 

.03 

T. 

."64 

■r. 

1.66 

f.' 

:62 

2.17 

f. 

.46 

1  69 

2.08 

.02 

.07 
.86 
.42 

t. 

T. 

tv 
"tv 

iV 

T. 

ill 

1.46 

T. 

T. 

1.75 

1.56 

.3(1 
.22 
.31 

.18 

.24 
.33 
.20 

.20 
.13 

tV 

.05 
.46 
.07 

'.'12 

.01 

T. 

T. 

T. 

'!62 
.82 
.84 

.57 
T. 

T. 

t. 

1.61 
1.84 

1.66 

.06 
.01 

'tV 

.04 
."29 
.'18 

"."87 

T. 

04 

f. 

.40 

.36 
.18 
..56 
.41 
.18 
.21 
.20 
.45 
.07 
.25 

.18 
.20 
.68 
.21 
.62 
.32 
.03 
.11 
.27 
.35 
.60 
.26 
.18 
.17 
.41 

'.40 
.18 
.15 
.20 
.20 
.24 

"^25 
.20 
.36 

.16 
.25 
.51 
.35 

"t 

.20 

'!41 
.36 

.30 
.19 
.70 
.15 
.42 

'[20 
.21 

'."... 
.16 
.10 

.54 
.50 

■.•34 

.'45 
.20 
.07 
.46 
.25 

T. 

.01 

1.71 
1.63 

T. 

r. 

T. 

1.53 

.03 
".05 

T. 

"'03 

.'61 

.85 
.76 
.05 
.68 
.85 

1.79 

Burnsidell    C. 

rarrollton    Lock  No.  L! li. 

C'ld  Spring,  Dam  3611 f) 

DanviUoll K- 

Dix  Dam,  Burgin K. 

Eadsvjile ':■ 

tV 

i'. 

"."64 

"."43 

t.' 
T. 

.09 

2.81 
l.-.i 
1.19 
2  13 

.79.... 

.'oiiV! 

.75 

".76 
.38 

:S 

t. 

■tv 

t. 

2. 62 

Frankfort.  Lock  No.  411 K. 

Gest.  Lock  No.  311 K 

Glasffow <^: 

Oraut.  Darn  3SII " 

Greensburgli ■  ■ 

High  Bridge. Lock  No.  71 K 

Irvington   " 

Lancasterll K  • 

Leitfhtipld  II  G. 

Lexington  *** K 

Little  Hickman,  Lock  No.  8  1! K. 

Lockport,  Lock  No .  2  II K 

LocisviI.I.E*''* <) 

Do.  Bowman  Field ...   .  0. 

Mammoth  Cave  1! G 

Jtonticello  1! I- 

Muntordville    1- ■•■G- 

^t.  .lohn S 

Salvisa.  Lock  No  fi  11 K  - 

Shelbvville ■-- 

Shepherdsville S. 

Snvtli's  ftrove G. 

Tavlors-.-ille 0- 

Tyroue,  Lock  No.  .5!! ■ K 

Williamslown  L 

A'oodhnrv   Lock  No   -I'i                         G 

■  '■ 

i .. 

.11 
.46 

'28 
.17 
.16 
T 

'.'08 

".ii 

.27 

".n 

.05 
.37 
.24 
.02 
.12 

'^15 
.03 

.14 

^28 

.'34 

.18 
.24 

^24 

.26 
■If 
.81 
.22 
.Oa 
.5'' 
.2C 

'!ia 

.0 

.1. 

.2r 

'.'34 
.2: 

T. 
T. 

.07 
T. 

::: 
.■.°' 

.07 
.01 
.02 

T. 
.01 
T. 
.01 
T. 
.18 

f. 

■'os 

.or/ 

::■ 

T. 
T. 
f. 

."12 

t" 

":65 

"."01 
"."02 

"23 

'.'18 
.02 
.23 
.23 

.il 
.06 

".it 

.09 

.16 
.14 

.18 

.32 
.23 

.12 
.13 

'.'47 

"ce 
"'so 

.15 

"."19 
.05 

"isb 
.02 

T 
.02 

T. 

.12 

V62 

'!04 
.04 

f. 

■."45 

1.18 

.05 

.03 

:67 

.'03 

tv 

!64 

.09 
.70 

t. 

^20 

"'05 
.07 

.88 
.29 
.02 
.12 

"03 
.84 

.10 

t. 

.21 

':4i 

.4C 
.7E 
■  •It 

'.'04 
.3f 
.1£ 

.2C 
'.'0. 

.le 

.4( 
.V 

_! 

"."20 
'.14 

V 

.... 

:;: 

■•■ 

I'V. 

Iv 

/.'.'■■ 

\   .40 

IV: 

1.... 

T. 

'tv 

2.C2 
1.37 
2.15 
J. 98 

i.ia 

.73 
.03 
.70 
.78 

t 

.79 
.91 
.86 
.'18 
.03 
.75 
.1£ 

■!96 

.52 
.51 
.20 

.95 

1:29 

.80 
.62 
.84 
.6' 

Wi 

.5C 
.96 
.52 
.60 
,7a 
.8C 

.65 

1.66 

.04 

... 

;c4 

.'is 

.06 

T. 
.04 

... 

T. 
'f.' 

't. 

T. 

... 
"'27 

T 

.01 

1.69 

.04 
T. 

"■m 

T. 

T. 

.15 
.06 
.07 

■.'14 

".16 
.13 
.12 

A» 
.04 

.22 

■.■40 

T. 

.K 

.1. 

t 
t. 

t 

tv 
t. 

T. 

tv 

1.68 

1.54 
1.B7 
2.86 
1.96 
1.64 
1.94 
1.60 

tv 

.02 

1.98 

'iis 

.07 

'.'.'.. 

f. 

'!05 
.25 

T. 

.14 
.26 

.17 
.?.f, 
T. 

... 

'::'' 

T. 

.05 
.02 

.06 
.12 
.17 

T. 

VlO 

.05 
.10 
,02 
.20 
.23 
.15 
T. 
.... 

.46 

■:66 

.40 

.05 
.15 

.n 
.21 

tV 

"■05 

".V. 

T. 

T. 
.12 

'.b\ 

'■" 

.10 

T.' 
T. 

.... 

■'r. 

't" 
't 

.... 
... 

■"i'.gs 

1.08 
168 

AnnviKe  n C. 

Ashland  1 0. 

Berea   K. 

ColleseHiU.  Lock  No.  1]||   K. 

Cumberland  .... C 

(Jytitlmm-i  : .L. 

Falmouth!! L. 

Farmers  II L. 

Flemlntrslmrgll L. 

Ford.  Lock  No.  10  II K. 

Grayson 0. 

Gr-ennp.  Dam    3011 O 

Hazard  11 K- 

«eid«lberg.  Lock  No.  14 11 K 

Jackson  il K. 

rcnkinsli B 

Louisa' B 

Ma.vsville.  Dam  33i| 0 

Vliddlesboro      . C 

Mount  Sterling L 

Oneida  il K 

Oneouta  Dam  95  II O 

Paintsville   || H 

Pikevillo B 

Pippapass    .... K 

ynicksnnrt; K 

Ravenna.  Lock  No.  1-^ K 

Richmond. K 

V«11pv  View.  Lock  No.   9l|. K 

Vancebnrsr.  Or.m  No.  ;«    , 0 

WillirtUKhurg'    .           (■ 

Willow.  Lock  No.  13; K 

Winchester K 

T. 
^.' 

T. 

'!oi 

T. 

1   . 
... 

\^" 

\1. 

.02 
".07 

::: 

".'. 

f. 

T. 

.OS 

.01 

m 

It.' 

"t." 

TV 
T- 

'.'oi 

-. 

... 

.03 

2  53 
1.29 
2.28 

f. 
f 

t. 

tv 

"t. 

'tv 

.05 

"ioi 
"t".' 

t. 

:::: 

.... 
... 

2.16 

"{■bl 
1.38 
1.46 
1.67 
1.88 
1.27 

■.'9,1 

.66 

■  if 
.U 
T. 

i'.'03 

.14 

■;i4 

'^43 

f. 
f 

■'37 

T. 

'.'03 

T. 

"t 
'."io 

'f 

.05 

't. 

;oi 

'."05 

1.57 
2.70 
2.60 
2.79 
2.75 
199 
L82 

"i  08 

.10'  .5e 

.62    .1 

I  00     fir 

.   '    .1; 

.12 

■'i'.' 
"t" 

■;3s 
'.'20 

fi.::. 

.50... 

r:«  t" 

:St 

.731.... 

O4I      41 

2.27 
2.52 
3  62 
2  92 
152 
2.50 
161 
1.73 
1  77 

::: 

.08 

...^ 

.6, 

r_ 

.03 

1.1 

1^ 

... 

,'••' 

2  90 
1.68 

Except  as^othoi 
time  of  observation. 

(Reference  mar 
11  Precipitation 
:  Separate  datt 
River  drainage 
"D   IVnuessee:  (  ol  •  >u 


observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the 

■  Weather  15  ireao  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight. 

he  mornioa:  amount  then  recorded  is  for  the  preceding  24  hours.       *  Precipitation  included  in  the  next  following  measurement. 
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December,  1938 


Daily  Temperatures  for  December,  1938. 


Western   Div 

Beaver  Dara  

Calhoun  

Earlintrton 

Greenville 

Henderson 

Hopkinsville  

Lovelaceville 

Mayfield 

Murray  

Owensboro 

Paducah 

Paducah  (near) 

Princeton 

Riissellville§§ 


j  Maximum  . . 
I  Minimum . . . 
:Maximum  . 
IMinimum . . 
j  Maximum  . 
I  Minimum., 
j  Maximum  . 
1  Minimum.. 
I  Maximum  • 
I  Minimum  • . 

Maximum  . 
I  Minimum.. 
\  Maximum  . 
1  Minimum.. 
\  Maximum  . 
I  Minimum.. 
)  Maximum  . 
(  Minimum.. 
J  Maximum  . 
I  Minimum.. 

IMaximum  . 

:Minimum.. 

:  Maximum  . 

■.Minimum.. 
)  Maximum . 
1  Minimum.. 
(  Maximum  . 


jwling  Green 


Central  DivisUm. 

\  Maximum  ... 

(  Minimum  — 

Maximum  . . . 
Minimum  — 


Minimum 

Maximum  . . . 

Minimum 

Maximum  . . . 

Minimum 

Maximum  . . . 


Greensburg. 


LeitchBeld 
Lexington 


Bubank  

^     ,  ,  _^  S  Maximum 

Frankfort |  Minimum 

:Maximum  . . 
Glasgow   :Minimum... 

\  Maximum  . . 

■  !  Minimum. . . 
1  Maximum  . . 

Irvington j  Minimum . . . 

(  Maximum  . . 

■  )  Minimum... 
(  Maximum  . . 

■  I  Minimum... 
,  ,  ...  )  Maximum  . . 
I^ulB^ille i  Minimum... 

^      „  m-  1.1  ;  Maximum.. 

Do.  Bowman  Field  :Minimum . . . 

Mammoth  Cave. 


8t.  John 

Shelby ville  ... 
Smith's  Grove 
Stearns 


I  Mimmum.  . .. 

)  Maximum  .  . . 
(  Minimum  — 

j  Maximum  . . . 
I  Minimum 

I  Maximum  .  • . 
■  ■  ■  -  •  (  Minimum 

IMaximum  ... 
: Minimum  — 

wniian>Btov,n l^^SI^Z^ 


Eastern 

ABhland    

Bcrea 

Ctimberland 

Farmers 

Heidelberg 

Maysville 

iMiddlesboro 

Mount  Sterling  . 

Pikevllle 

Pippapass  

Quicksand 

Richmond 

Williamsburg  ■  ■ 
Winchester   — . 


DiTioion. 

\  Maximum  . 
■■■  (  Minimum. , 

)  Maximum  . 
■■•I  Minimum.. 

I  Maximum  . 
•••  I  Minimum., 


1  Maximum  . 
I  Minimum.. 
)  Maximum  . 
I  Minimum. . 
(  Maximum  . 
1  Minimum.. 
;  Maximum  , 


\  .Maximum  • 
I  .Minimum  ■. 
\  Maximum  . 
*  Minimum. . 

IMaximum . 

IMinimum. 

IMaximum  . 

IMinimum. 

IMaximum  . 

IMinimum. 
\  Maximum 
I  Minimum. 


16!    S9     36     Si 


69     60i     601     60| 


36 

62      50 

38     83 

63      60 

33      37 

66     60 

3S 

a."! 

64 

fiH 

4(1 

35 

ft9 

4i) 

37 

33 

65 

43 

43 

8» 

27      31 
61,     63 

371       " 


61  6i 

24l  3- 

611  64 

24  j 

63!  60 

271  41 


28i    32 


59  621  51 

46  431  42 

62  69!  60 

45  451  40 

69  62  69 

28i  46  34 

581  68  55 

45[  43 

59i  60,  55 

44  431  o7 

52i  69|  62 


86      581     04 


321 

34 

52 

56 

81 

•ii 

50 

65 

27 

25 

57 

66 

26 

2f 

51 

55 

29 

32 

47 

49 

3? 

27 

51 

57 

29 

28 

51 

5H 

2> 

32 

61 

57 

2S 

25 

47 

hlJ 

33 

80 

48 

65 

36 

2S 

60 

58 

35 

41- 

61 

31 

2t 

4h 

.•ih 

87 

35 

33 

26 

4^ 

5h 

3b 

32 

4K 

5: 

36 

251 

4( 

56 

3' 

23| 

4/ 

S" 

42!  32 

60!  59 

32!  29 

62'  62 


53 
19 

451     62 
33i     21 

64i     46      52 
321     22      23 

"''     45i     65 


41 
19 
60'     42 


56 

35;  37  37 

66  4j!  54;     54! 

41  35  34      36, 


67      64 

32,     36l  321 

621  52 

38  48 


!!     32     33i     81 


52  5«l 

22!    30|     29  33;  .32;  26 

62     65     65  60  5C,  4H 

86     46'     46i  44j  50;  35 


40     57 

36;     321     .341 

651     45     44:     55i 


35;  33; 

51.  31 

33;  201 

66]  42i 


59     62     62!     59 


44!     54     .'J2 


48 

15 

44      45 

161     20 

42      38 

17 


26|     20      28 

44[     45 

26;     21      42 

49 
26|     21 
46!     47 
22 

44 

21!  21!  S5 
38  48  41 
30  26 
44  48 
241  20  42 
441  45  48 
22  201  42 
so!  42  ■' 
17 


52     44 

14      21!     21 
361     47 


19|  20  27 
44  53  47 
20  23  27 


45   56  53; 


51 

31i  42 

47 


26|  29 

50 

26  30 


33;  33 

46  49! 

35  351  32 


34 

18 

43 

42 

17 

42 

2," 

32 

21 

43 

42 

35 

IE 

42 

41 

12 

28!  33 
18 


28!  31   311  19 


14 


121  51   40 

20|  26 

44  64 
20  26  26 

45  51| 
20  26 
40  51 


47   411  40 


8  13  15 

36  351  47 

14  23  21 

84  34  40 


51.5 
22.4 
49.6 
29.4 

'48.4 
27.6 
47.7 
28.  0 
49.4 
26.2 
49.5 
28.8 
51.4 
23.9 
19.3 
31.3 
45.8 
27. 3 

"47.6 
27.7 
50.3 
29.7 
49.8 
27.3 
43.0 
25.3 


49  46.6 
24  1 
49.2 
29. S 
46.6 
27.6 
42  48!  48.9 
29.7 


45  4U| 
32  3ll 
45   40| 


21  201  17   36  27 

51  47   38!  44'  49 

20  24 

51  44l 


20  20 

44   51!  13 

18  25 


46!  43 
381  27 


20 

60 

16!  29 


35  40!  41!  42  43|  42 

20'  32;  36'  33l  .S0|  21  iSj 

39  45!  47i  43  46  151  33] 

16  351  33!  32  37  12  9;  21 


43 

33  35 

44  48 


25 
321     35      221 
'■■      40l     89;     88 
27      16! 

42      42|     29!     8" 
S2|    191    10     21 


19 


21.8 
46  9 
80.4 
48.3 


46.6 
26-2 
4g  0 
25.  7 


44.9 

28.2 
47.6 
28.3 


49.0 
26. 1 
46.0 


40l  4r'  46.6 
22!  20I  31.4 
44!     31      18  3 


Si  Instmmonts  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs 
•.•>.•  etc.  indicate  resppctiVHlv   1    2.  3  eti-..  davs  missing  from  r«oord. 
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KENTUCKY    SECTION. 

J.  L.  KENDAIili. 


Vol.  XLIII  Louisville,  Ky.,  Annual,  1938 


No.  13 


GENERAL   SUMMARY. 

Dry  weather  during  the  first  three  weeks  of  January,  and 
comparatively  light  precipitation  in  February  favored  winter 
grains,  outdoor  feeding  of  livestock,  and  fair  progress  with  plow- 
ing. Prevailing  high  temperature  in  February  and  March 
caused  unusual  growth  and  general  improvement  in  grains,  but 
so  advanced  the  plants  as  to  make  them  vulnerable  to  late 
freezes.  The  heavy  and  frequent  March  rains  prevented  farm 
work  and  seriously  delayed  planting  of  potatoes  and  early  gar- 
dens. j\Iost  tobacco  plantbeds  were  sown  on  the  occasional  fair 
days  in  the  last  half  of  March,  but  little  else  could  be  accom- 
plished. The  relative  dryness  of  April  largely  retrieved  the 
situation  as  to  working  the  soil,  while  the  high  temperature  of 
the  last  half  pushed  vegetation  still  further  beyond  its  seasonal 
stage.  The  period  of  warmth  and  rapid  growth  in  April  and 
early  ]\Iay  was  followed  by  frequent  rains  that  provided  ample 
opportunity  for  tobacco  transplanting.  This  wet  weather  in 
j\Iay,  however,  caused  additional  delay  to  plowing  and  corn 
planting,  which  remained  behind  on  account  of  the  March  wet 
spell.  Cool,  cloudy  weather  and  frequent  rains  in  June  pre- 
vented thorough  curing  of  hay  and  caused  much  loss.  Except 
for  two  short  periods  of  dry  weather  in  July,  cloudy  and  rainy 
weather  continued  to  impede  haymaking  during  the  summer 
months.  Limited  areas  in  the  northern  and  western  counties 
became  too  dry  at  times,  otherwise  rainfall  was  abundant 
throughout  the  summer.  Pastures  remained  exceptionally 
good,  usually  luxuriant,  during  this  period,  but  dry  weather  in 
the  autumn  rendered  them  useless  before  winter  began.  Fre- 
quent rains  and  high  humidity  in  August  hindered  the  cutting 
and  curing  of  tobacco.  A  much  larger  proportion  of  the  crop 
than  usual  was  cut  in  that  month,  for  earliness  in  maturing 
kept  pace  with  the  early  start  in  the  spring.  Longer  intervals 
of  dry  weather  in  September  favored  haymaking  and  tobacco 
cutting,  but  the  frequent  rains  of  the  middle  decade  delayed 
both  operations.  The  rain  received  at  this  time  aided  fall  plow- 
ing. The  warm  and  very  dry  weather  of  October  completed  the 
curing  of  tobacco  and  dried  out  corn.  Late  in  the  month  the 
soil  became  too  dry  for  plowing  and  seeding.  The  last  cuttings 
of  alfalfa  and  other  late  hay  cured  exceptionally  well.  Novem- 
ber was  relatively  warm  during  the  first  three  weeks,  with  suffi- 
cient moisture  for  moderate  growth.  Low  temperature  late  in 
the  month  practically  ended  the  progress  of  winter  grains,  while 
the  plants  were  generally  undersized.  Deficient  atmospheric 
moisture  in  the  autumn  and  early  winter  made  difficult  the 
handling  of  tobacco.  The  cold  dry  weather  of  December  was 
especially  unfavorable  for  this  work. 

The  Weather  By  Blonths. 

January.— Cold  weather,  following  heavy  rains  in  the  last 
week,  caused  some  injury  to  grains,  confined  mainly  to  fiat 
lands  with  slow  drainage.  The  weather  was  more  favorable 
than  otherwise  for  winter  vegetation,  livestock,  and  the  usual 
cold  season  farm  and  commercial  activities.  Its  most  important 
adverse  inliuence  was  in  the  handling  of  tobacco. 

Februarj-.— Frequency  of  precipitaticm,  rather  than  the  amount,  interfered  with 
plowing;  but  favored  the  completion  of  tobacco  stripping.  A  brief  period  of  subnor- 
mal temperature  in  the  last  week  checked  the  untimely  growth  caused  by  the  preceding 
warmth.  Many  tobacco  beds  were  sown  and  some  early  gardening  was  done  in 
soutliern  districts. 


earliri-  iliai 
nearly  rite 
eastern  am 
.June-  — 
Low  tempi- 
secrm.l  u.m 
sliiiH-  ill  --I 


•d  condition  in  midwinter  wheat  had  developed  by  the 

;il  II  .1  If  ii    iiMialHtato.    IrreKularlty  In  growth  reoulted 

I'         ill   I     types  of  soli.    Standing  water  damaged 

1 1  '     I    1 1  i     I  I  Klin  to  bloom  In  the  Ia.st  week, 

1         I      !  -     '■  checked  the  premature  growth  of  grains, 

xtensively  damaged  by  the  freezcH.    Bar- 

I  111  wheat  In  the  last.    Crop  devolopiuont 

i:igo  at  this  lime. 

ilie  middle  of  the  month,  about  a  week 

:      !  1'  ;.Tre.S8  in  the  last  week  and  wheat  was 

cau:ed  iaiil<  jjiowth  of  straw  and  some  falling  on  the 

worm  damage,  perfect  stands  of  tobacco  were  obtained, 
;s  slowed  tile  ripening  of  wheat.  Iliirvest  tjegan  In  the 
.r.'  till'  iiii.iifh  closed.    Light  rainfall  and  generous  sun- 


air  i.reen  River  Valley  westward  and  In  the 
I,  liy  washing  and  Ijottom  crops  by  overflow, 
totjacco  and  caused  corn  to  fall.    Forage  crops 


mountain  rnnntirs  ilai:i;i!;.'.l 
WaterkigKed  soil  produr.il  -i  ; 
grew  more  rank  than  ilr-iriii'l 

August. —Too  nincli  i;i:!i  i 
brought  extensive  iiijnr\  tn  !: 
vent  housebiirn.     All  crop.--  m 

September.- The  rains  iin 
Abnormally  cool  weather  in  i 
Dry  and  very  warm  weather  i 

October. -Grain  sown  earl.N  i  uim  i.p  to  ;-'•  ■  M  -i  im,.  :  ,  i  d  ■  r  -:  ninli  of  it  sprouted 
and  died  because  of  failure  of  supporlinf;  ijinistiin-.  Fro.-l  i  aine  late  and  caused  no 
damage.    Shortage  of  water  for  livestock  developed  in  the  hilly  and  upland  sections. 

November.— Very  dry  weather  and  high  temperatures  early  in  the  month  were 
accompanied  by  extensive  forest  and  brush  fires.  Rain  that  stopped  the  tiies  In  the 
first  week  started  fall  grains  into  better  growth. 

December.— The  dryness  of  the  surface  soil  prevented  the  freezes  from  causing  any 
damage  to  grains  during  ttie  first  three  weeks.  Some  injury  followed  the  rains  toward 
the  end.    The  dry  weather  favored  corn  gathering  and  early  winter  work. 


laged  tomatoes. 
1  late  gardens. 


COMPARATIVE  ANNXTAL  DATA  FOR  KENTXTCKY. 


Temperature. 


55.0 
57.6 
57.2 


55.3 
56.5 
55.8 


56.1 
57.7 
56.5 
55.3 
58.0 
54.6 
57.9 
5(i  3 
56.2 


1922.... 
1923..  . 
1924.... 
1925.... 
1926.... 
1927.... 
1923.... 
1P29.... 
1930... 
1931-.. . 
1932 . . . . 
1933... 
)93!.... 
1935.... 
1936.... 
1937.... 
19,38.... 
Period 


49.69 
44.25 
44.71 


Number  of  days 


41.16 

12.9 

35.10 

9.7 

47. 6H 

18.1 

48.84 

14.9 

47.76 

14.5 

41.94 

9.5 

51.41 

10.0 

50.67 

30. 6 

46.77 

66 

47.93 

27.0 

47.46 

5.8 

41.80 

22.7 

51-92 

14.4 

45.49 
46. 01 

23.9 
42.8 

40.64 
52.13 
46.90 
49.42 
44.43 
53.92 
42  68 
41.11 
49.95 
53.45 
45. 61 
48.46 
27.86 
41.93 
44. 19 


37  94 

49.86  ! 
45.78 
45.60  I 


104 


103 

111 
97 

110 

105 

102  i  104 
111 
112 


164 

85 

162 

91 

170 

87 

162 

88 

161 

78 

1,52 

78 

1,55 

73 

166 

82 

82 

168 

74 

1,55 

67 

165 

74 

168 

77 

163 

80 

1,50 

93 

174 

87 

1.55 

91 

1,59 

87 

170 

81 

1,54 

81 

160 

94 

170 

87 

161 

81 

169 

79 

IHH 

85 

149 

89 

90  I  104 

91  i  123 
93  j  103 


,^ar  a-^'erages. 
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Annual,  If 


OUmatolcgical 

Data   for   the   Year    1938. 

Counties. 

1 

.2 

■s 

1 

Temperature  (degrees  Fahrenheit). 

Precipitation  (inches). 

Number  of  days 

•s 

Sutions. 

1 

1 

i 
i 
0 
< 

1 

1 
0 

S 

3 

ft 

1 

1 

1 

3 
6 
1 

B 

>> 

1 

1 

1 

^ 
= 
g 

'i  s 

5-3 

s 
0 

0 

1 

i 

'€ 
a 

•WKBTERK   DIVISION 

Beaver  Dam   

Birminguaia  

CHlhonS 

Karlington 

Ford's  Ferry 

Gilbertsville 

Ohio  • 

441 

32 

35 

49 

eoj' 

96 

98 

July   lit 

■Jul'y'ir 
July   II 

a 

Dec' 

Jan. 

■27' 
27 

33 

86 
49 
10 

"45  .'23 
43.00 

7.85 
7.33 
8.35 
8.24 
12.00 

July 
Mar. 
M:.r. 

0.76 

■i]62' 

0.69 
0.78 
0.88 
0.62 
1.06 

i!oo 

Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 

3a6 
431 
519 
640 
332 
524 
445 
364 
412 
420 
404 
341 
890 
529 
384 
5ii0 
357 

852 

700 
500 
410 
705 
480 
489 
955 
770 
622 
1177 
504 
490 

506 
5S1 
544 
646 
1032 
635 
9S9 
660 
485 
525 
558 

■■■'910 
600 

777 
520 
825 
500 
607 
1400 
524 
943 
504 

0.8 

"4.' 6' 

111 
121 

"ioi 

215 

48 

102 

sw    ' 

Crittenden 

Marshall 

Mublenburg  

<  hio 

Henderson 

Christian 

Ballard    

"i89 

"iii 

"62 

22 

58.8 

96 

Aug.  23t 

-  4 

Jan. 

27 

22 

46.51 

9.82 

July 

g 

Hartford 

Henderson 

Uopkinsville 

Love  lacev  lie 

7 
43 
10 
30 
13 
42 

68.8 
59.9 
59.4 

101 
99 
99 

lUO 
97 
95 

iS-i? 

July  10 
July  11 
July  11 
Aug.  23 

-  2 

10 
12 

■2 

Jan. 
Jan. 
Jan. 
Jan. 
Jan. 
Jan. 

27 
27 
27 
2St 
27 
28 

26 
43 
10 
30 
13 
42 

67 
21 
84 
22 
27 
10 

11 

56 
22 
48 
40 
12 

6 
15 

S 
45 
48 
83 
13 
14 
50 
37 
41 
13 
43 
56 
28 
29 
66 

2 

4 

42.26 
41.17 
44.10 
43-33 
48.40 
60.  55 
44.78 
43.11 

8.57 
6.20 
9.56 
11.71 
10  01 
9.97 
9.99 
8.08 

Mar. 

May 
Ma?. 

3.0 
7.5 
3.0 
2.0 
0.8 
3.0 
2.6 
1.5 

98 
108 
74 
92 
91 
105 
117 
109 

154 
231 

208 
193 

147 

85 

108 

64 
49 
75 
64 

sw. 

Jnly       1.03  i  Oct. 

-Murray 

Owensboro 

Uwensboro  Dam  46.... 

Padncah  

Padueah.  near 

i'linceton 

Bnmsey.  Lock  2 

Mar. 

:\u.r. 

Mar. 
July 

1.67     Anr. 

0.C8 
0.46 
1.31 
0.90 
0.98 
l.OS 
0.43 
0.85 

0.56 
0.55 
0.92 
0.29 
031 
0.42 
0.27 
023 
0.26 
0.16 

o.co 

0.14 
0.18 
0.60 
0.24 
0.34 
033 
0  40 
0.43 
0.46 
0.38 
0.20 
0.22 
0.49 
0.40 
0.56 
0-20 
0.47 
0,61 
0.18 

0.'58 
0.72 
0.40 
0.20 

o.on 

0  46 

Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 

Oct. 
Oct. 
Oct. 
t)ct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
uct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct- 
Oct. 
Uct 
Oct! 

173 

68 

134 

s. 

ijff  jp^^ 

McCncken    

-Mccracken   

C::;l.lwell.... 

McLcm 

93 

Aug.  24 

9 

Jan. 

27 

19 
32 

60.5 

98 

July  11 

8 

-"■ 

27 

46.32 
45.27 
54.09 
36.64 

60.41 
48.06 
51.17 
49,79 
56.65 
38.90 
39.00 
43.70 
46.16 

9.21 
8.62 
11.83 
5.64 

8.89 
8.40 
11.05 
7.03 
7.62 
7.00 
7.G9 
7.06 
7.97 

July 
Mar. 
July 
July 

Mar. 
M.'ir. 

July 

s 

2.6 

tl 
3.5 

"b.O 
4.5 
3.5 
7.2 
2.5 
8.0 

u 

130 
120 
98 
120 

130 
108 
110 
121 
135 
87 
131 
136 

131 

149 

85 

s. 

29 



96 

Aug.  28 

' 

Jan. 

27 

LiiionlowuDam  49.... 

CENTRAL  DIVISION. 

Addison  Dam  45 

Anchorage 

Bowling  Green 

Browusville,  Lock  6  . . 

Burnside  

C-'arroUton.Lockl 

Cold  Spring 

Di.nville   

Dix  Dam.Burgin 

Eadsville  

Union ; ■.'..;.. 

Breckinridge..... 

39 
60 

55.9 
60.7 

95 

99 

July  11 
July  11 

7 

Jan. 
Jan. 

27 

27 

171 
167 

77 
102 

117 
96 

Warren    

Edmo.iBOn 

I'uliiski   

CaiToU 

CaiiipbcU   

BoTle 

Morrer 



6 
15 

57.0 
69.4 

94 
96 

July  11 
Aug.    7 

5 

Jan. 
Jan. 

28 
27 

146 
145 

97 
119 

122 
101 

sw. 

Wavne.' 

Pula.ki 

46 
47 

3 
4 

Jan. 
Jan. 

27 
28 

"38!75' 

41.88 

6.85 

6.86 
7.74 

Aug 

"i'.h' 
4.9 

"lis" 

110 

"149 

■"93' 

"i23' 

58.3 

88 

Aug.    9 

Birrpri 

13 

r  rq?^°"' 

Boone 

37.15 
46.51 
44.33 
39.  00 
46.57 
4G.74 
41.35 
42.32 
44.09 
39.02 
40.11 
56.63 

7.68 
5., 58 
6.57 
7.11 
7.27 
7.56 
6.81 
7.65 
8.35 
0  95 
6.23 
7.77 
6.18 
8.66 
7.73 
-.10 
6.K6 
0.40 
12.51 
7.56 
8.94 
7.18 
7.66 

7!  (15 
6.;!7 
14.16 

July 

S'l'v 

.si;. 

Mar. 

Mar. 

Mar. 
May 
Aug. 
Ma.  . 
Aug. 

July 

July 
Jnly 
Aug. 

May 
Sept. 

May 
July 
July 
July 

"4'6' 

"{'.i 

"e'.'o 
9.4 
7.0 
4.0 
2.1 

"4^2 

113 
115 
133 
102 
125 
121 
142 
96 
84 
125 
129 
134 

J^        na)inVf»                    

(^            

46 

58.2 

97 

July  11 

1 

■j^an 

28 

„ 

High  Bridge,  Lock  7... 
Irviugton   

Jessamine  

Breckinridge 

"l69 

'"67 

"129 

41 

58.9 

93 

July  11 

2 

Jan. 

28 

sw. 

Leilchfiold  •••• 

Lexington 

Little  Hickman,  Luck  8 
Lockport,Lock2 

Grayson   

Puyctte    

.I.^Pt^amine   

43 
65 

59.0 
57.8 

98 
96 

July  11 
July     7t 

-  1 
3 

Jan 
Jan 

23 
28 

133 

145 

87 

sw. 

T  -1'  crsoll 

66 
2 
4 

58.7 
58.6 
58.8 

97 
95 
96 

July   U 
July  lit 
July   17 

5 
-  3 

Jan. 
Jan. 
Jan. 

25 
27 
27 

134 

109 

122 

g 

Bowman  neld  

Mammoth  Cave 

• '  f  V 

Kdmonson 

\\  aj  ne 

172 

91 

102 

sw. 

"'43 

■ssis' 

96' 

■Aug.^'9' 

■6" 

jan 

'28' 

14 
43 
25 
50 
3 
2 
3 
21 

22 

25 
37 
29 

2 
22 
50 
33 
14 
23 

9 
19 
15 
22 

4 
14 
35 
43 
48 
49 

2 

5 
38 

5 
12 
21 
48 
25 
24 
44 
22 

2 

■■49.13' 
45.36 
47.23 

■62.41 
48.20 
44.63 
42.05 
49.06 

52.05 
44.65 

'  si.'se' 

3  3 

Har'din  :.■.■.■:.■.■:;:; 

2.0 

"4;8' 
8.0 

'■i'e' 
6.1 
4.5 
4.2 

16.3 

7.5 

10.6 
8.2 

108 
97 
138 

212 

94 

59 

Salvisa.Locke 

Shelbyville 

.Shepherdsville 

Smith's  Grove 

Steams 

Tyrone,  Lock  5 

MMrcer 

Sru'lliv 

I'.ulliti 

Warn-ii   

.McCrcary  ........ 

Aiidersou   .     .  .. 

50 

3 

56.7 

'sa.'o 

58.8 

97 

% 
91 

■J'nYy  11 

JuYy  'iot 
July   lit 

T 

Jsn 

Jan. 
Jan. 

28 

27 
27 

_ 

■ 

141 
147 
130 
98 
119 

137 
136 

riraiit 

36 

100 

July  10 

0 

Jan. 

28 

200 

51 

114 

w   " 

Woodbury,  Lock  4 

EASTERN  DIVISION. 

Bui'ler 

Jackson 

0-52  1  Oct. 
0  53     Oct 

141 
158 

108 
82 

125 

sw. 

4 '^M^'  If 

534 
1070 
611 

1440 
684 
600 
668 
870 

689 
540 

663 
776 

1566 
584 
624 

1128 
980 

'■■497 
620 
636 
10S5 
732 

'il 
671 
525 
939 
6W 
964 

26 
37 

68.6 

95 
94 

Aug.  14 
July  11 

8 

7 

Jan. 
Jan. 

1 
27 

w. 

^BiuanQ 

0  31 

0.3G 

Oct. 
Oct. 

College  Hill, Lock  U  .. 

125 

2 

48.14 
,50.84 
37.19 

6.18 
9.84 
8.08 
10.  45 
6.47 

July 
July 
July 
July 
May 

170 

Pendleton 

0..3G 
0.34 
0.70 

Oct. 
Oct. 
Oct. 

Oct. 

3,9 
10.1 

97 
122 

Farmere   

32 

97 

Aug.    5 

-  2 

Jan.  28 

132 

63 

w. 

Clark 

Green  up.  Dam  30 

Hazard         

,53.10 
50.62 
59.42 
51.34 
47.66 
47.29 

7.13 
8.. 38 

11^79 
11.47 
8.15 
9.87 
6.64 

Sept 

Jnly 
July 
Jnly 
July 
April 

0  60 

0  82 
0.35 
T. 
041 
0.27 
0.26 
0.00 

Oct. 
Oct- 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 

8.3 
9.0 
11.0 
27  5 
14.0 
120 
6.6 

129 
108 
132 
97 
130 
108 
128 

"113 

"72 

"iho' 

peiry  !.::'.'.'.'.\::: 

Heidelberg,  Lock  14.... 
Jackson 

4 

58.1 

95 

Aug.    7 

" 

Jan. 

28 

sw 

.Tenkins 

Lawrence  

Mason   

MivBville 

49 

68.S 

97 
96 

July  11 
Aug.  24 

4 
8 
0 

J.m. 
Jan. 
Jan. 

28 
28 
28 

110 

1,57 

98 

sw . 

Mount  Sterling 

Oneida 

Montgomery 

Clay  

'.3.3.'73' 
50.  68 
48.11 

65.'72' 
47.67 
46.03 
42.65 
47.75 

■47.'9«' 
40.51 

7.92 
6.70 
8.42 
6.83 
3.59 
15.43 
10.94 
9.02 
7. .SI 
7.56 
6.28 
7.43 
6.31 

July   1  0.40 
Jnlv      0.30 

Oct. 
Oct. 

u'.o 
ii!2 

13,0 
5.0 

ii.9 
9.0 

126 
13C 
134 

loi' 

116 

120 
121 

'109 
132 

PalntHVille 

Pikevllle 

Pippapass 

(citiickBand. 

Uavenna,  Lock  12 

Richmond 

Valley  View. Lock 9... 
V;in(;ebHrg,Dam  82.... 

WilliamBhnrg 

Willow,  Lock  13 

Johnson  ■.::::;::,• 
Pike 

.hily    !  0.45     Oct. 
June  1  0  :u  1  Oct. 
June      O.no  1  0-t. 
JuU-       0.47  1  Oct. 

iii 

■"83' 

'iii' 

3 
6 
12 

69.2 

96 
98 
101 

July  lit 
July  lot 
Aug.    9 

9 
7 
0 

-.•r^au' 

Jan. 
Jan. 

28 
28 
28 

Breathitt 

Estill   

•Inly       0.40 
Jujv    1  0.60 
May    1  0.13 
•M^iv    1  0  28 
M»v    ;  0.31 

Oct- 
Oct . 
Ocl. 

"171 

77 

'117 

Madison 

49 

68.6 

94 

July  lit 

4 


Jan. 

27 

Madinnn 

Lewis.  .:::::■■■■ 

Whitley 

43 

97 

July  11 

10 

Jan. 

27 

174 

100 

91 

Lee              

Jnlv    ;  0,22  [  Oct. 
Jnlv      0  2:!  1  Oct. 

rM<»,.v 

2 

67.1 

93 

July  11 

4 

Jan. 

27 

:  taken  from  self-regigterlng  thermometers. 

•,  appearing  in  the  liible  indicate  number  of  days  missii 


for  example,  b  represents  2  days,  etc. 


Annual,  1!);58 


CLIMATOLOC.fCAL  DATA:   KKNTUCKY  SECTION 


Monthly   and  Annual   Precipitation   for   the  Year  1938,  with    Departures   from   the   Normal 


Janoary.     February.      March. 


WKSTERN   DIVISION. 

lU'Bvcr  Dam 

HinuinKilain 

Cnlliouu 

Eiirlingtou  

I'"ord"8  Ferry 

Gilbertsvillo 

Grueuvillo   

Hartford    

Henderson 

HopkiuBville 

LovelacoviUe 

M;iyfield 

Murray    

Ovvensboro 

Owensboro  No .  i 

Paducah  

Paducah,  near 

Princeton 

Kunisey,  Lock  No.  2  t 

Russellville 

Uniontown  

CBKTRAL  DIVISION. 

Addison  •  • 

Anchorage  

Bowling  Green 

Brownsville,  Lock  No  6t 

Burnslde 

Carrollton,  Lock  No.  1 
fold  Spring, Dam  36 ■■• 

Danville   .... 

D:s  I)am,  Bnrgin 

Eadsville   

Bnbank  

Frankfort 

Geat,  Lock  No.  3 

Glasgow . . 

Grant,  Dam  3 

Greensburir 

High  Bridge,  Lock  No  7. 

Irvington    

Lancaster 

Leitchfield  

Lexinetcm 

Little  ilickman.  Lock  8. 
Lockport,  Lock  No.  2.. 

LOUISTILLB 

Do,    Bowman  Field.. 

Mammoth  Ciive 

Montioello  • 

Munfordvllle 

St.  John  

Salvis.'^,  Lock  No.  6.... 

Shelbyville 

Sliepherdsville 

.'-mith's  Grove 

Stearns 

Taylorsville 

Tyrone,  Lock  No.   5 

WiUiamstown  

Woodbnry,  Lock  No.4t. 

E.if)TEUN    DIVISION. 

Aniivill,- 

Aahi:aui :;':;■ .. 

Berea 

Coll"f?e  Iim.LockNo,12 

CumljerlanU  

CyiUhiana 

Falmouth  

Fanners 

Fleniingslmrg 

Fold,  Lock  No.  lO  . 

Gray.^on 

Grei'inip.  Dam  30 

Hazard 

Heidelberg.  Lock  No  U 

Jackson 

Jenkins 

Louisa 

Maysville 

Middlesboro    

Mount  Sterling 

Oneida .       

Oiieonta.  Dam  No.  35.  . 

Paint.'sville 

Pikeville 

Pippapasa 

(Juicks;md  

■Kaventin,  Lock  No.  12   . . 

Richmond 

Viill.v  View,  Lock  No  9 
Vancpburg,  Dam  No,  32 


-2.10 
-1. 50 
-1.96 
-1.19 


-0.951  2.30 
-1.26  2.62 
-1  46 


-1.16   2.82 
-I. II 

-i.as  i,.=i2 


-1.S2;  1,67 
-1.22|  1.8 
-0.42   2.72 


-0.7;: 
-0.40i 

-o.-n: : 


-1.58  19 
+0.26  2  40 
-0.18  1.99 
-062^  3.49 


-0.22:  2.35 
-O.lli  3,  08 

-i.ni 


3.3; 

2.2S 

4.76 

.MS 

4.32 

3.,V.) 

2  77 

2  S3 

+0.21 
-0.27 
+0.33 
-0,09 


-0,31 

+o.2;i 

-0.97 


+0.40  5,17 
-1.90  5,24 
-l.U  5.81 
-0.99!  7. 51 
-0,85,  6.55 
-0.51  7,66 
-0.13  6,56 
-1.55  5 
-0.10  8 
-L39    6.76 

6.23 

7.77 

-L66  'b.kJ 
-1.22  7.73 
-1.15  6.22 
+0.091  6.50 
5,96 
8.16 
3.76 

5:78 


-0.65  4,73 

-2.91  6.10 

-0.90  6.15 

...  7. on 

-1.81  3.55 

-0.3S|  4.97 
6.61 


■1.5o 


+3.78 
+  1.91 
+6.9- 


+3.1 

+0.60 

+■1.09 

+5 

+6.22 

+3.47 

+3J 
+4.12 
-1,50 
+  1.26 

+4.93 
+3.85 
+0.66 
+  0.89 
+  2.4 

+244 


+0.61 
+0.42 
+3.18 

+2!  15 
+0.17 
+  1.54 


+  1 

+  3,91 
+2.37 


+2.10 
+3.09 
+2.04 
+1.75 


-0.32 
-0.26 
+  1.12 


+  1.06 

+  I.9U 
+I.40I 


AprtL 


+1.271 
-o!25 

+i''oo: 


-1,2 
-1.55 
-1,52 
-0.02 

-i"99 
-0.26 
-1.13 


-1.16 

+0 

-2-53 

-0.94 

-2,15 

-0.25 

-0.08 

-0,84 


-2.22 

fO, 

-1.06 


-1.60 
-0.02 
+  1.43 
+  0.10 


-019 

-6' gal 
+1.21 
+0.02 

+  2.16 
-1.31 


May. 


+1. 


+8.76 
+1.18 
+0.27 

+0,85 

+6"96 

+2,08 

-0.60 

+0,35 

+ 

+4,63 

+3.69 

-0.81 

+  1^24 
+3.60 
+2 


+  4,44 
+  1.29 
+0.15 
+3.09 


+0.75 
+  1.33 
+  1.97 

-6'54 
+0.72 
+2.91 


+0.94 
+3.77 
+2.23 
+0.94 


Jane. 


4.14 

.68   6. 66 

5.75 

4.24 


+  1.20 

+2]  57 
+0.98 
+1.84 
+2.42 
+  1,29 

+1,02 


+2.10 

—0.74 
-0.80 
+0.98 

+L52 

-i;56 
-J. 18 
-2.46 

-0.61 
+0.37 
+2.49 
+  1.56 
-2.68 


+0.86 
-0.60 
+0.57 
-1.76 


-0.32 
-1.39 
-0.41 
-0,99 
+  0.94 


Jaly. 


6, 

4.91 
7.27 
3.57 
6.81 
5.37 
4.90 
1.69    6.95 


-0.67 
-1.61 
+0.97 
-1.18 


.84 

+0.'98 
+0.03 
-1.78 

+0.71 
1-0. 68 


8,42 


2.99 
6.30 
6.83 

S.59| '.... 

4-Rfi|+0  78|15.43 
=■■:!'  +0.77110.9-1 
'  ■ .'  +0.74|  9.02 
■;  -0.74  6.14 
I    "i  +0.0C!  6.93 


,T,o-kNo.  13. 


-I. 


+4.01 

+4.79 
+1 


+  4.66 
+5.09 
+3.15 
+6.20 


+  5.37 
+  4.03 
+7.56 
+2.47 


+0.96 
+3.2 
-0.01 
+  2 

+i.l8 
+2.90 
+  1.76 

+4. 

+  1.74 

+2.34 

+  1.84 

+2.88 

-0,09 

+  3.16 

+ 

+  1  82 

+3. 26 


+3 

+2.  on 
+0.9: 
+3.02 


+0.47 
+1.66 

+2.67 


+2.76 
+6.19 
+3.70 
+6.76 
-l.ll 


08 
+4.60 
+5.85 
-080 


Angoft.    September.    October.    November.  Decombor.      Annoal 


-1.02 

+6]i6 

+2 

+0.15 

-0.18 

-0 

+1.46 

+0.66 

+0.37 


2.04 
3.22 
7.69 
3.70 

.61  5.81 
+0.B0  5.52 
+2.16  7.05 
+2.66  5.37 
+2.81  7.61 
+  1,22 
1.04 
+2,43j  2.10 
+0.61 


+2.37 
+1.23 
+0.27 

+61 98 
+0.87 
+0.04 
-0.29 
+0.15 
+  1..58 
+0.25 
+0,74 
-0,29 
+0..37 


0.02 

0.  16 

+3-23 


-0.76 


3.67 


+0.07 
+4.62 
-1.00 

+2,76 

+2, 

+3. 

+  2.16 

-I 

-2  10 

-0.57 

-1.42 

-0..5' 

+i!21 
-1.04 
-0.19 


+0.41 
+  0.72 
+  0.83 


+  1.20 
+0,29 
-0,17 
+1.24 


+2.61 
-0.04 
-0.75 


+  1.07 

+0.02 

-032 

-1.28 

3.66  +1.45 

7.13  +4.65 

.14    2.m  -0.34 

.87 


+1.60 
+0.38 
-1.03i  1.18 
+0.85|  2.13 
+0.58   2.05 

- I  3.62 

+1 


-0  35| 

1+0.24: 

.14  +137 

.42+0.87 


+  0,26    1,69 
-0.99!  1 
+0,691  1 
-0.48J  1 

t  1.54 

I  1.97 

!  2.86 

+  1.22J  1.96 
+  0,24!  1.64 
+0.21  1.94 
+0.29 

1.62 

1 

2.21 

+0.26 
037 
0.23 


+0.66]  1.29 
+0.03:  2.26 
+  I.6L 


-0.61 


+0.10 
2.39 

-021 
0.17 


3., 32 

+i.5i 

5.42 

4.23 

^ 

6.. 18 

+6.37 

4.9'^ 

+5.00 

4.22 

+2.1C 

3.4V 

(-2.21 

8  sa 

S.28 

+2.61 

.^.40 

2.96 

.91 


4.24  +1.30 
1.90  -0.69 
6.29  +2.40 
1.  10  -2.09 


2.67  ... 

2.85,-1 
4.U9  +0 


-0.07!  1.67 
+  0.86:  1.85 

:  2.19+0-14:  1.27 

1I-I.66'  3.74  +0.72  1,57 
!-2.72i  5,  78:  +  2,73  2.70 
i:-2.77i  5.25|+2.34:  2.60 

: !  7.51; :  2.79 

1-3.10  4.19j+0.47'  2.75 
-2.60  4.  50t+l,8C  1.99 
,- 2.40    3.06:+0.02    1.82 


46.61  +  0.57 

42.261- '2  !69 
41.17-  8.82 
44.10!-  6.7C 
43.33-  2.99 
48. 40:-  2.93 
60.55'-f  7.14 
44.78!+  3.80 
43. Ill-  4.09 

'46.'32-'6.'44 
45.27  —  0.07 
64.09+  7.90 
36.64-  4.86 

60.41  +  7.75 
48.06+  6.02 
51.17+  2.07 
49.791+  0.02 
56.661+  6.20 
38.90!-  1.90 
39.00-  1.81 
43.70+  0.69 
46.161+  3.46 


J.t'  .'"  +  3.12 
46.74j-  1.76 
41.35;-  2. CO 
42.32-  1.97 


49.13+  1.89 
45.36+  0.90 
47.23+  2.10 


44.631-  0.01 
42.05]+  1.36 
49.06+  2.91 


31)  -2.12,  2.36  - 


— 0  551  1.40 

+  0.05  3.65 

+0.70  2.85 

+  1.64  .3.17 


0.  60;- 
0.13!- 
0.28:- 

n.ni,- 

0.22:- 
0  231. 


52. 05 

-2.361  44.65+  1.61 

-2.00 

-].82i  51.86+  6.68 

-^.■2S\'.'.'.'.'.'.  .'.'.'.'.. 
-2.24|  45.08+  3.27 
-2.40  48.14  +  3.01 
-1.73  60.841+  5.05 
-1.87!  37.19:-  6.30 

-1-47; 

-1.72I  43.71I+  4.34 

-2.02:  53.101+  7.34 
-1.06   50.62!+  5.. 54 

i  55.  42i 

-0.93:  51.34+  6.28 
-1.65  47.66!+  5.38 
-1.91    47.29-+  3.98 


-16.18 
--  3.73 
-  1.13 
3.83 
+  3.50 

+  '4]69 


The  iliMiartures  from  norm.al  prpc 
section  nr  division  means. 

t;-i-io.in.  i+io.oo. 

Errata.  -,lupe  1938,  page  24 :  Ma;, 


utfd  only    for  suci}   sl:itions  lis   lifive  ten  or  moreyearsof  record,  but  all  complete   reports  are  used  in   determi 

T.  Precipitarion  i,sle?sthan  o.oi  inch  rain  or  nielted  .inow. 
iRiimsoy  Brownsville  and  Woodbury  are  Locks  on  the  Tireen  River:  other  Locks  are  on  the  Kentucky  River 
im  temperatures  for  Calhoun  and  Lexington  are  tran.spoped. 
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Monthly  and  Annual  Ilean  Temperatures  for  the  Year   1938,  with  Departures  from  the  Normal. 


WE8TERN  BIVI810K. 

Beaver  Dam 

Calhoun 

Earlington 

Greenville   

llendwrson 

Hopkinsville 

Lovelaccville   

Mayfield 

Murray 

Oweusboro 

raducah  

Padncah.  uear 

Princeton  

Russellville 


CENTRAL  DIVISION. 

Anchorage 

B>wUng  Green  

Danville 

DixDam 

Eubank 

Frankfort 

Glasgov^ 

Greensbnrjr 

Irvington 

LeitchBed 

Lexington   

LOI'ISVILLE 

Bowmau  Field 

Mammoth  Cave 

St.  John 

Shelby  ville 

Smiths  Grove 

Stearns 

■Williamstown 

EASTERN  DIVISION. 

Ashland 

Berea 

Cumberland  

Farmers 

Heidelberg 

Maysville 

Middlesboro 

Mt.  Sterling   

Pikeville 

Pippapass 

Quicksand 

Richmond   

\\'illiamsbnrg 

Winchester   — 


ffiepSres'^nl^Trm^Temp"^^^^^^^^  of  record,    but  all  co,nplete  reports  are  used 


KILLING  FROSTS,    1938. 


WESTERN  DIVISON 

Earlington 

Greenville    

Hopkinsville 

Loveliicevillo 

Mayfield  

Owensboro 

Princeton 

nussellville 


CENTRAI,  DIVISO: 

Anchorage AprillO 

Bowling  Green do  10 

Danville   do  ]0 

Dix  Dam do  10 

Kttl)ank  do  10 

Piraiikfort  do  10 

Oreensbiirg  I  d"  10 

Irvington do  10 


Last  in 
Spring. 


April  10 
do  10 
do  10 
do  10 
do  10 
do  10 
do  10 
do   10 


Oct.  24 
do  24 
do  21 
do  24 
do  24 
do  2! 
do  IM 
do   24 


Oct.  25 
do  25 
do  21 
do  24 
do  2S 
do  2.'-) 
do  21 
do   24 


Leitchfu'ld 

Lexington 

Louisville  

Mammoth  Cave 

St  .John   

Shplhyvillp  .... 
Willii.iiistown  . 


EASTEr.Tv"    DIVIFCl 


Oct.  21 

do  25 

do  25 

do  25 

do  21 

do  25 

do  25 


AprillO 

Oct.    25 

do    10 

do  28 

d.)   11 

do  21 

do   10 

do   25 

do   11 

do   25 

do   11 

do   21 

df>   10 

do    25 

do  n 

do   25 

MONTHLY  SUMMARIES,    1938. 


January  ..  . 
February    . 

March    

April 

May 

J  anc 

Jnly  

August  .. . 
September. 
October  .  . . 
November. 
December  . 


♦Compared  with  60  years'  normal. 


NOTE-Tablee  and  charts  giving  climatic  data  for  Kentucky  in  detail    during  1935  have  been  published  for  each  month  a^ 
Weather  IJiiroan  Office,  Louisville,  Kv.  .and  can  U.-  obtained  from  the  Official  in  Charge  at  that  office.     Indexes  to  special  aiUcles  published  during    pi.st  >eais 
in  Kentucky  climatological  reports  vwiU  b«  found  in  the  Monthly  Heport  for  June,  1909, 
W  B  0  Ix)uisville.  2-24-39- 12S0. 
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Louisville,  Ky.,  January,  1939 


No.  1 


&ENEKA1,   SUMMARY. 

The  abnormally  high  temperature  of  the  first  decade  started 
winter  grains  to  growing  and  caused  some  improvement  in  their 
condition.  Buds  on  early  blooming  shrubs  and  trees  expanded 
and  began  to  open.  Normal  temperatures  that  followed  checked 
this  tendency  before  fruit  buds  were  much  affected.  The  weather 
of  the  middle  and  last  decades  was  cold  enough  to  prevent  further 
untimely  development  of  this  kind.  In  this  period  fairly  hard 
freezes  at  night  and  thawing  in  the  daytime  adversely  affected 
winter  grains  on  the  heavier  soils.  The  condition  of  v^heat,  es- 
pecially the  plants  of  small  size,  was  lowered  in  such  regions, 
hut  on  the  better  drained  soils  there  was  no  important  deterio- 
ration. The  relatively  moderate  winter  temperatures,  without 
abrupt  changes  or  severe  spells,  favored  egg  production  and  the 
care  of  livestock.  Winter  plowing  continued  through  the  first 
three  days  and  on  a  day  or  two  in  the  second  week,  after  which 
the  ground  was  usually  too  wet  or  partly  frozen. 

^Moderate  to  heavy  rains  about  the  middle  of  the  first  week 
were  beneficial  in  augmenting  water  supplies  and  conditioning 
tobacco.  Two  other  periods  of  rain  provided  opportunities  for 
handling  the  weed;  but  in  the  long  intervals  between  these  rains 
atmospheric  moisture  was  not  sufficient  or  temperatures  near 
freezing  rendered  it  ineft'ective  for  softening  the  ffbei*.  Cold 
dry  winds  also  interfered  with  the  work  at  times.  Moderateji 
snowfall  in  the  northern  counties  protected  grains  for  a  few 
days,  but  melted  oft"  quickly  and  left  the  surface  saturated.  The 
freezes  that  followed  had  the  most  damaging  influence  on  wheat. 
The  snow  was  generally  light  in  the  southwestern  counties. 
Toward  the  end  of  the  month  some  farmers  in  the  well  drained 
districts  to  the  west  and  south  began  to  burn  beds  for  sowing 
tobacco  seed.  As  a  rule,  however,  the  soil  was  too  wet  and 
temperatures  remained  too  low  for  this  work  to  be  pushed.  The 
heavy  rains  of  the  last  week  stopped  all  ett'orts  to  work  the  soil. 
At  this  time  winter  plowing  had  reached  a  rather  advanced  stage. 


districts.  Xost  of  It  (ell  on  the  ISth  end  23d.  ThunderHtornifi  were  reported  from 
some  western  sections  on  tho  -Ith  and  29lh.  and  from  central  and  northern  locnlitii-H 
on  the  6th,  

MISCELLANEOUS. 

January.— A  windstorm  caused  damage  to  buildings  and  wire  systems  In  Kock- 
castle  County  e.<!tlmated  at  $20,000.  Minor  damage  to  trues  and  wire  Kystems  also 
occurred  at  Louisville. 

Hira-s.-The  heavy  rain  late  in  the  month  lifted  most  stream.s  of  the  .State  to 
moderate  stages,  and  caused  the  first  good  rise  of  the  winter  In  the  Ohio,  This  rise 
was  in  progre.ss  along  the  border  of  the  State  when  the  month  closed. 


PRESSUBE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 

Cincinnati 
Evansville. 
Louisville  . 


..111. 
.Ohio 

Ind. 
..Ky. 


Atmospheric 

pressure 

Relative 

(reduced  to  sea-level.) 

"""*■ 

humidity 

1 

1 

. 

1 

3 

1 

1 

5^ 

1 

1 

1 

30.05 

30.«0 

25 

29.23 

30    10.2 

29!bw. 

5 

77 

61 

64 

30.04 

30.49 

•>ft 

29. 3(; 

30 

9.2 

30 

w. 

22 

«2 

«S. 

71 

30.06 

30. 5C 

■2f> 

29.2a 

SO 

10  ; 

33 

svr. 

A 

7fi 

64 

66 

30.05 

30. -IK 

25 

29.28 

30 

12.0 

35 

w. 

26 

76 

62 

70 

COMPARATIVE  DATA  FOR  JANUARY. 


Temperature. 


TEMPERATURE. 

The  month  averaged  much  warmer  than  normal,  but  the 
accumulated  excess  of  heat  occurred  mostly  in  the  first  decade, 
when  daily  temperatures  ranged  from  8°  to  2.5"  above  the  sea- 
sonal temperature  level.  Later  on  the  occasional  warm  days 
were  balanced  by  a  few  that  were  moderately  cold.  The  extreme 
temperatures  usually  experienced  in  this  month  were  notably 
absent.  The  range  for  the  State  was  between  74^  at  Hopkins- 
ville  on  the  9th  and  11°  at  several  stations  on  the  23d. 


PRECIPITATION. 

Precipitation  averaged  considerably  above  normal  for  this 
month.  It  was  less  than  normal  at  most  stations  near  the 
northeastern  and  southern  boundaries,  where  it  varied  between 
8.0  and  4.0  inches.  Westward  in  the  mountains  and  most  of 
the  Blue  Grass  region  it  ranged  from  4.0  to  6.0  inches.  Farther 
west  practically  all  districts  received  from  fi.O  to  S.O  inches. 

The  range  for  the  State  was  between  2.73  inches  at  Gras'son  and  9.o1  inchf;s  at  ■'Dlhomi. 
Moderate  to  heavy  rains  occurred  generally  in  the  periods  4-Uh.  13-14ti:,  and  '29  30th. 
Liglit  to  moderate  and  somewhat  local  precipitation  visited  most  distriit>  dii  tln" 
y-lOth,  16-19th.  22d-24th,  and  31st.  With  some  local  exceptions  in  the  western  comities 
iibout  ttie  4-dth,  the  heaviest  rain  fell  on  the  29th  and  30th.  The  total  >n<)\\full 
ranged  from  10  inrb  in  the  southern  eonntips  to  5.0  inehes  or  more  in  iiortli.a-tei  a 


1889 './ 

1890 

1891 

1892.... 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901.... 

1902 

1903 

1904 

1905 

1906.... 

1907 

1908......... 

1909 

1910 

1911 

1912 ....... 

1913.... 

1914 

1915.... 

1916 

1917 

1918 

1919 

1920  

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928......... 

19'29 

1930 

1931 

19:i2 

19,S3 

1934 

1935 


26.0 
30.0 


40.4 
34.4 
37.2 
36.7 
33.7 


35.0 
38.3 
33.8 


25.9 

61     i 

42.5 

76    1 

39.4 

33.0 

65     1 

41.2 

36.7 

74     j 

20.6 

37.9 

68     1 

33.4 

72     1 

39.7 

34.6 

67     i 

41.0 

68 

31.3 

66     1 

35.8 

84.4 

69 

35.8 

70 

35.0 

76 

34.8 

76 

34.6 

75 

37.7 

72 

44.9 

80 

43.9 

74 

40.4 

72 

87.3 

71 

29.4 

68 

43.6 

76 

72 

40.4 

74 

36.0 

83 

2.72 
2.08 
2.91 
6.71 
1.25 
3.25 
8.76 
6.23 


3.17 
2.83 
3.48 
8.02 
2.20 


3.09 
11.41 
2.31 
5.03 
7.27 
6.38 
5.09 
3.62 
6.75 
3.06 
2.25 
6.11 
5.05 
2.60 
4.01 
6.83 
2.47 
4.64 
4.85 
1.23 
8.13 
5-18 
1-85 
5.28 
2.99 
15.77 
3.56 
5.56 
4.. 57 


Number  of  days 


4.1 

10 

10 

12 

13 

18 

6 

14 

12 

* 

9 

11 

17 

11 

10 

■  avprsges. 
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n'eetern  Diviiion 
I'.eavcr  Dam  ....•• 

I  alhoun 

l';arliugton 

Kords  Ferry,  Dam  5 
Gilburtsville 


Ohio 

McLcau  — 

Hopkins 

Crittenden  . 
Marshall 


Sreenville   |  Muhlenourg . 

Ohio 

Henderson  . . 

Christian 

Ballard 

(iraves  

Calloway  — 

Daviess 

Duviess 

McCrackeu.. 
.McCrafken  . 
Caldwell  .... 

:McLeau 

Logan   

Union 


Hartford  (near,' 

Hendereon • .  • 

Hopkinsville 

Lovelaceville 

Mayiield 

Murray 

Owensboro 

Owensboro,  Dam  46. . 

Paducah 

f'aducah  [near) 

Princeton 

Ramsey,  Lock  2  ^ 

RusseUVille 

Uniontown.  Dam  49. . 
Central  Dh'islon. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Browusville.Lock  &t. 


Carrollton,  Lock  1 

( 'old  Spring,  Dam  36.  ■ 

Danville 

Dix  Dam,  Burgin 

KadsvIUe 

Eubank  

Frankfort,  Lock  4 

G.-st,Lock3 

Glasgow   

Grant,  Dam  38 

Greensburg 

High  Bridge,  Lock  7. 

Irvington 

Lancastei 

Leitchfield 

Lexington 

::ittl<aiickm:iu.Lock8' 

Lockpoit.  Lock  2 

Lomsvii.i.i". 

Do.  Bowman  Fit-Id. 

Mammoth  Cave  ■ 

Monticello 

Munfordville 

61.  Jonn 

S:ilvis;i.Lock  61 


Breckinridge 

Jefferson 

Warren 

Ediiiongon  .  ■  • 

Pulaski 

Carroll 

Ciimpbell    .... 

Hoyle    

Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren 


■Ifc.^amine 

Breckinridge 

Carrard 

Cirayson 

Fayette 

.li'.-samine    ... 

Hi-iiry 

.lefYerson 

.lellerson 

Kdmonson.. . . 

Wayne 

Hart 

Hardin 


Mercer  . 


J  ii>  1 


■ryroiie.  Lock  0*    

Williamstown 

\Voodbiiry,  Lock  4  t- 
EtiHer'ii  Division. 

Annville 

Ashland   

Berea 

(V>llegeHilI,LocklI. 

Cumberland   

Gynthiana  

Falmouth 

Farmers   

FlemingBbur;;   

Ford,  Lock  101  

(Jray.son   

Greenup.  Dam  30  ... 

Haziird 

ileidelherK,  Lock  14  . 

Jackson 

.lenkins 

Louisa 

Maysville,  Dam  33  .. 

Middlesboro 

Mount  Sterling 

Oneida    

Oneonta.  Dam35^  . .. 

Paiiitsville 

I'ikeville 

pippapjiBH 

(juiokBund 

Kiiveima,  1/Ock  Vi 

Ki<^hraond 

Valley  View,  Lock  9. 
\'aiiceburg.  Dam  3'2. . 

Wllliamshurg 

Willow.  Lockl3 ..i  L.'^    .. 

Wincliester  I  Clark 

Slat**  ftveragcB  and  exitreine.s^ 
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AuderBon 

Grant  

Bntler 

Jackson  

Boyd 

Madison 

Madison 

Harlan 

Harrison 

Pendleton 

,  Rowan 

i  Flemin-  ., 

Clark 

Carter   

Greenup 

P'Try   

Breathitt  .'..i.".'..'i 

Letcher 

Lawrence 

Mason 

Bell 

Montgomery 

Clay 

Campbell 

JobllBOM 

Pike 

Knott 

P.reathitt. 

KHtill    

Madison 

.■M.idi.soii 


Whitley  ... 


Temperature,  in  degrees  Fahr. 


+  6.5 
+  2.3 
+  6.4 


40.5 

+  8. 

41.31+  6.9 
42.6  +  5.3 
42.1+  3 
38.9  +  3.7 


341  1  19  lMO.fi'+  3.21 

:-:90     ly  :^'4-i. 6+  5.71 

529  ,  32  !  42.0+  5.S 

384      22  ....    .1 

.590  I  26     38.21+  2.1 


524  i  21 
943  I  36 
Mi      22 


Precipitation  in  inches 


Number  of  days' 


.S24 

41 

1128 

40 

930 

46 

KdO 

2  1 

497 

17  1 

620 

5  1 

f>3fi 

3 

103.S. 

R 

732 

13 

631 

•;!() 

926 

42 

571 

26 

525  I  22 
939  '  42 
646  I  19 

961  t.... 


40.4 


4.4 


fl4 


'3' 

Z. 

"'•isi' 

■■'T 

"iV 

"23' 

4 
4 
s 

15 
13 

"mi'i 

23 
23 

3 

18 
"\2 

23 
■23" 

4 

9 

14 

11 

23 
23t 

+0  99 
+4,55 
+3.05 
+0.98 

+0.75 


+2.88 
+1.01 
6.801+0.58 
7.651 +2.49 
5.181-036 
5.73+1.46 


+0.44 
+  1.29 
+012 
+2.84 
+  1.75 
+0.99 
+0.87 

--0.S3 
+0.59 
+2.  56 
+1.46 
+0.84 
4.24  +0.52 
3.73+0.45 
6.52+2.84 
6.03 
5.37 
4.921+0.49 
'+0.57 


4.45 


rO.' 

+  1.54 

+0.78 

+1.90 

+1.40 

+0 

+2.55 

+0.70 

+1.76 

+2. 

4.87l+ti.85 

4.421+0.42 

4.8l| 

8.I2I 

5.721 

7.51  +2.05 
6.35  +  1  59 
6.64  +-I.97 
4.94+0.39 
6.42  ... 
7.23  ... 

5.52  ... 

5. 89  +  1.45 


5.761 1.34 

3.39-0  67  1.52 
6.651+0.80  1.V3 
5.«2l  +  1.34'  1.83 


3.00  -0.33| 

4.8s;  +  t.oi;: 

J.  13  +n.03| 


3.12|-0.C6    0.80 


2.1 


17  j  W. 
13     sw. 


EldredG.  Yonng. 

it.  C.  Bennett. 

Brick  Southworth . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W    R.  Carson.  Sr. 

Prank  T.  Street,  Jr 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Pat  W.    W.'ar. 

Henry  S.  Berry. 

Lockmaster. 

U.  S.  Kngineers. 

Joe  Lagore. 

Dr.  W.  L.  Cash. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfieet. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcora 

Lockmaster. 

W.  J,  Piggot. 

Walter  Killion . 

H.  H.  Willis. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weatlier  Bureau 

U    S.  Weather  Bureau- 

Ivan  J.  Ellsworth. 

E.  0    Cooper 

Mrs.  M.  W.Price. 

Sisters  of  Loretto. 

Lockmaster. 

Willa  S  Ratta, 

A.   McLpod. 

Airway  Station. 

Tliad. "Cheatham,  Sr. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster. 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambrose. 

Lockmaster. 

C  Bertrand  Fields, 

S.  M  Hill- 

.(.  V.  Oldham. 

Lucille  C-  Stamper. 

C.  A.  Glascock 

Lockmaster. 

Mrs-  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

.las,;'    Goll, 

1;    ,'    lliiward, 

. I,.. ■,.'.=  Workman 

I, . I. 1. master. 


A.  L.  Donta. 
v.  3  Weatlier  Burciu. 
cpnev  Run  Com.  Cen. 
K.    W.  .Tones. 


l.icVniaster. 
I  W  I'rooko. 
I,.:cl;ina.ster. 
[,orlaiiiister. 
Wadely  West, 
Lockmaster. 
Airway  Station. 


t  Also  oil  ott 


dates 


more  years  01 
(iret'u  River; 
two  days.  etc. 
le.=s  than  0.01  i 


nh  rain  or  melted  snow 


iHVVpiil 


iPi 


•Iamiai.'v,  i; 


c:MMA'rOlX)(iK:.\l.   DATA:    Kh:NTUCKY  SICCTION 


Dally  Freoipltation  for  January 

,  1989 

Day  ol  month 

1 

2 

s 

4 

6 

6 

7      8 

9 

10 

11 

12 

IS 

14 

16 

16 

17 

18 

19 

20 

21 

22 

"  I  ■■',■■  ■,'■■, 

1 

1.18 

2.28| 

.771 

:iS 

.98 
2.88 
J.bO 
1.25 
1.46 
2.16 
1.78 
L55 
.77 
.84 
.86 
1.65 
.62 

:; 

i:^6§ 

.56 
.76 
.63 

':«! 

■z 

.97 

.76 
1.45 
1.19 
1.13 
1.58 
1.15 
2.82 
1.70 

.70 
1.77 

.70 
2.01 

.45 
2.05 
2.06 
1.25 
1.38 
L81 
2.64 

.20 

!  66 
2.83 
1.82 
.84 
.87 
1.19 
1.10 
1.29 
.67 
.02 
137 
2. 57 
2.42 
.62 
L98 
1.23 
2.36 

1.81 

.61 

2.41 

1.75 

1.2', 

1.46 

1.35 

1.66 

1.30 

.95 

1.39 

1.78 

1.66 

2.04 

1.48 

1.72 

1.36 

.63 

.20 

1.04 

.17 

1.10 

1.78 

.10 

1.41 

1.67 

1.23 

1.56 

.73 

1.55 

1.05 

.90 

.57 

.98 

'.'08 
.07 

"69 
.02 

.13 

".it 

.16 

'.'66 

.05 

'.'ii 

.16 

.13 
.05 
.08 
.02 
.11 
.08 

'.'i4 

':i8 

.05 

'.OE 
.08 
.10 

'!i5 

.03 
".M 

i 

Wettem  Dirition 

Beaver  Dam 

I'allioun 

Karliiigton 

Kords  Kerry  Dam  60- 

Ullbertsville' 

(iroonvillB 

Hartford  

IleuUerson 

Hopkinsville 

...G, 

...y. 

....G. 
....0. 
....T. 
....G. 
....G. 
....0. 
....C. 

....T. 
....0. 
....0. 
....0. 
0 

":•; 

.89 

1. 00 
1.20 
.06 
.16 
.8<S 
.29 
1.00 

1:45 
1.47 

2.00 
.21 
.03 
L62 
3.66 
.04 
.OS 
.10 

.10 
.60 

.18 
.04 
.12 

T. 
.15 
1  25 
.11 

.18 

'.'52 
03 
.60 
.92 
.07 
.74 
.50 

■1 

.15 

.1» 
.18 
.54 
.46 
.52 
.47 
.23 
.07 

.86 

.36 
1.92 
2.25 
2  09 

.90 
1.06 

.66 
1.41 

"89 
.68 
1.28 
2.69 
1.68 

.03 
.80 
.03 

;ii 

'."ie 
.22 
.20 
.02 

'.'14 

.05 
.06 

".'li 

.08 
.70 
.31 
.06 
.38 
.17 
.80 
T. 
.20 

".'il 

.09 
.11 

T.' 

!66 

.16 

.29 
.96 
.22 
.83 
.67 

1.12 
.98 
.68 

1.83 
.66 
.79 

'■'& 
.22 
.53 
.46 

1.05 
.64 

1.38 
.23 

.18 

.93 
1.45 
1.26 
L50 
.23 
.20 
1.16 

i!55 

';79 
.86 

1.64 
.17 
1.40 

.02 
.50 

;62 

.'05 
T. 
T. 
.26 

.06 
.20 
.12 
.08 

'■Ob 
.04 

T. 

!66 

.19 
.14 
.20 

".'65 
.14 
.20 

"'40 
.29 
.47 
.04 

'.'24 

.06 
.90 
.28 
.24 
.82 
.12 

:il 

.60 

:65 

'.'io 
.22 

.05 
.10 

:io 

"62 

T. 

.12 

.10 
.82 

.16 
.26 
.13 
.10 
.80 
.20 
30 
.02 

"i 

'.hi 

".06 

".ii 

".OS 
.07 

'.'08 
'.'63 

■f  ■ 
.06 
.03 
.02 

't'.' 

T. 
T. 

!i« 

.14 
f.' 

'!i2 
■.69 

.25 

6.43 

T. 

9.61 

T.' 

8.09 
8.68 
6.77 
6.29 

't. 

T.' 

!6o 

T. 

8.63 

".'oi 

8.88 

e.60 

Maytiold 

Murray 

viweusboro 

Owenshoro,  Dam  46  '■' 

Vaducah- 

.03 
T 

'.'6i 

.01 
.01 

"06 
.08 
T. 

7.65 

.08 
.05 

5.18 
6. 73 
6.76 
6.20 
5.98 

Princeton 

Kums.-y.  Lock  No.  2  " 

Riissellville  - 

G 

2!i7 
1.06 
1.81 

1.22 
.46 

1.02 

1.29 
.65 

1.09 
.57 

1.14 
.03 
.62 
.87 
.82 

1.19 
.23 
.68 

1.25 

1.17 
.71 
.07 

1.31 
.70 

':83 

.19 
1.0* 
1.56 

.65 
1.25 

.89 

.92 

!69 
1.24 

'.'02 
.02 

.27 
.13 
.16 
.05 

.18 
.12 

.10 
.24 
.33 
.04 

.07 
.06 

'.'38 
.93 
.10 
.12 
.15 
.06 

T. 

'!87 

.04 
.24 

'.M 

.19 

'.'05 
.06 
.30 
.05 
.85 
.17 
.12 
.06 

'!i9 

'.'17 
.11 

^' 

".21 

".io 

.21 

.06 

".U 
'i 
'.'62 

T. 
.04 

't. 

T. 
.32 

't.' 
't. 

T. 
.02 
T. 
T. 
.20 
.06 
.04 

•?^ 
.02 
.17 
T. 
T. 

't" 

.20 

.05 
.19 
.43 
.25 

.40 

i;25 
.35 
.35 
.16 
.14 
.32 
.03 
.41 

".is 

.18 
.43 
.13 
35 
.87 
.39 
.02 
.26 
.31 
.38 
.21 
.02 
.16 
.40 

';38 
.33 
.32 
.18 
.33 
.17 
.21 

't.' 
"!6i 

.05 

'.'is 
'.'io 

.04 

'.'6i 

■f.' 

.10 
.08 

"63 
.11 

'.'16 
'.'ii 

'!67 

T. 
.13 

.18 
.08 

.10 

'lie 

.16 
.15 

'!67 

.17 

T. 

T. 

't'.' 

T. 

T. 
T.' 

r'.' 

T.' 
T. 

T. 

7.81 
6.39 

.26 
.06 

.16 

.20 
.16 
.15 
.35 
.23 
.10 

'."ii 
'."69 

.05 
.03 
.21 
.06 
.18 

'.'22 
.06 

.14 

t" 

.88 
.16 
.20 
.10 
.40 
.17 
.31 
.47 
.12 
.19 

".31 

't.' 

T. 

.40 

'.'is 

".il 

'iio 
't.' 

".'53 
.02 

6.23 
5.89 

Central  DMsion 

Addison,  Dam  45.  ^ 

Anchorage 

Bowlinjt  Green 

lirownsvillo.LockNo.  6* 

Rurnside-   

t'arrolltou  Look  No.  1'-.. 

Cold  Spring,  Dam  36^ 

Danville'^ 

Dix  Dam,  Burgin  . 

....0. 
....0. 

■■■J: 

....c. 

. . . .  K. 
...  .O. 
.  .  K 

■;:: 

... 
.... 

.5.38 
4.76 

1 
.03 

't.' 

.08 

;63 

.02 

ios 

T.' 
.02 

7.7K 
0.98 
6.65 
4.21 
3.73 
0.62 

.02 

"ioi 

.05 

"'08 
't'.' 

T. 

't. 

T. 
.07 

'.'64 
T. 

".oi 

'!64 
't.' 

T. 

't.' 

■.'65 
'.'63 

'.'oi 

.11 
't.' 

■;64 

.10 

'!62 

.OS 
.11 

'.'ie 

.07 

.12 

".'63 
.06 
.11 

^18 

t"^ 

'^24 

01 
.15 
^05 

.02 
.20 

'!28 
.03 
.15 
.12 

.05 
.04 

.58 

.03 

't.' 

.... 

■tv 

T. 

.03 
'."i3 

'^02 

"nv 

T. 

5.37 

Eubank 

Krankfort.LookNo.  4- 

(^est,  LoclcNo.S-'.. 

— 

4.92 

4.81 

5.85 

(ir^u^t?  Dam  33- i'. 

3.87 

High  Bridge, Lock  No.  V^ 

0 

.02 

.03 

'f.' 

.08 

'ioi 

.08 
.08 

".1- 
.05 

08 

T. 

'!62 

1.'55 

't'.' 

4.55 

Lancaster- 

Leitchfield  - 

Kll^L;au:LockNo.-8^t 

Lockport,  Lock  No.  2= 

Louisville':; 

Do.  Bowman  Field ■■ 

Mammoth  Cave". 

Moutioelio  •-' 

Munfordville   - 

St.  .lolin 

SalYi8>i,LockNo6'-t 

.Shelbj-ville 

Shepherd'^ville...... 

Smith's  Urove 

....G. 

....0. 
....  0. 
..   .G. 

.■;..G.' 

s 

....K. 

S. 

....  s. 

G. 

.... 

;.'.' 

.12 

''62 
'.'10 

1.40 

".'ei 

.20 

'.63 
1.35 
.26 
.69 
.66 
1.44 
1.77 
1.27 
1.02 
1.35 
.73 
1.36 
1.41 
1.86 

6.80 
5.69 
6.94 
6.79 

''06 

.26 

'.'12 
.21 
.29 
.23 

.18 
.08 
.21 
.13 

!l4 

't. 

'.'67 
.'62 

.17 

't'.' 

't.' 
't'.' 

T. 
T. 
T. 

't'.' 

.10 

t'.' 

4.87 
4.42 
4.84 
8.12 
6.72 
7.61 
6.35 

.07 

6.64 

T. 
T. 

.01 

6.42 
7.23 
6.62 

Tyrone,  Lock  No.  5  M 

....K. 

.05 
.71 
.01 

.07 

'!25 
.19 

tV 

T. 

'.'oi 

\'.'.'. 

''is 

.IS 

.3-: 

.Of 
T. 

.90 

.01 

.15 

1.02 
1,04 
1.30 

.22 

1.60 
1. 00 

■;« 

'.'•26 

^08 
1  .  1." 

jl.C 

I'.i' 
.5' 
.5f 
.4. 

.15 

';o6 

.25 
.52 

'.'30 

i!'i3 

.30 
.96 
.86 
.31 

'  'fir 

T 

't'.' 

".it 

.12 
'.'16 

.18 

!ii 
.10 

't. 

".k 

"■03 

't. 

.06 

t'.' 

.30 
'.'32 

.37 
.22 
.32 
.37 

'.'32 

.26 
.30 
.34 
.34 

.30 
.22 
.42 
.28 
.31 
.22 
.38 
.21 

.05 
.27 
.03 

.05 
.04 

'."07 

!07 

".'63 

''06 
.IC 

.13 

;;o9 

't.' 

'ioi 

.05 
'.04 

.14 
.09 

':68 

".Ob 
.11 

.12 
.02 
.12 
.04 

'iio 

.06 
.09 

.02 
.4» 
.04 

.10 
.15 
.06 

.03 
'.'61 

't'.' 
'.'6s 

]07 
T 

'.'02 

.01 

'^08 

'.'61 

1.10 
.95 
1.09 

1.02 
.23 

1.73 
1.20 

".6S 
.60 

1.82 
.63 

i.r 

.90 
.21. 

l.Ji 

j'isc 

1  .36 

1.78 
1.30 

1.68 

1.34 
1.52 

i:l^ 

i.'2- 

1.46 

.62 
1.1! 
1.85 
l.lH 

1.1" 

ii.'k 

|l.3c 

.20 
'.'oB 

^i; 

.04 

.13 
.14 

'.'28 

-i 

.2f 
.13 
.28 
.12 

i.ic 

6.89 
4.32 

T\'oodbury,  Lock  No.  4- 

Eastern  Division 

Aunvir.e  ■= 

Ashland- 

CollMeHilV,  'Lock  No.'  iV'^'  '.'■'■'. 
Cumberland  ....  ............ 

Cynthian:i  - 

C. 

O. 

....K 

::::;E 

L 

::::± 

K. 

:::?, 

.....K 

K 

K 

B 

B 

0 

c 

j... 

... 

't. 

j... 

1.08 

.62 
.32 
.61 
.56 

:7f 
1.22 
.32 
.6^ 

'it 
.6 
.65 

.4r 

.42 

■  Sf 

■  it 

T. 
.02 

't.' 

■;65 
.33 

■.05 

■.'09 
.10 

.;" 

■.'6; 

.... 

.22 

■  i\ 

!l7 
.03 

.10 

.08 

M 

'!04 

6.18 
6.76 

't. 
't. 

T. 
T. 

'f 
.07 

'.'6i 

.1)1 
'f.' 

T 

'u 

5.65 
6.82 

"4.' 40 

1     4.07 

Farmers  - 

4.89 

Fiec.lntisburL' -^ 

".Ob 

'.'ob 

3 

.08 
.02 

"■6t 
'.\i 

.22 

1:::. 

1     4.01 

GravMju  '. 

(iret'-iuip.  Dmii    .sn- 

;;; 

! 

'.'oe 
".k 

.41 

.0.= 

.IC 
.IC 

"■it 

2.78 

:!.7i 

Hfidc;lberfr.  Look  No.  14...... 

Jackson- 

11 

1  .5e 

1  -IS 

j... 

.11 
.!£ 
.1'. 
.OS 

.0- 

■*■ 

5.20 
5.47 

Louisa- 

Maysville,  Dam  33-' 

Middlp^boro 

't,' 

't.' 

'.'oi 

4.S8 
4. 13 

1 

... 

... 

OneontaDaiii  S.i  - 

.....0 

T. 

.-, 

.11 

M 

... 

.3-. 

1   .25 

1.:. 

.0£ 

.18 

.08 

.01 

T. 

.0.^ 

T. 

T. 

T. 

.48 

1.41 

.06 

3.73 

Pikeville 

Pippapaiis 

Quicksands 

Havenna.  Lock  No.  12-!. 

Richmond 

Vallev  Vi.'W.Lock  No.   Q- 

VasnebnrsT.D^imNo.  H2  - 

Williamsburg'....-. 

Wilicnv.Loc-k  No.  l:05 

Winchester 

B 

.....K 

K 

....   1< 

K 

K 

C) 

.■.'.V.K 

... 
... 

1:;: 

'V. 
.IC 

T. 

^0' 

.'2- 

|.7r 

1::: 
.1 

'■■if. 

.4f 
At 
.5. 
.2^ 
.If 
I.  3« 

.4. 

.6'. 

T. 

'.'ii 
.'6. 

•■■■ 

:;: 

... 

j  ■■ 

;;; 
'■'■*' 

.0' 
.\i 

'.'li 

■  \: 

.04 
.OS 
.IC 

.... 

C'.' 
.... 

.... 

.05 

T. 

i.'k 
i.'oc 

'.'6s 

'.'e 

.41 
1.0 
.If 
ll.S 
11.8. 
il.O' 
1 

!::' 

1   .2! 

i" 

1::: 
1::: 

.r 
.ic 

:ii 

1  .24 

.'ot 

'.'30 

T. 
.5C 

\'" 

!  .01 

.37 

.5C 

"■2i 
.IC 

.3- 

'.2'l 

T. 
T. 

■;6- 

'.'i4 

.OS 

';6: 

T. 

.22 
.82 
.3- 
.IS 

'.'63 

(.OS 

\".'&i 

.06 
T. 
41 

I:"' 

.06 

|r 
ff.- 

1  -01 

"61 

T. 

:::: 

.... 

.... 

.01 

T. 

f 

T. 

'.'07 
T. 

.... 

■:9f 

... 

'... 

'.'.'■ 

.5C 

..5S 

'.'66 
:i.7C 
|1.8( 

r:2c 

11.0. 
!2.0 

.2S 
.3£ 

.8£ 
.8. 
.L 

1.4f 
il.5. 

.'9 

T. 

'!;V 
.'.'.' 

!  .16 

\% 
.16 
.0 

!     3.12 
j    3.24 

j.':; 

':6s 

i:S 

3.71 
'     4.74 
,     6.19 
1     5.86 

Except  as  otherwise  indi 
'Fij-t-or.l.T  Weather  Bu: 

aL'K,  iM.  i::.-;i  •.•.■■■oniedis 


r>ated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  nrecipitation  recorded  is  for  24  hours  ending  at  time  of  observation 
•eau  station;  precipitation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  -Precipitation  measured  in  the  morning 
for  the  preceding  24  hours.  tPrecipitation  measured  with  recording  gage.  'Included  in  the  next  following  measuremem 

n  'e.^s  tiian  0.01  inch.  (Post  office  adilresses  as  follows:  -Lock  .5.  Lawrencebnrs,  Ky.  ;    Lock  fi.  Vprsnilles,    Kv.  :  Lock  8.  Nicholasvillo  Ky 

:  Oneonta.  California.  Ky.  River   drainage  area    in  wliieh  station  is  located  is  indicated  as  follows:  (B)  Big  Sandy    (L)  Licking:  (K 

•  Green;  (CI  Cumberland;     T'  Tennessee:  (OtOhio:  ( M>  Mississippi. 


CLIMATOLOGICAL  DATA:  KENTUCKY   SECTJOjW 


January,  1939 


Daily  Temperatures  for  January,  19S9. 


11      12     13  j  14  I  15  !  16  !  17     18     19 


21     22     23     24     25     26     2' 


29     30     31    Mean 


Hopkinsville 
I.ovelftceville  . 


.Maximuin  . 
:Miuiniuni . . 


S  Maximum  . 
I  Miuimum.. 
I  Maximum  . 
I  Minimum .  • 
y  Maximum  . 
*  Minimum.. 


(  Minimum.. 
^  ,^  \  Maximum  . 

Mayneld j  Minimum.. 

j  Maximum  . 
Murray  


Minimum. 
Maximum  . 
Minimum.. 
.Maximum  . 
:  Minimum.. 
:  >faximum  . 
:  Minimum. . 
1  Ma  ximum  - 

Princeton ',  Minimum. . 

„   .„  -„  *  Maximum  . 

RiisssUvilIeiiSi I  ifininium. . 

Cenlrn!  Oii-Unm. 

\  Maximum  . 
Anchorage 


Owensboro  , 
Pafiucah.... 


Paducah  (near).. 


(  Minimum. 

)  Maximum  . 

'  Minimum.. 

S  Maximum  . 

'  Minimum.. 

(  Maximum  . 

I  Minimum.. 

)  Maximum  . 

(Minimum.. 

i  Maximum  . 

'  Minimum.. 
: Maximum  • 
:Minimum,. 

J  Maximum  . 

(  Miuimum.. 

)  Maximum  . 

'  Minimum.. 

)  Maximum  . 

'  Minimum.. 

(  Maximum  . 

(  Minimum.. 
.     ...  \  Maximum  . 

""svillB /Minimum.. 

Do.  Howman  Field   ■  ^[ fif/,™™. ! 

.,    „  )  .Maximum  • 

ammotli  fave.....  (Minimum.. 

,   ,  (  .Maximum  . 

■    'o'"' *  Minimum.. 

)  Maximum  . 

*  Minimum . . 

'  Maximum . 

\  Minimum.. 

:. Maximum  . 


Bowling  Green. 


ilasgow 


Irviiigton  . 
beitchfleld 
I.pxinKion 


Shelby ville  ... 
Smith's  Grove 
Stearns...   — 


Wllliainetown 

F.iitlTn    Dh 
.\unville 


■.Maximum  . 
:.'/nninium.. 
I  Maximum  . 

..Maximum  . 

Minimum- . 
)  Maximum  . 
'  Minimum.. 
)  Maximum  . 
'  Minimum. . 


Heidelberg 

Maysville 

MiddlPSboro.... 
Mount  Sterling 


yuick.s-.ind  ..., 
Kichinond  — 
VVilliamsburif 


I  .Minimum.. 
I  Maximum  . 
•  i  Minimum.. 
)  Maximum  . 
I  Minimum.. 
)  Maximum . 
I  Minimum.. 
(  Maximum  . 
'  Minimum.. 

: Maximum  . 

^Minimum.. 
I  .Maximum . 
I  Minimum.. 
)  Maximum  . 
'  Minimum.. 

:  Maximum. 

iMinimum.. 

: Maximum  . 


i.Maximiim. 

:Mlnimnui. . 
S  Maximum 
'  Minimum.. 


401     &5 
62|     61 


31    sei 

57     64 


46      551     4fij     2% 

64!     60|     54     58 

45|    52 


63j     63 

30     30 
62|     62 


fil 

46 

41 

28 

fil 

48l 

2f 

26 

64 

4y 

47 

30 

66 

47 

27 

K< 

47 

4(] 

28 

5.') 

<»■ 

47 

sr! 

61 

ft-/ 

^7 

H( 

«<l 

57 

44 

83 

6y 

45 

4f 

;i5 

SI 

47 

45 

26 

nf 

41- 

\> 

«2 

W 

5r 

46 

81' 

6L 

t 

aUj        *iU|        35| 

28|     32!     32| 


42| 


sol  31 

47|  40: 

35  82l 

45  41 

32  30 


32  31 

611  3; 

29l  3( 

52|  4- 


56  601 

,     24 1  30! 

561  60 

30  33 


53 

42 

64 

65 

M 

48 

6? 

61 

5C 

42 

65'    68 

52 

48 

64 

59 

52 

48 

65 

64 

29|    31j 


29|     37 


29 

28 

59 

61 

2S 

3'i 

62 

fin 

SO 

31 

fia 

62 

so 

85 

60 

61 

36 

85 

6ft 

61 

2S 

26 

62 

56 

64  65  65  SS 

301  44  62'  S3 

fi8|  67  66[  60 

2!)  361  571  301 

68  69l  64  57! 

-'  --  52!  36 


27 

28 

fifl 

62 

34 

37 

S7 

60 

23 

26 

61 

64 

34  271 

f.2]  60t 

33  26 

63!  65 

29|  22 

58  60, 

37I  40'    40 


31      29 

451     37 

48;     41 


82  32 

88i  34 

301  21 

381  83 

32|  29 

38  331 

81  32' 

45j  36 


50 1    34 
33 


23I  26 
42  39 
25l     31 


27      331 

421     401 
27|     301 


62!  58 

301  28 

65  42 

26  2t 

00!  60 

33|  28 

59  58 


!l  3  li 


38!     30 
601     57 
29 


27 
43 

29 
86 

34 

82 

44 

48 

32 

32 

48 

45 

29 

30 

48 

40 

27 

S3 

45 

39 

28 

31 

25!  28  29  38 
59|  63  63  69 
32|  86.  27 1  44 


__  2&:  2 

46      46 

28     23 


601  65 

28  21 

60!  55 

34 1  32 

60  57 


16l  241  '■^fi  27 

371  55  59!  6fi! 

22  34  3ll  26'     I9|     30,     23l 

40  56l  6OI  64!     29     38      39' 


25!     201 

40j 


20|     24| 


22      41 

45!     601 


441     49j 
29]     40| 


051.7 
«31.9 
49.5 
29.3 
61.5 
33.8 
62.0 
29.5 
49.3 
31.7 
61.4 
30.7 
50.6 
82.0 
52.0 
32.8 
51.3 
35.2 
47.6 
80.2 
•49.9 
31.4 
=52.1 
''33.2 
61.8 
32.2 
46.9 
30.5 

48.2 
';8.6 
52.6 

60.2 
.30.7 
49.7 


27.0 
49.0 
29.4 
51.2 
31.1 


ill     55     26 

3oi     48!     59!     .33I     34! 

241     29!     31:     19l     I5I 


19     23^    23     23 


291     28      23      321     %?, 


37      46     521    561    36 


271     23;     25      42 


31      22      24      141     30 


421  42 

221  26 

40:  i'* 

23|  27! 


41 
33 
45 
30!    32 


811  33  27|  28  28  24i  28 
41  36  :-,3  42  4ll  42  39] 
30     30l    23     29i    32!    2S!    29 


17l  2S 

36i  52 

22  2G 

42I  58 
21| 


49.7 
32.1 
46.6 
29.6 
48.0 
33.3 
36i  48.2 
.30  32.3 
35     50.8 


591     56 


27|     21; 

•■I       ■•! 


h\     36]     3fii     80|     44]     45]     51      37 


.321  20] 
30]  36 
801    23 


36     38     36     38 


1{    29 


561  8S|  51.4 
sol  291  31.6 
82I  ''£0.2 
'     .2 


201     31      33 

44     4.11     52 
21      871     31 


47.7 
29.2 
60.3 
29.6 


nhar^Hd  to  the  prpwdinsr  dav.  on  which  it  almost  always  occurs 


illo.  3  18  39  IK". 


■^i^ 


i^\Hrr^^\ 
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J.  L.  K£NDAL.Ii. 


Vol.  XLIV        Louisville,  Ky.,  Fkrruary,  1939 


No.  2 


OENEBAl.   STTMSICAB'Z'. 

The  temperature  for  the  month  averaged  somewhat  above 
normal,  but  the  weather  was  verj'  changeable  and  decidedly 
unfavorable  for  outdoor  work.  Temperatures  Uuctuatcd  widely 
in  short  periods  from  far  above  to  considerably  below  the  sea- 
sonal average.  The  heavy  to  excessive  precipitation  caused  ex- 
tensive flooding  of  bottom  lands,  with  damage  to  prospective 
crops.  Standing  water  on  flat  upland  grain  fields,  often  changed 
to  sheets  of  ice  in  the  cold  intervals,  caused  drowning  and 
smothering  of  plants.  These  conditions  continued  in  the  west- 
ern counties  at  the  end  of  the  month.  The  frequent  freezing 
and  thawing  of  the  surface  soil  also  damaged  grains  and  clover 
by  lifting  the  plants  out  of  the  ground.  In  the  periods  of  high 
temperature  there  was  some  growth.  x\s  a  rule,  however,  the 
unfavorable  weather  resulted  in  slow  deterioration.  The  snow- 
fall offered  some  protection  north  and  west.  Because  of 
the  differing  reaction  of  the  various  soils  to  the  unfavorable 
weather,  irregularity  in  the  conditon  of  grains  increased  during 
the  month.  While  temperatures  at  times  rose  very  high  for 
midwinter,  these  warm  spells  did  not  last  long  enough  to  affect 
fruit  buds. 

Progress  in  winter  plowing  had  been  good  up  to  this  time,  but 
practically  no  work  of  that  kind  could  be  done  during  the 
month.  The  heavy  rains  had  a  tendency  to  pack  the  land 
already  broken,  especially  where  the  water  stood  on  its  surface 
for  several  days.  Very  little  could  be  accomplished  in  sowing 
tobacco  plantbeds  or  in  preparation  for  early  gardening.  In 
the  last  week,  when  these  activities  usually  become  important, 
the  weather  was  exceptionally  unfavorable.  The  frequent  rainy 
spells  kept  tobacco  in  condition  for  stripping  most  of  the  time, 
so  that  the  work  could  be  readily  completed.  Extremely  bad 
dirt  roads  hindered  deliveries. 


MISCELLANEOUS. 

Ppb.  9. -A  resiclenpe  was  struck  by  llBhtnlnif  and  some  other  bulldiags  were  dam- 
aged by  wind  diirinir  a  storm  In  soutliorn  Carlisli;  County. 

Fob.  27. -A  liou.sBwifu  was  tritioally  injured  when  liKhtnlni?  struck  her  home 
near  Wi<'klilTc. 

h-irrrx  \,'\i,.„U  iMwurrcd  In  all  strnaiiis  (.f  the  State  ill  the  first  decade.  Some 
iiv-i-  «riv  ii-  |.,llo^^,  III  III.'  I/hi,,,  ;,i  I  in.  iiii.iiti,  6H. 8  feet,  7th;  Ma<Hsoii.  60.2  feet. 
Mil     i,..ii.\iii.      ;',  I  I.  .  i  .iii|"  1  Ml'..,,'   ..■iii,,i    |,.\MT  ftasce,  9th;  Evansville.  44.8  feet. 

'.vv.r.t h  I,-.  I   ",.1 ,   I-,,  np.,  1  V  i:r, .  i    I  iiiiikfort,  35.6  feet  7th:  Grefm  River,  Mun- 

fi.r.lvill.',  :ii  s  i.'.'t.  Mil.  r.r..vMiM  ilLv,  :'..'.  ^  f.'.'t.  6th;  Woodbury.  44.7  feet,  7th;  Cum- 
bcilanil,  Burnsiilc.  65.  ()  ffcl.  41  h.  Thu  Ohio  niiminMd  above  (loodstagre  from  i;van»vllle 
to  Cairo  at  the  end  of  the  month.  Damages  were  heavy  in  the  mountain  counties, 
otherwise  they  occurred  mainly  to  highways  and  prospective  crops  in  bottom  fields. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill 

Cincinnati  0hi< 

Evansville Ind 

Louisville   Ky 


29.45 
29.50 
29.50 


COMPARATIVE  DATA  FOR  FEBRUARY. 


TEMPERATURE. 

Quite  warm  and  relatively  cold  weather  occurred  in  periods 
of  one  to  six  days  in  length.  In  the  warm  intervals  daily 
temperatures  ranged  from  5"  to  25°  above  normal,  while  on  the 
cold  days  they  were  usually  3°  to  20"  below  the  average.  The 
warmest  days  were  the  9-lOth  and  19th,  when  maximum  temp- 
eratures ranged  from  65'^  to  75°  at  many  stations.  The  coldest 
weather  occurred  in  the  periods  4-5th,  16th,  and  22-23d,  when 
minimum  temperatures  ranged  from  5°  to  10^  in  the  northeast- 
ern counties  and  —  5°  to  10"^  in  western  districts.  Extremes 
for  the  State  were  79°  at  Pikeville  on  the  19th  and  -  5°  at 
Paducah  on  the  4th. 


PRECIPITATION. 


The  average  precipitation  was  more  than  twice  the  normal 
amount  for  this  month  and  the  second  highest  during  the 
period  of  record.     It    was    heaviest    in    the    section    from    the 

Purchase  eastward  over  the  Basin  of  the  Green  River  and  thi^  upper  b;!>iiis  of  the 
Kentucky  and  Cumberland,  where  it  ranged  between  ,s.00  and  12.0  im  lies.  From 
this  section  northward  most  districts  received  from  fi  0  Ui  8.0  inches.  Stations  in  the 
three  extreme  northern  counties  reported  somewhat  leiS  than  5.0  imiies.  Heavv 
precipitation  occurred  in  the  periods  ■2d-4th,  10-llth,  14-15tli.  and  26-24th.  It  was 
light  to  moderate  on  the  B-7th  and  18th-22d.  There  were  hut  few  days  without 
measurable  amounts.  As  a  rule  the  heaviest  precipitation  occurred  on  the  2d  and 
3d.  The  range  for  the  State  was  between  4,47  inches  at  Grant  and  11.87  inches  at 
Williamsburg  The  total  snowfall  varied  between  4.0  and  12.0  inches  in  the  northern 
and  western  counties.  It  ranged  from  a  trace  to  I.O  inch  in  the  southeastern  districts. 
Most  of  it  occurred  on  the  3d,  althougli  considerable  snow  also  lell  on  the  21st. 
Thunderstorms  were  reported  from  western  districts  on  the  9th.  10th,  27th  and  2Sth. 


1898.. 
1899.. 
1900.. 
1901.- 
1902.. 
1903 . . 
1904.. 
1905 . . 
1906., 
1907,. 
1908 . , 
1909., 
1910. 
1911. 
1912. 
1913. 
1914. 
1915. 
1916. 
1917. 
1918. 
1919. 
1920. 
1921 . 
1922, 
1923. 
1924. 
1925. 
1926. 
1927. 
1928. 
1929. 
1930. 
1931- 


Temperature.         Precipitation 


la38.... 
1939.... 
Period 


34.1 
45.6 
42.2 
42.2 
37.7 
34.6 
25.9 
37.4 
39. 8 
37.4 
26.2 
32.6 
32.4 
27.9 
37.5 
35.2 
27.9 
34.7 

35'6 
42.4 
32.9 
42.0 
29.7 
34.8 
32.2 
41.9 
35.0 
34.8 
39.3 
38.6 
35.7 
41.3 
41.3 
34.6 


4.72 
2.92 
4.40 
4.66 
0.66 
3.06 
5. 75 
1.61 
3.97 


5.56 
8.17 
4.70 
3.25 
3.08 
2.94 
4.14 
1.74 


2.  65 
2.48 
3.58 
3.49 
3. 20 
3.36 
4. 25 
2.20 
2.86 
1.95 
2.40 
3.39 
8.03 
3.44 


Number  of  days 


6 

IS 

6 

vz 

H 

n 

7 

10 

5 

12 

5 

16 

S 

15 

6 

14 

5 

IS 

fl 

15 

6 

10 

7 

18 

6 

12 

4 

14 

7 

11 

7 

10 

4 

12 

S 

10 

5 

Ifl 

7 

9 
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t51yeax  averages. 


CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION 


February,  1939 


Climatological  Data  foi  February,    1939. 
Temperature,  iu  degrees  fah 


PreciDiLatioQ  in  inches  Number  of  days' 


Ohio 

McLean 

Hopkins 

Crittenden  .  ■ 

Marshall  

MuhlenDurg. 

Ohio 

Henderson .  • 

Christian 

Ballard 

Graves 

Calloway.... 


Daviess 

McCracken. 
McCracken 
Caldwell  . . . 
McLe.in  . . . . 

Logan   

Union 


fVestern  Division. 

Beaver  Dam 

Calhoun 

Earlington 

Fords  Ferry.  Dam  50  . . 

GUbertsville 

Greenville   

Hartford  (near; 

Henderson — 

Hopkinsville 

Lovelaceville 

Maylieid 

Murray 

Owensboro 

Owensboro.  Dam  46.  •  • 

Paducah ■ 

Paducah  [near) 

Princeton 

Rnmsey.Lock2t 

Russellville 

Uniontown.  Dam  49. . . 

Central  Diiision. 

Addison.  Dam  45 

Anchorage 

Bowhng  Green 

Brownsville, Lock  Gt.. 

Burnside 

Carrollton.Lock  1 

cold  Spriuji,Dam36..- 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Eubank  

Frankfort,  Lock  4 

Gest,  Lock  3 

Glasgow    I'.arr 'U 

Gruut,  Dam  38 ■  Liooi..'  . 

Greensburg ' i  T"''n  . 

High  Bridge,  Lock  -..■  Ji-ssaini 

Irviugton Breciau 

Lancaster 'larran: 

Leitelifield <:raypoi 

Le.xington Fayette 

LittleHickman,Lock8l    J-st<:iiiii 

Lockport,  Lock  2 I  I'tiry  . 

Louisville i-ffHrso 

Do.  Bowman  FiL-lil. .    .urierso 

Mammoth  Cave  ■ i:.liiioiis 

Monticello Wayne 

Munfordville i  Hart . . . 

dt.  jonn I  Hardin 

Salvisii,  Lock  61 Mercer 

Shelby ville !  Shi-U.y 

Shepherdsville '  Bullitt 

Smith's  Grove ....'  \\':n-Tfri 

Stearns   —    _A1  (■<'..•■■« 

Tavlorsville SijeiH-i.-r 

Tyrone,  Lock  51    Ainl.r.Mi 


Breckinridge 

.letterson 

Warren 

Edmonson  .  . . 

Pnlaski 

Carroll 

Campbell    

Boyle   

Mercer 

Wayne 

Pu;a?ki 


•i-y  . 


Williamstown 
Woodbury,  Lock  4  t.  .. 
EoKlern  Division. 

Aniivillo 

Ashland   

Berea 

College  Hill. Lock  11... 

Cumberland   

Cyatbi;ina 

Falmouth 

Farmers   

Fleiningsbarg   

Ford,  Lock  101 

Grayson  

Greenup,  Dam  30 

Hazard 

Heidelberg,  Lock  14  . . . 

Jackson 

Jenkins 

Louisa 

Maysville.  Dam  S3  .... 

Middlesboro 

Mount  Sterling 

Oneida   

Oneonta.  Dnm  351 

Paiutsville 

Pikeville 

Pippiipass 

Quicksand 

Ravenna,  Lock  12 

Kiclimond 

Valley  View.  Lock  9. .. 
Vaiiceburg, Dam  i;i.... 

Williamsburg 

Willow.  Lock  13 

Winchester  

S  tate  averages  and  px 


Jackson  

Boyd 

Madison 

Madison 

Harlan 

Harrison 

Pendleton 

Rowan , 

Flemiuj:  

Clark    

Carter   

Greenup 

Perry   

Lee   ., 

Breathitt 

Letcher 

Lawrence 

Mason 

Bell 

Montgomery  . 

Clay 

Campbell 

Johnson 

Pike 

Knott 

Breathitt 

Kstill   

Madison 

Madison 

Lewis 

Whitley 

Clark';;.".'.".', 
trenies 


40.3 


74 


i; 


+5.20 

+5 

+5.26 

+5 


9.95 


+6.25 
+5.33 
+5 


+  .'i.l9t 
+5.57i 
+5.  28 

+3.32' 


+5.08]  1.20 
+2.61  0  92 
+4.82  1.50 
+6.09i  1.58 
+5.461  2.51 
+2  99  \.Va 
+2.30!  1.03 
+  0.511  2.18 
t-5.17    1.97 

2.7C 

n. 301  +  6. 91!  2.39 
7. 10+3  961  1.59 
6.0l|+3.57|  1.45 
9.I4I  +  -5.51  1.89 
4.47i+2.22i  1.10 
7.9/ +1. 361 
8.3O1+5.22 


.88 

+4.311  1.62 
+  7.52!  2.70 
+  5.20I  1.52 
+  4.8G^  2.47 
+  5.68;  2.20 
+  4.75 
+  3.40 

1.50 
1.85 
3.00 
1.86 


+5  99 
-•-4.10 
f5.12 


+4.87 
+3.77I  150 
+  4.71I  1.78 


I  3..S4 

+  4.  fi,.l  2.  40 
,..„+3  ya  1.93 
8.46  +5.53    2.38 


23 


7.621+4.79, 


10.30i  + 
9.. ■18; 
6.55  + 

7.23  +-1  47,  2.73 
6.29 +H 


1 .  52 


9. 13 


+  5.41    3.20 


+2.  IS    1.12 


+4.12  3.23 

2.95 

+6.76  4.00 

+  1.27  1.65 

+6.  ,37  2.60 


fS.-lO 
+  .S.36 

+8.57 

+.i.,59i 


Eldred  G.  Yonng. 

It.  C.  Bennett. 

Brick  Sonthworth . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson,  Sr. 

Frank  T.  Street,  Jr 

W.  K.  Morris. 

Blaine  Maloue. 


Henry  S.  Berry. 
Lockmaster. 
U.  S.Ei.„___ 
Joe  Lagore. 
Dr.  W.L.  Cash. 
Lockmaster. 
Wm.  .Slielton. 
Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  LiUie  G,  Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

.loe  Norileet. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alooyi 

Lockmaster. 

W.  J,  Piggot. 

Walter  Killion. 

H.  H.  Willis. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau 

U.   S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O.  Cooper. 

Mrs.  M.  W.  Price. 

Sisters  of  Loretto. 

Lockmaster. 

Willa  .S.Riitta, 

A.  McLeod. 

Airway  Station. 

Airway  Station. 

Thad.  Cheatham,  Sr. 

Lockmaster, 

Miss  Nettie  B.   Simpson. 

Lockmaster. 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambrose. 

Lockmaster. 

C.  Bertraud  Fields, 

S.  M  Hill. 

J.  V.  Oldham. 

Lucille  C-  Stamper. 

O.  A.  Glascock 

Lockmaster. 

My<.    Ruby  A.  Burton. 


M.  J.  Howard. 

.I;ic(>1,  Workman 

Lockma.ster. 

>l  ;Utl!i;w  Woodson 

\\.  H    McKee. 

Garret  Combs . 

Lockmaster. 

A.  L.  Donta. 

U.  S  Weather  Bureau. 

Cp.nev  Run  Com.  Ceu. 

R.    W.  Jones. 

I/Ockmaster. 

Lockmaster. 
Lofkniaslcr. 
Wailfcly  Vi'est. 
Lofkm'aster. 
Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometer.^. 

The  departures  from  normal  temperature  and  pn^cipitaliou  are  computed  oiiiy  for  such  stations  as  have^ten  or  more  yea.rs  of  record,  nut 
niod  in  determiningseclion  or  division  means.  -Jlumsey,  I'.iowiisville  and  Woodhiiry  are  Locks  on  the  Green  Kiver;  other  Locki 

Reference  letters,  •.  >■. ".  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days,  etc. 
t  Also  on  other  dates,    tt  Received  too  late  to  )«•  iu<  lufl.d  in  means  and  summaries.         T    Preci Dilation  is  less  than  0.01  inch  ram  or 


all  complete  reports  are 

■i  are  on  the  Kentucky  liiver 


Kkhkuauy,  lOoO 


cn.IMATOLOdlCAL  DATA:  KENTUCKY  SECTION 


Daily  Freoipltatlon  for  Februai-y,  1980. 


Weatem  Division 

Beaver  Dam 

l^alhoun 

KivrUngton  ■•  — 

Kords  Ferry  Dam  60* 

Ciilbertsville' 

i.reenville 

Hftrtford  

Henderson 

Hopkiusville 

Lovelaceville 

Mftyfleld  

Murray  

i)u»>nsboro 

Owousboro,  Unm  46  ' 

I'aduoah" 

}*ttduc*h  (near)t 

t'rincetoui     

Kuiusey ,  Lock  No .  2  ' 

UussellvlUo  - 

Uuioutowii.  D;un  49' 


Central  Diit'si'on 

Addison,  Dam  45-  ^ 

Anchorajfe 

Bowliiijr  Green 

Hiownsville.LockNo.  C- 

Burnside*   

C'arrollton  Lock  No.  1* 

Ci'ld  Spring,  Dam  36- 

Danville* 

Dix  Dam,  Bnrgin 

Eadsville  '•' 

Knbank 

Krankfort.LockNo.  4- 

Gest,  Lock  No.  3  '■* 

Glasgow 

<iraut.  Dam  33- 

Hreensburg^ 

High  Bridge, Lock  No.  ?•'..., 

frvington   

Lancaster''' 

Leltchfield  - 

Lexington  t 

Little  Hickman,  Lock  No.  8  - 

Lockport,  Lock  No .  2  - 

Louisville'  t 

Do.  Bowman  Field 

Mammoth  Cave"'' 

Monticellos 

Muufordville  ^ 

St.  .)ohn 

Salvisa.LockNoe^t 

Shelbyville 

Shepherdsville 

Smith's  Urove 

Stearns 

Tavlor.sNille  • 

Tyrone,  Lock  No.  5  -t........ 

Williamstowii  

A'oodbiiry,  Lock  No.  4-. 


1       2       8       4       S 


1.60 
50|   .40 

0011.44 

28    . 
96    , 

85|1.6S 
2.121.15 


Eastern  Division 


,-il> 


Berea   

College  Hill,  Lock  No.  11^ 

Cumberland  —  . 

Cynthian.-i'-' 

Falmouth^   

Farmers  ^ 

Fleir.inssburg  ^  — 

Ford,  Lock  No.  10 -t 

Grayson  * 

Greennp,  Dam    30^ 

Hazard^     

Heidelberg,  Lock  No.  14^. 

Jackson  - 

Jenkins- 

Louisa* 

Maysvillc.  DamSS^ 

Middlesboro      — 

Monnt  Sterling 

Oneida -t 

Onennta  Dam  35  * 

Paintsville  ^ ... 

Pikeville 

Pippapass  — 

Quicksand- 

Kavenna.  Lock  No.  12- . . . 

Richmond. 

Viillpv  Vi.-\v.L.>rk  No.   9- 
Vanceburcr.D^Mn  No.  32  ^ 


.  I  .72". 
.|1.201 


,'25  't. 


.82    ..50 
.51 

.  65:2.  ■151 
.83.!.43i 
.57  2.24. 
.52  2.00: 
.3511.521   .63 
.0513. 501   .60  . 
...i3.24    .33 
. .    3.  50 
..1.52    .86 
.15|2.73 
.6411.43 
.43i3.20  . 


7       8       9     10     11     12     13     14 


.50J   .02 
..    1.00 


i.  30  1.771   .01 


Kxcent  as  otborwise  indicated  observations  are  generally  madti  Iat<^  in  the  afternoon,  i 
'First-order  Weather  Bnrean  citation:  pn-cipitation  is  tor  the  2-1-hour  period,  uiirlnis-lit 

T.   ■l''-V,  ,  ''i-     ,•,.,..,•.,     ,-     ,.'-.,        -.  ..      ■    "irh  '    tPoSt  O'.V'.'     :.■'■:         ■    .   •■        '•       .    - 

T,.ir;:    r.    <:  ,i  '■ •  .,    ■  ., :,         •.,:,.r„ia.Ky.  ;;    ■  ■•  .  :  ■   .  . 

Kfi!l.-''1>-     ■'■■  '  'aH-   '•■       Ir.-i,;   c:.  ( '.  1 1  i  M-rlaud ;     Ti  Tenii.  --r.  :■    '    .'.,'■'::.>! 


16     17     18     19     20     21     22     23     24     26 


T 

.28 
1.06. 
.40 


.50. 
.60. 
1.33. 
.53  . 
.39. 
.76  . 

l'21  [ 
.35. 
.41  . 
.30. 
.79  . 
■  46  . 
.81  . 
.66. 


1.25  . 
T. 


.01 


8. 80 
8.12 
9. 71 
8.91 
».«6 
8.95 
7.87 
7.82 
6.47 
7.20 
8.62 
8.89 
9.06 
8.60 


8.64 
8.14 
9.95 
10. 80 
7.10 
6  61 


.04 


9.04 
7.62 
6.95 
7.13 
S.50 
10.29 
9  59 
7.72 
8.16 
6.69 
7.27 


7.97 
6.48 
8.22 


6.76 
6.22 

8.63 


8.87 
10.30 
9.5H 
6.6S 
7.23 
6.2<f 
9.43 


(unset,  and  precipitation  recorded  is  for  24  honr?  ending  ar  time  of  observation. 
idnifrht  unle.ss  otherwise  indicated.  -Precipitation  measured  In  the  morning: 
1  recording  gage.  *Included  in  the  next  toUowing  nieasuremen' 

'.  ,S.  L.ivvreucebnr!;.  Ky.  ;  Locke.  Versailles,  Kv.  :  Locks.  Nicholaevillo  Ky  : 
:.  station  is  located  is  indicated  as  follows:  (B)Big  Sandy    (L)  Licking:  (K> 


CLIMATOLOGICAL  DATA:  KEN'IUCKY  SECTION. 


February,  1939 


Daily  Temperatures  for  February,  1939. 


Earllngton 

Greenville 

Henderson 

Hopkinsville   — 

Lovelacevitle 

May  field 

Murray  

Oweiisboro 

Paducah 

Paducah  (near)... 
Princeton 


(  Minimum . . 
:  Maximum  . 
:Minimum.. 
(  Maximum  . 
(  Minimum., 
j  Maximum  . 
)  Minimum.. 
1  Maximum  . 
I  Minimum . . 
j  Maximum  . 
i  Minimum., 
j  Maximum  . 
(  Minimum., 
i  Maximum  . 
)  Minimum.. 
5  Maximum  . 
(  Minimum.. 
)  Maximum  . 
I  Minimum.. 
;Maximum  . 
:Minimum. . 
: Maximum  . 


:Mi 


nun. 


AiKMiorage 


Bowling  Green. 


Grt-ensburg 


L>^xinBion   

Louisville 

Do.  Bowman  Field 
Mammoth  Cave 


John 


vVilliamstown  . 


Centred  Divi:!i"ii . 

)  Maximum  . 
i  Minimum., 
j  Maximum  . 
1  Minimvim.. 
>  Maximum  . 
/  Minimum . . 
J  Maximum  . 
1  Minimum . . 
i  Maximum  . 
I  Minimum. . 
\  Maximum  . 
)  Minimum.. 

:.Maxiraum  . 

:Miiiimum.. 
j  Maximum  . 
1  Minimum.. 


i  Minimum., 
j  Maximum  . 
i  Minimum.. 
<i  Maximum  . 
)  Minimum.. 
\  Maximum  . 
(  Minimum.. 

:  Maximum  . 

:Miu)mnm. . 
(  Maximum  . 
(  Minimum.  • 
)  Maximum  . 
(Minimum.. 
)  Maximum  . 
/  Minimum.. 
'  Maximum . 
i  Minimum.. 

:  Maximum.  . 

:  Minimum.. 

:MaximiHn  . 

■.Minimum.. 

j  Maximum  . 

Minimum.. 


Kfittern  Division. 
...  .Maximum  . 

AnnviUe ^Minimum.. 

^,-     ,  (  .Maximum  . 

A«"i»na   (Minimum.. 

S  Maximum  . 

n"^^ (  Minimum. . 

„      .     ,      ,  I  Maximum  . 

Cumberland |  Minimum . . 


Farmers 

Heidelberg 

Maysville 

Middlesboro 

Mount  Sterling  . 


Quicksand  .. . 
Kichraond  — 


Williamsburg  . 


I  Minimum. . 
3  Maximum  . 
I  Minimum.. 
\  .Maximum . 
'  Minimum.. 
)  Maximum  , 
'  (  .Minimum., 

:  Maximum  , 

:  Minimum. 
j  Maximum . 
'  I  .Minimum.. 
)  Maximum  . 
'  (  Minimum. 

:  Maximum. 

:Minimum. 

:  Maximum 

:Minimum. 

:Maximum . 

:Minlraum. 
j  Maximum 
(  Minimum. 


28  41;  26 

65l  54  36 

371  36  24l 

S7|  B6l  40 


23|  41 1  26 

S7i  641  35 

371  35  25 

581  521  35 


54  551 
S-2!  44| 

65  53i  9/1     00 

31:  43i  26J     16 

55  511  4nl  34 
84 1  401  27 
54  541  44 
32'  43  26 
531  49  38 
31  38  25 
56l  48|  33 


49i     45 

40)    26 


10      11      12      13 


601     47 
23|     33 


26     84 

65     65 

36     4H 


19     20     21     22     23     24     25 


40 
77 
64     47 


28  10 
41  25 
?S     12 


331  87 
271  33 
50 
33l 

45!  43 
29  3fi 
45  42 
80 


§S  Instruments  are  read  in  the  morning :  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs 
'.'•  •  etc.  indicat*  respectively  l.  '■!    :'.  ptr..  days  missing  from  re^vird. 
«•   U  O   I^iMSvillp.  3  25.39  11(10 


U.S.  DEPARTMENT  OK  AGRICULTURE,  WI^ATIIER  BIIRKAU. 
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G-ENEBAL   StTMBIART. 

The  temperature  averagod  considerably  al)Ove  normal,  but 
short  cold  intervals  checked  tlie  premature  development  of  vege- 
tation. Teujperatures  above  normal  in  the  second  week  stimu- 
lated rather  vigorous  growth  of  winter  grains  on  the  warmer 
uplands.  The  inclement  weather  that  followed  in  the  third 
week  caused  a  brief  return  to  dormant  conditions.  This  cold 
spell  was  beneficial  in  delaying  the  blooming  of  fruit  trees,  which 
had  been  somewhat  affected  by  the  preceding  warmth.  Several 
very  warm  days  in  the  third  decade  brought  rapid  development 
of  buds  on  peach,  plum  and  pear  trees,  with  partial  blossoming 
toward  the  end  in  central  and  western  districts.  Considerably 
colder  weather  toward  the  end  delayed  flowering,  which  was 
completed  within  the  month  only  in  the  extreme  western 
counties.  Strawberries  commenced  to  bloom  in  that  section  in 
the  last  few  days.  Winter  grains,  pastures,  old  clover,  and 
alfalfa  started  very  irregularly,  depending  on  the  reaction  of  the 
various  types  of  soil  and  exposures  to  the  variable  temperatures 
and  wet  weather. 

Precipitation  averaged  considerably  above  the  normal  amount 
for  this  month.  The  first  and  last  weeks  were  too  wet  in  most 
districts  for  working  the  soil.  As  a  rule  this  tohase  of  the 
weather  was  most  unfavorable  in  the  northern  counties,  where 
the  rainfall  was  greatest.  The  wet  weather  early  in  the  month 
prevented  anj'  progress  of  consequence  in  sowing  tobacco  plant- 
beds.  Most  of  this  work  was  done  in  the  second  and  third 
weeks,  when  precipitation  was  generally  light  to  moderate. 
Toward  the  end  of  this  period  early  gardening  and  potato  plant- 
ing began.  Also,  there  was  some  sowing  of  oats.  Heavy  rain 
in  the  last  week  stopped  all  farm  operations  that  required 
stirring  the  soil.  Flooding  of  bottom  lands  in  western  districts 
and  standing  water  on  tiat  uplands  almost  entirely  prevented 
plowing  in  such  localities.  Ground  plowed  early  in  the  winter 
was  so  badly  packed  by  the  repeated  heavy  rains,  that  condi- 
tioning it  for  planting  required  an  unusual  amount  of  work. 
At  the  end  of  the  month  fruit  was  rather  advanced,  winter  grains 
had  reached  about  the  average  stage,  while  spring  work  was 
generally  behind.  

TEMPEBATUKE. 

The  month  began  with  two  cool  days.  In  the  next  decade 
mean  temperatures  on  most  days  ranged  from  b^  to  20°  above 
normal.  Daily  deficiencies  in  the  cold  period  that  followed 
from  the  16th  to  19th  were  ^^'  to  16°,  with  minima  of  16°  to 
25°.  Temperatures  10°  to  25°  above  normal  prevailed  from 
the  20th  to  26th,  and  maxima  ranged  from  65^  to^.85''  at  most 
stations.  Extremes  for  the  State  were  OO"'  at  Calhoun  on  the 
23d  and  15°  at  Farmers  on  the  19th. 


urmTRsrrv  ofilli 

many   Ktatloim.     LlRlit   Kcalti^rcil 


amounts  of  2.0  to    8.0   lnfhe«   wore   registered 

shower.i  riccurrod  on  thi>  15tli  and  16th.  A  trace  of  mow,  tlie  total  for  tlie  nioiitli, 
fi'll  In  most  district."!  on  the  IMh  and  19th.  Thunderstorms  were  reported  oii  the 
fdllowiUK  dates:  4,  6,  U,   10,   II,   12,   18,  DO,  lil. 


MISCELLANEOtrS. 

Jf/iY-M, -The  Ohio  was  above  Hood  stage  on  the  1st  from  EvanKvllle  to  the  mouth. 
A  new  rise  that  beiran  on  tlie  6th  raised  it  to  flood  stage  from  Uain  44  to  Kvansville 
and  increased  the  lltwd  in  the  lower  river.  It  subsided  slowl.v  In  the  lower  coune, 
broken  by  another  slight  rlst  on  the  lath,  and  finally  droppc^d  below  Hood  stage  at 
Cairo  on  the  29th.  The  upper  Green  River  was  above  tlood  sluge  In  the  period 
6-9tli,  and  the  lower  Green  from  the  1st  to  21st. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo Ill 

Cincinnati Ohio 

Evansville Ind 

Louisville   Ky 


Atmospheric 

pressure 

Relative 

(reduced  to  sea-level.) 

humidity 

i 

2 

1 

5 

II 

< 

Si 

.| 

i 

B 

d 

! 

1 
0. 

30.08 

30.49 

,S 

29.32 

12 

10.1 

32 

8W. 

n 

75 

54 

67 

30.  Ot 

30. 5S 

19 

29. 3C 

12 

9.( 

31 

W 

15 

V4 

65 

54 

30.  K 

30.62 

Ih 

29.  3( 

12  110.2 

S3 

sw. 

u 

73 

64 

52 

30.08 

30.57    19 

29.  S6 

12  ;il.6i  40 

w. 

16 

73 

54 

62 

COMPARATIVE  DATA  FOR  MARCH. 


Temperature.         Precipitation        Number  of  days 


PRECIPITATION. 

Precipitation  in  the  northern  and    central  counties  ranged 
from  6.0  to  8.0  inches,  and  was  fifty  per  cent   or  more  above 

normal  in  much  of  that  area.  The  region  of  heaviest  rainfall  was  in  a  narrow 
belt  near  the  Ohio  River  from  Jefferson  countv  lo  the  lower  Big  Sandy.  Monthly 
amounts  decrt=-a.sed  irregularly  tow.ard  the  southeastern  and  southwe.stern  border 
counties,  where  they  varied  between  40  and  6.U  inches.  The  range  for  tlie  State 
was  from  3.33  inches  at  .lenkins  to  8.5fi  ini  hes  at  F,<ilmouth.  By  lar  the  grefiter  cart 
ot  the  State  received  more  rain  than  usual  in  March,  wliich  is  the  month  of  heaviest 
precipitation.  Heavy  rains  visited  all  districts  in  the  period  4-6th.  rleavv  rainfall 
occurred  less  generally  but  reached  most  se'tions  from  the  27th  to  oOth'-  In  the 
period  10-13th  the  rains  were  very  in-i-w\ilar,  laiisir.S  froni'light  to    excessive,    with 


.tJL^ 


10 


CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION 


March,  1939 


Olimatologicai  Data  foi  BEarch,    1939. 


Temperature,  in  degrees  Fahr. 


"ii 


Precioitation  in  : 


Number  of  days' 


Weotem  Division. 

Beaver  Dam 

Calhoun 

Karliugton 

Fords  Ferry,  Dam  50  , 

Gilbertsville 

Green\-iUe   

Hartford  (near) 

Henderson •• 

Hopkinsville 

Lovelaceville 

Maylield 

Murray 

Owensboro 

Oweusboro,  Dam  46- 

Faducab  

Paducah  [near).. 


Ohio 

Mci  ean 

Hopkins 

Crittenden  . . 

Marshall  

MuhlenDurg. 

Ohio 

Henderson  .  • 
Christian 


G  raves 

Calloway... 

Daviess 

Daviess 

McCraeken. 
McCracktu 


Princeton I  Caldwel 


Riiinsey,Lock2t 

Russellville 

Uniontown.  Dam  49. . 
Ceatral  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green 

Browusville.Lock  6i. 

Burnside 

Carrollton.Lock  1 

Cold  Spring,  Dam  36.. 

Danville 

Dix  Dam,  Burgin 

Eadsville 

Eubank 


.AIcLean 
Logan  . 
Union  .. 


Breckinridge   •• 

Jelfersou 

Warren 

Edmonson  .  .•■ 

Pulaski 

Carroll 

Campbell    .. 

Boyle   

Mercer 

Wavne 

Pulaski 


Frankfort,  Lock  4 Franklin 

Gesl,  Lock  3 ]  llfiiry 

Glasgow   I  Barren 

Grant,  Dam  38 Boone 

Greensburg Green 

High  Bridge,  Lock  7..    .Jessamine 

Irvington Breckinridge   .. 

Lancaster 1  Garrard 

Leitchfteld |  (+ray.=on 

Lexington !  Fayette 

i.ittleHickman,Lock8«i;  .)HSH:iinine  

Lockport,  Lock  2 |  Henry 

Louisville |  .Jefferson 

Do .  Bowman  Field . .  i  Jefferson 

Mammoth  Cave  • !  Edmonson 

Monticello Wayne 

Munfordville Hart 

St.  Jonn Hardin 

Salviaa.  Lock  6^ Mercer 

Shelbyville .Shelby 

.Shepherdsville i  Bullitt  . 


Smith's  Grov 

Stearns   

Taylorsville 

Tyrone,  Lock  5  ,    

Williamstown 

Woodhnry,  Lock  4  t.  . . 
EoKteru  Division. 

Annville 

Ashland   

Berea 

College  Hill.  Lock  11.  .. 

Cumberland  

Cynthiaiia 

Falmouth 

Farmers   

FleniingBburg   

Ford.  Lock  10^ 

Grayson   

Greenup.  Dam  30 

Hazard 

lleidelljerg,  Lock  14  . . . 

Jackson 

Jenkins 

Louisa 

Maysville,  Dam  83  .... 

Middlesboro 

Mount  Sterling 

Oneida    

Oiieonta.  Dam  35^ 

Paintuvllle 

Pikeville 

Pippapags 

Qnlcksand 

Ravenna,  Lock  12 

Hlohmond 

Valley  View. Lock  9... 
Vaneeburg.  Dam  32  — 

Williamshurg 

Willow.  Lock  13 

Winchester  

State  averages  and  ex 


Warren . . . 
JlcCreary 
Spencer  . . 
Anderson. 

Grant 

Butler.... 


Jackson  — 
Boyd 

M:ldiS011.... 

Madison 

Harlan 

Harrison  .  .. 
Pendleton . . 

Rowan  

Flernin''   . .. 


Car 


Breathitt . . 

Letcher 

Lawrence  . 
Mason 


Montgomery  . 

Clay :.. 

Campbell 

.Johnson 


ike. 


Knott 

Breathitt. 
Estill  .... 
Madison.. 
Madison. 

Lewis 

Whitley  .. 

Lee   

aark  .... 
tremes 


50-4  + 
52.2+  3.8 
51.9+  4.5 


49.9+  2.6 


50 

51.0|+  2.2 
+  2.6 
51.4+  1.7 
52.21+  3.6 
48.4  + 


50.4  +  0.6 
52.2+  3.8 
51.7+  4 


14-10  I 


+  1.07 


—0.86 
1.47 
0.82 
+ 
—2.  04 
+  1.2 
+  1.96 
+0.99 


+  1.75 
+2.15 
+0.84 

+  1 


+1.75 


-0.21 
+1.55 
+2.53 
-0  43 
+5.39 
+0.95 
+0 

+  1.74 
+  1.79 
+  1.92 


_-_,,+2.04 
6.741  +  2.09 
8.25+4.21 
3.72I  + 


+2.91 

+0  e,^ 

+0.69 


+  J.4/ 
+  1.28, 
+  2.  lb 

■1.63 

4,83 

7.25 

3.811-0.36 

6.551+0.80 


+2.15 


3.33-1   42 
■  '-      1.96 
3. 25 


964    .. 


47.6 


3.891-0.43 

4.  26: 

5.15-0.72 
4.84  +  0.88 
.5.  G0|+1.21 

e'.  88 1 +2!  24 
4.38-0.27 
6.51+1.21 


90 


16 


19 


50 


5.781+1.00 


1.57 
1.97  I 
2.10  I 


3.49 


Eldred  G.  Yonng. 

K.  C.  Bennett. 

Brick  South  worth . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W    R.  Carson.  Sr. 

Prank  T.  Street,  Jr 

W.   K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Piit  W.   Wear. 

Henry  S.  Berry. 

Lockmaster. 

U.S.  Engineers. 

Joe  Lagore. 

Dr.  W.  L.  Cash. 

Lockmaster. 

Wm.  Shfilton. 

Lockmaster. 

Lockmaster. 

C.   E.   Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

T.  A.  Lewis 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet- 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Alcorn. 

Lockmaster. 

W.  J,  Piggot. 

Walter  Killion. 

H.  H.  Willis. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bureau. 

U    S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O-  Cooper 

Mrs.  M.W.Price. 

Sisters  of  Loretto. 

Lockmaster. 

WillaS.Ratta. 

A.  McLeod. 

Airway  Station. 

Airway  Station. 

Thad.  Cheatham.  Sr. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster. 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambrose. 

Lockmaster. 

C.  Bertrand  Fields, 

S.  M  Hill. 

.1 .  V    (Jldliam. 

tuoille  C-  Stamper. 

C.  .\.  Glascock 

Lockma.ster. 

Mrs.  Ruby  A.  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

Jas.T    Goff. 

R.  J    Howard, 

.Jacob  Workman 

Lockmaster. 

Mattliew  Woodson 

W.  K    McKee. 

Garret  Combs. 

Lockmaster. 

A.  L.  Donta. 

U.  S  Weather  Bureau. 

Cpnev  Run  Com.  Cen. 

K.    W.  Joues. 

Lockmaster. 

.1.  W.  Crooke. 

Lockmaster. 

Jjockmaster. 

Wadely  West, 

Lockmaster. 

Airway  Station. 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stfttions  as  have  ten  or 

sd  In  determiningsection  or  division  means.  tRnmsey,  Brownsville  and  Wo()dl)ury  are  Locks  on  tlie 

Iteference  letters,  •,  ",  •,  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  b  represents 

t  Also  on  other  dates.    +t  Received  too  late  to  be  included  in  means  and  summaries.          1    Precipitation  is 


more  years  of  record,  hut  all  complete  reports  are 
Green  River;  other  Locks  are  on  the  Kentucky  River 


Maiu'II,  1939 


CLIMATOlAKilCAL  DATA:   KENTUCKY  SKCTION 


Dally  Preolpltatlon  for  March 

leso. 

Day  of  mouth 

stations 

1 

2 

8 

4 

6 

e 

7 

8 

9 

10 

u 

12 

18 

14 

18 

16 

" 

18 

19 

20 

21 

22 

28 

24 

25 

28 

27 

28 

29 

80 

81 

1 

M><tfPi»  Divixion 

IWavor  Dam 

Oulhouu 

Kin-liiiBton 

Kords  Kerry  Dam  60« 

Oilbertsville''' 

ilroeuvi\lo 

Hnitford  

Honclorsou 

Hopkinsville 

....  U. 

•.::-.8: 

....  T. 
....G. 
....Q. 
....O. 
....C. 
....Jl. 

.72 
.68 
.»ti 
.02 
.10 
.48 
,65 
.70 
.26 
1.80 
.78 
.54 
.06 
.03 

2.^1 

1.83 
2.29 
2.00 
3.49 
2.41 
1.80 
2.25 
2.08 
1.98 
1.00 
1.  19 

.48 
2.70 
2.7.S 
3  29 

.62 

.29 
.88 
.41 
.48 
.85 
.30 
.33 
.26 
.44 
.80 
.38 
.88 
.14 
.06 

^78 
.65 
.26 

.41 

.OS 

'.'ill 

.09 

't.' 

.14 
.  IB 

.09 

.02 
.03 
.10 

'.'08 

.03 
T. 

.02 
.08 

l.J^ 

.02 

r. 

.28 
.20 

.73 
1.21 
1.25 
.61 
,48 
.60 
,86 
.80 
,60 

'.'io 

.30 
.96 

1.19 
.30 
.08 
.62 

1.30 
.98 
.27 

1.78 
.78 
.90 

1.42 
.57 

1.21 
.60 
.S3 

[39 

1.14 
1.60 
.81 
.44 
,74 
.40 
.94 

'.'■78 

:% 

.62 
1.65 
.94 

'48 
61 

.20 
1.55 
M8 
.36 
.77 
1.55 
.80 
.60 
.68 

.10 
.09 
.18 
.23 

'.'os 

'!i« 
.37 

'iis 

.03 

■;i6 

.16 

.06 

.32 

'.'io 

.27 
.21 
.40 
LSI 
•  OS 

.'i7 

'.'io 

13 

i!4i 
'.'ii 

'.'ii 

'.'57 
i;34 

.16 
.15 
.25 

'.'60 
.02 
.02 

'.'65 
.01 
.25 

'.'os 

1.02 
.91 

''08 

,46 
.21 
.40 
.15 
.41 
.63 
.36 
.26 
.90 

'.'64 
.92 
.29 
.06 
.32 
.31 
.46 
.05 

1.16 
.05 

.02 
.17 
1.26 
.04 
.02 

';6i 

1.17 

•f 

'.'61 

.22 

1.50 
T. 
.61 

.78 

'.'64 
T 

.07 

't. 

.23 
.33 
1.48 
.30 

T. 
.20 
.02 

'.'so 

1.20 
.71 

.1S 

.50 
.91 
1.20 

iieb 

.'62 
.94 
.62 
.70 

.03 

'.'so 

.94 
.67 
.24 

1.04 
1.17 

.60 
1.40 

.77 
1.12 

.80 
1.33 

i.'22 
1.12 
1.46 
1.62 
2.08 

.82 
1.50 
1.10 

.94 

1.97 

■;i6 

.01 

".05 

't.' 

.03 

".50 

e.28 

C.72 

5.51 

,01 

'.'64 
.80 

■'66 

T. 
.07 
01 

'.'21 
.04 
.01 

.04 
.05 

.n 
.21 

.72 
.07 
.38 

.81 

.70 
.67 

.■50 
.42 
.80 
.63 
.82 
.63 
.56 
.69 
.58 

.48 

,39 

.55 
.78 

.aa 

.45 

105 
1.90 
.60 
.35 

.08 
.06 

T. 

''62 
.02 

T. 

T. 

".i'i 
.18 
.18 

i85 

6.80 

■■■: 

6.40 
6.40 
7.18 

".ko 

8.84 

4.87 

MftytlolJ 

.01 

4.29 

Murray  

Oweusboro 

Owt'iisboro,  Uain  46  - 

I'nducrtli- 

Paducah  (noar)t 

t'riiioetoii 

Humsoy,  Lock  No.  2  » 

K.iss^llville  ^ 

rnioiitowu.  Dam  49^ 

Cmlral  Divixinn 

AUdisou,  Dam  45.  - 

Aiichoragy 

BowUiwr  Green 

liiowimville. Lock  No.  6- 

Runiside'-'   

CarroUton   Lock  No.  1= 

C'>ld  Spring,  Dam  36' 

Danville"- ..... 

Uix  Dam,  Burgin 

Eadsville- ■ 

Kubank 

Krankfort,  Lock  No .  4- 

Gest,  Lock  No.  3'^ 

Glasgow 

(ivant.  Dam  83- 

Greensburg- 

High  Bridge,  Lock  No.  V....... 

[rvinsrton   

Lancaster- 

Leitcli field  - 

Lexiupton   i 

Little  Hickman,  Lock  No.  8  ^t 

Lockport,  Lock  No .  2  - 

Louisville' t 

Do.  Bowman  Field . 

::::8: 

,...o. 

..  .0. 
....G. 
....G. 
....G. 
....O. 

....O. 
....O. 
...  G. 
....G. 

.'.■.'.K.' 

.".''k' 

....K. 

....G. 
....O. 
....o. 

■.:;: 
:::: 

... 

'^33 
.01 

't. 

't.' 

i02 

T. 

'.'61 

.20 
T. 

.07 
.88 
.09 

'f.' 

T. 

'.'70 
.10 
.03 

'!66 
.15 
.32 

6.48 

6.73 
8.50 

tV 

6. 18 

'.'88 
.10 

.01 

T. 

T. 

'r'.' 
't. 

T. 

.01 
,02 

T. 

't.' 

.03 
".Oi 

... 

'.'02 

'.'06 
.03 
.04 

6.HS 

.06  2.(19 
.l«1.41 
.013.48 

.012.36 
.63  2.34 
1.03  1  n;i 
.111'-'  117 

..'     i.4(' 
.      -' ,  40 
2.rJ'    .12 

6.05 
5.11 

T. 

.... 

;;:■ 

.04 

6.11 
6.40 

.01,,.. 
l.lGj... 

'-'j::: 

.'30 
.31 
.24 
.48 
.40 

•  19 

.42 
.32 

'.'16 
.38 
.34 

'.'io 

'.'69 
03 
.10 
T. 

.07 

'.'67 
T. 

't. 
T. 

T.' 

6.48 
6.38 
4.72 
7  64 
7.30 
5.30 
6.15 

".'\5 

1  57 
^.64 
2.60 
1.82 
1  74 
2.38 
2.25 

.65 

.07 

';59 
.06 

.14    .70 

.lis!  .11 

.14 

'!6i 

.32 
■.'05 

't. 

T.' 
T. 

T 

't.' 

'f.' 

4.50 

.(18 
1.15 
.10 
.15 
T 
.65 
.13 
.05 
.25 
.29 
.32 
.06 
.08 

.'20 
.03 

:io 

.02 
.10 
.02 

2.61 
.24 
.36 
.78 
.35 
.53 
.68 
.55 
.16 
.61 
.26 
.72 
.48 
.67 
.88 
.46 
.70 
.52 
.45 
.16 

.14 

6.36 

6.02 

.05 

.10 

't.' 

T.' 

T 
T. 
T. 

f. 

't.' 
't'.' 

.02 

'.'20 
.35 
.04 

.18 

4.96 
6  21 

....K.I..., 
■■■■]> 

''■ ''-f^-W-'-' 

'.'40 
.55 

'.'32 

.04 
.25 

'.'62 

.07 

.16 

't. 

'!63 

6. 64 
6.34 

y... 

... 

m 

^i^  ^- 

..52    ... 
L52l.... 

..55    T. 
1.66  .... 
1.76    .01 

I'.ix.' 

I'.IV' 

1.381  .05 

6.16 

....  O. 
..   .G 

.... 

1.06 

2-8:1 
2.2! 

1.10 

T. 
T. 
.08 
.05 
T. 
.03 
.10 

t'' 

T. 
.33 

T 
T. 

't.' 

T. 
T. 

.01 
.01 
.03 
.10 

''61 

.01 

';ii 

.06 

'.'63 
.14 

.61 

.04 
.10 

.22 

!66 
.06 

7.11 
7.42 
6.41 

Monticello^ 

Munfordville  * 

;:..'g. 

■Y.' 

;::: 

'.'.'.. 

.0P|2.20 
.3212.48 
...2.90 
.28|2.90 
.,■5212.36 
.97  1.02 
73 1     Hn 

6.17 
6.68 

Salvisa,  Lock  No  6  ^t 

Shelbyville 

Shepherdsville 

S>iiitli'8  Grove 

....  s. 

..     G. 

5.95 
7.46 

.05 
.12 
.12 

.03 
.60 

1.19 
.62 
.56 
1.40 
1.16 
1  40 
1.65 

.82 
.62 
.84 
1.18 

.03 

.45 

't'.' 

6.67 

.74 

5.89 
4.73 

Taylorsville .■■ 

Tyrone, Lock  No. 5  ^t..... 

Williamstown  

7\'oodbnry,LockNo.4^ 

Eastern  Dirinion 

...   O. 

...L 

n 

3.00 
2.98 
2.25 
^21 

.75 
1.87 
1.66 
2  20 

2.69 
2.30 
2.45 
2.40 
2.1? 

2  U 
.70 
1.45 
1.64 
.60 
1.70 
1  on 

6.66 

.89 

.16 

.04 
3.40 
.10 

.82 

.06 
.1( 
.19 

.25 
.40 
.25 

.60 

LOS 
.66 

.08 

T. 

6.74 
8.25 

.16 
.02 

.30 

.32 
.40 

'.■30 

'!i4 

.09 
'.'20 

.03 

.03 

.02 
.06 

.02 
T. 

6.72 
4.89 

A    hKimi^2    O 

7.23 

Rprpn. 

.74 
.31 

.04 
.03 

.09 

6.64 

Collesjenill.  Lock  No.  IV-^  .... 

Cumt)erland  .  ■  ■ .  . 

Uynthiana'^ 

Falmouth'-i 

Farmers  - 

FleminfTsbarg  ^ 

Ford.LockNo.  10  ^ 

Grayson  '- 

Greenup,  Dam   30^ 

...c. 

...L. 

....L. 

....L, 

....L. 

....K. 

....0. 

....O. 

....K. 

....K. 
....K. 

...B 

....B 

0 

C 

;::. 

f. 

:::: 

.... 

5.28 

.07 
'!62 

:28 
1.45 
1.08 

.80 

.75 
1.30 

.23 

.87 
1.05 
.85 
1.15 
.08 
.30 
.03 

.36 
2.21 
.34 

il 

.92 
2.69 

.34 

^48 
.32 
.40 

■.'22 
.25 
.43 
.08 
.33 
-35 
.16 
.04 

''04 
.08 

't.' 

■;63 

.17 
.16 
.10 

'!l2 
.36 
.09 

f. 
T. 

■f 
T. 

.... 

't.' 
't.' 

T. 

T. 

''03 
T. 
,24 

't.' 

'■^ 

.... 

'!oi 

'.'14 

.18 
.48 
.19 

'.09 

".OH 
T. 

.98 
1.27 
.75 
1.10 
MO 
.58 
.78 
.65 
.93 
.5- 
.69 
..52 
1.02 
1.07 

.29 

'.'20 
.24 
.05 
.09 
.05 

.14 

.16 

6.29 

.27 

'!86 
.12 
.53 
.62 
.33 

'.'29 

'!02 
.05 

8.55 
5.78 
0.77 
4. 53 
4.83 
7.26 
3.84 

Heidelberg,  Lock  No.  14^ 

Jackson  - 

Jenkins- 

Louisa- 

Mavsville    Dam  33- 

T 

.35 

.45 
.34 

..50 
.80 

LSO 
2.60 
.10 

.65.... 

1.08:.... 

6.55 

r. 

't. 
.20 

j 

5  47 

.37 
.08 
.13 

: 

.23 
.75 
.56 
.04 

'.'36 

3.33 

.23 

.07 

T. 
T 

T. 

.06.... 
.02.... 

'.'19 

.45 
.42 

7.49 

Middle?horo 

.67|   .6.5 

.03 

4.13 

Oneida -i 

OiieontaDani  35- 

Paintsville   - 

I-i 

|... 

.... 
::: 

■;■ 

:::: 

■■•;•■•■  J  J:';^  J^,'';'--  ,■■•■ 

.02 

't.' 

.20 
•f  ■ 

.25 

.43 
.14 
.60 
.35 

.7C 
.If 
.If 
.31 
.0^ 

2."S2 
.16 
.36 
.30 
.58 
.27 

'.il 
12.51 

'.■35 

.60 
.07 

'.'03 

T. 
.18 

T. 

't'.' 

'.'C2 

.47 
.03 
.23 

1..56 
.79 
.67 
.07 
30 

'.'6i 

:^ 

1^20 

■.'29 
.62 

.68 
1.06 
,52 

'.OS 
13 

4.56 
7.26 
4.72 

Pikeville 

Pippapass  ■  ■ 

(iaiclisund^ 

Havenna,  Lock  No.  12-. 

Rif'hmond 

Vallev  View. Lock  No.   r- 

Vnncelinrff.llnm  No.  32-. 

Williarn.^burg'-',..... 

Willow.  Lock  No.  13'^ 

B,   ... 

'•■■■•"'■^vir-- ■■■!•••■ 

''''  ".'.'  \'.!n   'A4'''.'.'''.'.'.'.\'.'.'.'. 

....  '-MO,    .11;  ...     ....:....     .10 

|!!^^l...-li;83!'!51;!;;^Ki'    \'.'.'.. 
I. ...1.09    .71J1.40....   ....j.... 

j....|....!2.n0|     61  ........   ... 

.20 
35 

T 

T. 

T 

T. 

.56!  T. 
.701.... 
.  B5I 

4  25 

'.'is 

"■3\ 
.32 
.22 
.46 

".io 

.... 

.... 

■:o8 

.27 

1.01 
.32 

'.'09 
.24 
.48 

5  15 

...   K 
O 

f; 

. . . .  K. 

!;:;■ 

.18 

.'04 
.16 
.12 
.18 

f  ■ 

't.' 

't.' 

::::|:::: 

.041.... 

't.' 

".SO 
'.09 

.22 
.10 
.43 
.12 

'lie 

.16 

1.24 

l'l4 

.80 
.97 
1.39 
.58 

.12 

.70 

".'19 
08 
T. 
T 

4.84 
6.60 
4.00 
6.88 
4.38 
5.51 
4.88 

1 

1 

1 

1    ' 

1 

i 

1 

1 

Kxcept  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of  observation. 
'First-order  Weather  Bureau  station;  precipitation  is  lor  the  24-hour  period,  midnig-ht  to  midnight  unless  otherwise  indicated.  -Precipitation  measured  in  the  morning: 
amount  then  recorded  is  for  the  preceding  24  hours.  tPrecipitatiou  measured  with  recording  gage.  "Inchided  in  the  next  following  measurenieiu 

T.  Traee.  or  precipitation  less  than  0.01  inch.  tPost  office  addresses  as  follows: -Lock  5.  Lawrencehnrir.  Ky.  :    T-ock  6.  Versailles.   Kv.  :  Lock  8.  Nicbolasvillo  Ky   : 

T.onk  in    R...1  U.  u-e    ICv  :  OneoiitB ,  Haliforn ia.  Kv.  Kiver   drainage  area   in  which  station  is  located  is  indicated  as  follows:  (B)Big  Sandy    (L)  Lickiiig:  (K) 

Kentucky;  iS>  Salt-  'Gi  Green;  iQ)  Cumberland;     Ti  Tennessee:  lOlOhio;  OH  Mississippi. 
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CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


March,  1939 


Daily  Temperatures  for  March,  1939. 


Beaver  Dam  — 

Calhoun  

Earllngton 

Greenville 

Henderson 

Hopkinsville   .. 
Lovelaceville  ... 

Mayfleld 

Murray  

Owensboro 

Paducah 

Paducah(near). 
Princeton 


i: 

(  Mluimum . . 

rMaximum  . 

:Miuimum.. 
j  Maximum  . 
'  1  Minimum.. 


)  Minimum 

I  Maximum  . . . 
I  Minimum  — 
Maximum  . . . 

)  Minimum 

(  Maximum  . . . 

)  Minimum 

(  Maximum  . . . 

i  Minimum 

i  Maximum  . . . 
\  Minimum  — 
)  Maximum  . . . 

■  1  Minimum  — 
'.Maximum  • .. 

■  :Minimum 

:  Maximum  .  . 

■  :  Minimum 

J  Maximum .  . 

■  (  Minimum  — 
„   .,,  -~  I  Maximum  . . 

Russellville^S I  Minimum . . . 

CeiUral  DivieUm. 

\  Maximum  . . 
Anchorage )  Minimum . . . 


Danville.. 
Dix  Dam 


\  Maximum  . . . 

)  Minimum 

J  Maximum  . . . 
I  Minimum  — 
i  Maximum  . . . 

'  i  Minimum 

j  Maximum  . . . 

■  1  Minimum 

rMaximum  . . . 
:  Minimum  — 

\  Maximum  . . . 

■  \  Minimum  — 
i  Maximum  . . . 

Irvington (  Minimum.... 

,  „  ,,  (Maximum  ... 

Leitchbeld  i  Minimum.... 

(  Maximum  . . . 

■  (  Minimum  — 
\  Maximum  . . 

■  I  Minimum ... 


Greensburg. 


Lexingron 
Louisville  . 


Mammoth  Cave j  y 


Shelby ville  ... 
Smith's  Grove 


Taylorsville   ■■ 
Williamstown . 


Maximum  ... 
nimum.  . .. 
\  Maximum  . . . 
i  Minimum  — 
j  Maximum  . . . 

I  Minimum 

/  Maximum  .  . . 

(  Minimum 

:jraximum  ... 

:  Minimum 

: Maximum  ... 
".Minimum  — 
j  Maximum  . .  • 
/  Minimum  — 


Minimum 

Maximum  . . . 

Minimum 

Maximum  . . . 

Minimum 

Maximum  . .. 
Minimum 

^  Maximum  . . . 

Fanners Minimum . . . . 

„.,,.„  J  Maximum  ... 

Heidelberg \  Minimum . . . . 

Maximum .  .- 
Minimum 


Berea 

Cumberland. 


MaysvUle  . . . 


Mount  Sterling  . 


Pippapass   

Quicksand 


: Maximum  ... 

:  Minimum 

(  Maximum. .. 
I  Minimum  — 
j  Maximum  ... 

)  Minimum 

:Maximum.  ■. 

.'Minimum 

:Maximum  ... 
:Minlmum.... 
iMaximum .  • . 
Minimum 


Williamsburg  . 

Winchester  i  ^f.^^^. 


6ll  62!  6'2  65l 

28i  25|  361  42' 

43  45  571  54| 

28i  28  25;  43I 


i7  261  25,  35  4:-! 

43I  49;  57  63  67 

27|  '271  24i  43  48 

431  48l  56  54  69 


9     10     11     12 


401  26 
661  56[  69 
33l  22 
61  58 
38  28,  .- 
51 1  601  70 
37  26  37 
54|     58l     "" 

26 

58 


301  23 

421  45 

30:  26 

43|  46j 

291  26 

4fi!  ii 

29l  24 


«5     82     8-2 


23  39 

51  43 

23  351     44 

66!  51  j     75 

26  41  50 
57  48 

27  38  45 


69!  55 

38  21 

69  56 

37  24 

68  51 

36  26 


17  18  19  20  21  22 


31 
70 
35  32 


■22]  21 


23   49 

49   72 
32  25 


64 

20   18  42 


381  67| 

25|  241 

38|  68 

221  22 1 

38  531 

211  181 

361  56 


40|  41 


42  66 

82  81 

471  46 

841  82 

49  54 
83 

55  531 

84  81 


42   5ll  40 


.34   31 

69   79! 
38 1  3'2 


30  31  Mean 


551 
38 
50j  59 
36  38 
50  55 


48  59 
37  40 
501  55 
36  35 

49  53 


66.5 
37.9 
64. -2 
39.6 


59. S 
37.0 
64.4 
39.9 


eo.2 

34.1 
64.4 


49      53|     50i     62 


78 

'M 

65 

64 

b»|  42 

si 

79  69 

47 

4-2!  46 

79 

71 

62 

48 

63 

7K 

6^ 

65 

44 

46 

40 

63.4 
37.4 
64.0 
35.3 
60.6 
38.7 
61.3 


37.2 
62.2 
36. 0 


34.5 
63.0 
37.9 


31. 1 
69.1 
.35.6 


59  4 
36.8 
62.2 


50      47| 

69   m 
64 '  m 


38 


'■81.3 
39.3 


lornin?:  the  maximum  temperature  then  read  Is  oharsrorl  to  th"  prof.^  liner 
1.  'i.  3  pt(>..  (1m.vs  misslriK  from  r«!Orrt. 


fhifli  it  almo~t  always  occuts 
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GENERAL,    SUMMARY. 

Except  for  short  periods  ol'  warmth  in  the  third  and  last 
weeks,  abnormally  low  tcnipc^rature  prevailed.  In  the  lirst  half 
night  temperatures  frequently  fell  below  freezing,  and  onl3M;old 
weather  vegetation  made  any  progress.  Fruit  buds  that  had 
opened  prior  to  this  cold  weather  were  generally  destroyed. 
Peaches  sulVered  extensive  damage  in  all  sections,  but  were 
practically  all  killed  in  the  central  and  eastern  counties.  In  the 
extreme  western  part  of  the  State  half  or  more  of  the  buds  were 
frozen.  PJarly  gardening  remained  at  a  standstill  and  cool 
weather  vegetables  made  but  little  growth.  Rainfall  much 
heavier  than  the  average  prevented  most  outdoor  work  until 
late  in  the  month.  Heavy  to  excessive  rains  early  in  the  third 
week  damaged  hillsides  and  bottom  land  crops  in  the  north- 
eastern counties.  Flooding  that  resulted  from  these  rains 
covered  much  bottom  land  along  the  Ohio  River,  and  its  tribu- 
taries from  the  Green  westward.  Some  of  these  bottoms  re- 
mained flooded  at  the  end  of  the  month.  This  overflow  rendered 
the  plowing  of  the  inundated  districts  impossible  in  this  month. 
The  wet  weather  largely  prevented  the  planting  of  potatoes,  the 
making  of  gardens,  and  the  sowing  of  oats  at  the  proper  time. 
On  account  of  the  extension  of  unfavorable  conditions  far  past 
the  time  of  sowing  oats,  this  crop  was  much  reduced.  Early 
gardening  and  potato  planting  were  completed  in  the  last  decade, 
after  the  passing  of  the  rainy  period. 

Even  in  the  cool  weather  wheat,  rye,  barley,  and  pastures 
grew  slowly  on  the  well  drained  uplands.  These  crops  developed 
very  irregularly  or  deteriorated  on  the  flat  lands  and  heavy 
soils.  As  drainage  improved  toward  the  end,  there  was  general 
improvement  in  the  condition  of  winter  grains  and  forage  crops. 
Wheat  was  so  retarded  by  the  cold  weather  that  it  did  not  joint 
until  late  in  the  month,  hence  suffered  no  injury  from  the 
freezes.  Tobacco  plants  were  backward  in  coming  up  and  grew 
very  slowh^  until  the  increased  sunshine  of  the  last  decade. 
This  period  of  favorable  weather  enabled  farmers  and  gardeners 
to  partly  overcome  the  handicap  of  the  wet  and  cold  of  the  first 
two  decades;  but  all  activities  were  a  week  to  two  weeks  behind 
as  the  month  closed.  A  m-ere  beginning  had  been  made  in 
planting  corn  at  the  end. 
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PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 
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COMPARATIVE  DATA  FOR  APRIL. 


TEMPERATURE. 

Temperatures  averaged  10-  to  1.7^  below  normal  in  the  periods 
,5-8th  and  18th-21st.  They  were  lO''  to  20°  below  the  seasonal 
means  from  the  11th  to  13th,  when  the  coldest  weather  occurred. 
Minimum  temperatures  ranged  from  22'"^  to  30''  over  the  State, 
with  the  coldest  areas  in  the  central  and  northeastern  portions. 
Temperatures  fell  to  freezing  or  lower  on  several  days  in  the  first 
two  weeks.  Maxima  of  7.5"^  to  85"  were  registered  on  a  few 
days  near  the  end.  Extremes  for  the  State  were  91*^  at  Calhoun 
on  the  24th  and  21"'  at  Annville  on  the  13th. 


PRECIPITATION. 

P  ecipitation  a\frised  about  tilt\  n  r  rmt  gj    at,  r  t'lm  the  normal  amnu 
this  month       Measur  iliU  amounts  ^\  UP  lepo'ti  (!  (Ill  all  except  lour  rla\s      Mod  i 
h<a\viiinsO(    uire<li)nthi   Kt   5  7th  lll.'tli   ami  Ji  2"th       Tli    niii  »  is  In  i\  \ 
CP-.si\e   111  iiio^t  il  strict^  in  the  puiod  l~i  1  th       1  ig-lit  to  m  i  1  i  i        n 
almost  (laih  lu  tin  tlistfliitt  weeks      In  most  I'l  tm  f.  the  Hjtii  \ 
rainfall   «  In  n  m  iny  stations  u  poited  24  hour  fall    otiwotof   i 
ble  arta  in  the  «i  stern  dnisiou  a.id  along  the  u  iptr  Ohio  i       i       i   t     m 
inihes      t)ther  noithern  districts  and  the  area  snuth-\\ard  across  tht  cential  p<irt  i 
State  recen  ed  from  5  0  to  7  0  inches      Stations  in  the  southeastem  mountain 
reported  from  3  0  to  5  0  inches      For  the  htate  precipitation  \  aned  betv  een  2  77 
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54.8 

90 
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93 
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51.6 

58.7 

92 

52.9 

83 

60.1 

90 

,■58.9 

94 

55.9 

89 

56.4 

86 

^5.7 

87 

569 

90 

55.3 

92 

53.1 

90 

5.i.9 

91 

59.3 

91 

53.7 

91 

56.1 

98 
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6.99 
3.54 
3.18 
1.65 


6.56 
5.98 
5.14 
7.06 


5.02 
4.07 
3.51 
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4.25 
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3.41 
3.16 
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4.52 
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Climatolog-ical  Data  for  April 

1939. 

Counties. 

.2 
1 

1 

1 

Temperature,  in  degrees  Fahr. 

Precipitation  in  inches 

Number  of  days 

k 
P 

St&tions. 

1 

11 

S 

w 

1 

1 

3 

1 

0 

i 

h 
II 

5 

1 

ii 

1 

1 

J 

Observers. 

Western  Division. 
Beaver  Dam 

441 
437 
420 
358 
4S1 
519 
640 
382 
524 
479 
364 
412 
420 

27 
35 
45 
10 

83 
91 

24 

24 
24t 

26 
26 

28 

13 

7t 

7 

31 
43 

37 

5.50 

+  1.38 

1.79 
3.21 
2.00 
2.15 

2.87 
1.45 

li«9 
2.10 
2.70 
2.30 
1.97 
1.71 
2.10 
3.34 
2.38 
1.65 
3.02 
1.77 
1.81 

1.86 
1.34 

1.17 
2.39 
0.90 
2.13 
2.83 
1.07 

0 

I 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

T. 
0 
0 
0 
0 
T. 
T. 

12 

12 

13 
13 
11 
14 
15 
10 
12 

9 
13 

8 
12 
14 
10 

9 

10 

10 
14 

9 

10 

10 
9 

sw 

sw. 

Eldred  G.  Young. 

>Wan"''."'".".' 

58.4 
56.6 

0.0 
-  1.2 

Hopkins 

Crittenden 

Marshall    .  .. 

7.801+3.70 
6.89+3.45 

6'.57|+2.'2i 

5.69 

7.30+3.80 
6.521+2.21 

Brick  South  worth. 

Fords  Forry.  Dam  50  .. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

Muhlenourg 

Ohio            

22 

"17' 
43 

10 
30 
13 
42 

63.0 

'53.' 4 
65.0 
56.0 
65.4 

»56.4 
52.8 

-  4.3 

-■2!6 

-  1.9 

-  2.9 

-  1.1 
-2.9 

85 

■■79" 

87 
79 
79 
82' 
SO 

24 

"26" 
25 
24 
24t 
24 
24 

24 

"24" 

27 
26 
26 

25 

7 

'  7t 
7 
7 
7 
7 
7t 

"33" 
38 
38 
81 

31" 

39 

10 
13 
17 
11 
11 
7 

16 
11 
11 
11 
12 
13 
20 

6 
2 

7 

21 

nw! 

s. 
s. 

Hartford  (near) 

W.  R.  Carson  Sr. 

Henderson 

^N.  K.   Morris.' 

Ballard 

9.25 
7.68 
6.93 
5.56 
6.23 
9.43 
6.90 

+5.46 
+3.42 
+2.92 
+  1.60 
+3.75 
+4.88 
-^2.48 

Blaine  Malone 

Mrs.  Joe  Payne. 
Pat  W.   Wnar. 

Daviess 

Daviess 

Mccracken 

Mccracken   

Henry  S.  Berry. 

Owensboro.  Dam  46.  •■ 

Lockmaster. 
U.S.  Engineers. 

341  !  19 

65.3 

56.8 

-  3.2 

-  2.9 

83 
81 
83S 

24t 
24 
23 

80 
26 
275 

7t 
7 
7 

27 

34 
41S 

12 
IS 

7 
9 

11 

Paducah  [near) 

390 
529 
384 
590 
357 

S52 
700 
500 
410 
705 
480 
489 
955 
770 
6'-;2 
1177 
504 
490 

506 
581 
544 
646 
850 
1032 
635 

5fi0 
4h5 
459 
558 
800 
910 
600 

520 
825 
500 
607 
1400 
489 
524 
943 
.504 

19 
32 
22 
26 
11 

11 
39 
43 
22 
48 
40 
13 
15 
IR 

44 
43 
29 
12 
14 
46 
37 
41 

is' 

55 
29 
29 
66 

1 
4 

Joe  Lagore. 

Rumsey,Lock2i 

+3.86 

-o.so 

+2.83 

+2  56 
+  1.04 
+  1.9(1 
+2.69 
fO.  6b 
+2.34 
+  3.6f 
+2.07 

13 
11 
12 

15 
10 
11 
11 
17 
7 

16 
16 

'12' 

4 

14 

s"' 

'51.6 

-5.8 

79 

24 

27 

7t 

29 

4.30 
6.28 

6.25 
4.84 
5.21 
7.05 
4.7? 

Wm.  .Shftlton. 

Uniontown.  Dam  49. . . 

Central  Divinon. 
Addison,  Dam  45 

Breckinridge   .... 
Jefferson.... 

51.1 
57.0 

-  2.7 

-  1.5 

79 

87 

24 
24 

22 
29 

13 
13 

37 
36 

IS 

12 

4 

10 

13 

8 

se. 
w. 

Bowling  Green 

Brown'Sville,Lock  6t.. 

Mrs.  Lillie  G.  Causey. 

Edmonson 

L'arroUton.Lock  1 

Cold  Sprin!/,DamS6... 

Campbell    ........ 

7.81 
5.90 

53.6 

84 

24 

23 

13 

39 

12 

4 

14 

sw 

Dix  Dam.  Burgin 

Eadsville 

Mercer 

Kentucky  Utilities  Co. 

Joe  xNorfieet. 

Mrs.  Katie  Payne. 

5.34 

4.66 
6.  81 
6.68 
6.97 
7.21 
6.19 
6.71 
6.44 
5.02 
6-8^ 
6.67 
6.46 
6.17 
6.20 
4.96 
5.24 
6.86 
5.63 
5.44 
7.28 
7.49 

7.86 
6.09 
3.76 
7.76 
7.34 
6.7! 
6.60 

8  81 

+6 '62 
+  3.08 
+  1.94 
+2.68 
+3.87 
+2.30 
+2.20 
+2.48 

+  3;73 
+2.31 
+2.96 
+2.77 
+  1.47 
+  1.08 

+i.'67 
+3.04 
+3.81 
+2.28 

+3.'80 
+8.35 
+3.27 
+2.48 

0.71 
1  17 
1  66 
1.5S 
1.63 
3.20 
1.50 
1.48 
2.69 
1,67 
1.95 
1.51 

I'.W 
1.64 
1.54 
1,46 
1.29 
1.20 
1.10 
2.39 
2.25 
1.66 
3.62 
0.97 
0.97 
3.15 
2.40 
2.80 
2.04 

0.66 
2.45 
1.26 
0.90 

0 

^. 
0 
0 
0 
0 
0 

T. 
T. 
0 
0 
0.3 
0 

% 
T. 
0 
0 
0 

T. 
0 
0 
0 
02 
0 
0 
0 
0 
0 

?: 

T. 
0 

15 

13 

16 
13 
12 

15 
17 
13 
16 
18 
13 
17 
12 
7 

15 
13 
17 
14 
10 
14 
11 
13 
12 
14 
15 

12 
12 
9 

16 

15 
36 
16 

Pulaski 

5 
9 

8 
7 

14 

s. 

Frankfort,  Lock  4 

Franklin     

52.8 

-2.9 

83 

24 

23 

13 

42 

Lockmaster. 

Barren 

53.4 

-  4.8 

82 

24t 

27 

13 

40 

10 
11 

21 
0 

4 

18 

'15 
5 

0 
22 

'is 

4 

■■5' 
14 

s. 

sw. 
sw. 

Grant,  Dam  38 

53.2 

-  2.3 

34 

24 

22 

13 

44 

Mrs.  Bettie  K.  H.  Aloorn. 

High  Bridge,  Lock  7.. 

Jessamine 

Breckinridge   — 
Oldham 

Lockmaster. 

54.5 

-  1.7 

81 

24 

27 

12t 

31 

W.  J,  Piggot. 

Walter  Killion. 

54,0 
52.0 

-  1.9 

-  2.8 

83 

84 

24 
24 

26 
23 

7t 
13 

33 
34 

H.  H.  Willis. 

UittleHickman.LockSl 
Lockport,  Lock  2 

Jess.amine   

Honry 

.1 

"5 

n 

B. 

Lockmaster. 

53.2 
5,!. 6 
53.0 

~.^.-^. 

81 
82 

24 
24 

24t 

25 
27 
22 

12 
13 
13 

29 
34 
45 

Do.  Bowman  Field.. 
Mammoth  Cave 

Edmonson 

Wayne 

10 

15 

'ii 

8 
6 

"5 

12 
10 

'14 

3W. 

Ivan  J.  Ellsworth. 
E.  0.  Cooper. 

10 
43 
24 
46 
2 

S 

33 
21 
36 
22 

8 
22 
36 
29 

2 
21 
50 
32 
14 
23 

9 
19 
15 

4 

15 
13 
36 
41 
40 
46 

2 
17 

5 

3 

5 
13 
20 
42 
26 
22 
42 
19 

Mrs.  M.W.Price. 

63.3 

-  1.4 

80 

24 

23 

11 

40 

Sisters  of  Loretto. 

Salvisa.Lockel 

Shelby 

60.8 

-  3.8 

79 

26 

22 

13 

34 

10 

"3' 

12 

0 
17 

'26' 
0 

22 

3 

14 

'7 

'is' 

sw. 

SW. 

w. 

Willa  S.  Ratta. 

Shepherdsville 

Smith's  Grove 

Bullitt 

A.  McLeod. 

54.1 
54.2 

82 
82 
80» 

24 
26 
24 

26 
26 
26' 

13 
8t 
13 

89 
37 

Airway  Station. 

Mccreary 

Airw^.v  Stati<.n. 

Thail.  Clii.atham.Sr. 

Tyrone,  Lock  51    

Lo.-kirastur. 

63.0 

-  0.6 

82 

24 

28 

7t 

88 

Mi^s  X.,.tlic  B.   Simpson. 

Woodbjiry,  Lock  4  t.  .. 
Engtern  Division. 

Jackson 

80.4 
52.8 
52.9 

-  2.9 

84 
85 
84 

25 
24 
2o 

21 

25 
22 

13 
13 

39 
44 
37 

7 

10 
12 

15 
6 
5 

8 
14 
13 

sw. 

sw. 

W.  A.  Worthington. 

Ashland 

Boyd 

:\I;idison 

534 
1070 

611 
1440 

684 

600 

870 
693 
6b9 
5^0 
869 
663 
776 

1566 
584 
524 

1128 
930 
800 
497 
620 
636 

1035. 
732 
631 
926 
571 
525 
939 
646 

7. 62, +4, 02 
6  5fiM-2  91 

Lockmaster. 

CoflegeHilV.Lockii!!: 

Luther  M.  Ambrose. 

Jladisnn 

Harlan 

+2.60 

C.  Bertrand  Fields. 

4.67 
8.78 
5.60 

+  1.01 
+5.10 
+  1.90 

1.70 
2.96 
1.10 
1.72 
1.18 
2.30 
4.41 
0.85 
0.72 
1.05 
0.80 
1.32 
3.32 
0.85 

'i.'os 

3.15 
0.91 
0.76 
1.10 
0.81 
0.71 
0.80 

T. 

0 
0 
0 
0 
0 
0 
0 
0 
0 

0.7 

0 

'"6"' 

0.2 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

T. 
T. 

11 
13 
13 

14 

19 
13 
15 
9 
18 
13 
18 
14 

"7' 
19 
16 
18 
9 
10 
16 
14 
16 
17 
13 
11 
17 
13 

S.  M  Hill. 

Pendleton 

Rowan 

61.3 

-■3:2 

■'84" 

"24t' 

'22" 

"13" 

"48" 

10' 

"0' 

14' 

w. 

J,  V,  Oldham. 

Lucille  (!-  Stamper. 

Flemingsbnr?   

Ford,  Lock  101 

6.58+2.69 
6.3'<+2.13 
5.25|+2.23 
8.60  +5.11 
4.18+0.89 
4.54  +1.23 

3.55 

3.48-0  36 
4  941  +  1. 60 

C.  A.Cla.scook 

Clark    

Carter   



'.'.'.'.'.. 

Mrs    Kuby  A.  Burton. 

Greenup,  Dam  30 

Perry 

H.  A.  Bailv. 

HeidrO  berg,  Lock  14... 

53.0 

82 

26 

24 

8t 

42 

9 

3 

18 

sw. 

Lockmaster. 

Breathitt 

.las.T   Golf. 

Tpn  Vin? 

13 

'io' 

"xh' 

13 

10 
4 

8 

sw. 

R.  J.  Howard. 

I          aa             

Lawrence 

Mason 

Bell 

Montgomery 

Clay 

.lacob  Workman 

Maysville,  DamSS.... 

Middlesboro 

Mount  Sterling 

52.0 

-  2.3 

-  0.2 

82 
86" 

24 

26 

24 
28' 

13 
5 

40 
41 

8.68 
a  81 

■3:67 
8.53 
4.85 
3.67 
3.10 
3.90 
5.56 
5.25 

+  5.01 
-0.67 

+4:59 

+6.' 09 

'-6;.3.3 
+2.45 
+  1.66 

Lockmaster. 
Matthew  Woodson 
W.  R    McKee. 
Gavrot  Combs . 

Oneonta,  Dam  351 

PaintHvillc 

Lockmaster. 

Johnson        

A.  L.  Dmita. 

Pikoville 

Pike 

65.6 

90 

24 

28 
24 
28 

"27" 

13 

8 
8t 

"is" 

49 

"so" 

'  36" 

U.  9  W'cMther  Bureau. 

Knott                     : 

Cp.nev  Run  Com.  Cen. 

QuTka-;."::::::::: 

Ravenna,  Lock  12 

63.6 
53;6 

-  8.2 

-"2:5 

'83  ' 

41 
"24" 

R.    W.  Jones. 

Ef^till  

Madi?on 

Madis^oii 

Lewis 

Whitley 

f-iark'!!;.'.'.".'.'.::.' 

tremes 

'i5' 

'7' 

'8 

Lockmaster. 
.1,  W.  Crooke. 

Valley  View,  Lock  9. .. 
Vanceburg,Dam3-2.... 

Williamsburg 

Willow,  Lock  13 

6.1l!+2.83;  1.10 
8.. 13  -l-.1.C3i  4.08 

2.77;  -1.481   0,.':9 

4.76+1.99   0.71 

Lockmaster. 

25 

13 

13 

8 

9 

WadeW  West, 

Lockma-ster. 

52.2 
63.7 

81 

24 
24 

25 
21 

7t 
18 

34 
60 

Airway  Station. 

State  averages  and  ex 

^ 

-  2.4 

^OJT^ 

±2^ 

4:41 

n 

8 

11 

sw. 

All  temperature  data  are  taken  from  self-registering  thermometers.  ,  ^  v,  *  „,,  „ ^i„*„  ,„„„,to     „ 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  an  complete  reports  are 
!d  in  determiningseetion  or  division  means.  tKum.sey,  Brownsville  and  Woodbnry  are  Locks  on  the  Green  River;  other  Locks  are  on  the  Kentucky  Kp 

Reference  letters.  ',  •>, »,  appearing  in  the  table  indicate  number  of  days  m.issing;  for  example,  b  represents  two  days,  etc. 
t  Also  on  other  dates.    +t  Received  too  late  to  be  included  in  means  and  summaries.         T   Precipitati( 


is  less  than  0.01  inch  rain  or  melted  snow 


Apkil,  1989 


rUMATO LOGICAL  DATA:  KENTUCr<Y  SECTION 


Sally  Precipitation  to 

r  April 

1939. 

StaUoiia 

Day  of  month 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

n 

12 

18 

14 

16 

16 

17 

18 

10 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

1 

Wutent  Divition 

....G. 
....G. 
....0. 

.::::8: 

c. 

:::i}; 

....T. 
....0. 
....0. 
....0. 

:;:;c^: 

....G. 
....G. 
....0. 

....o. 

....O. 
...  G. 
....G. 
....0. 
. . . .  K. 

."."ic- 

. . . .  IC 

.49 
..S'J 
.66 
.36 
.3f 
.48 
.48 
.43 
.18 
.IS 
.07 

"82 
.84 
.20 
.22 
.36 
.38 
.13 
34 

.36 

'.'60 
.17 
.10 
.10 
.75 

T.' 

f.' 
T. 

T. 

tV 

.01 

tV 

■.'62 

.16 

'.'6i 
.01 

■;67 

.07 
.OL 

.29 

.22 

't.' 

■:28 

.28 
.54 

i'.-io 

.31 

.28 

T.' 
1.93 
.28 

'  .'29 

1.2« 
1.3S 
1.63 
1.61 
1.68 
1.35 
1.87 
1.42 
1.68 

L72 
1.75 
1.71 
2.10 
2.06 

1.'45 
1.69 

\'.s\ 

1.62 
1.34 
1.00 
1.14 

.63 
1.85 
1.30 

.81 

T. 
'.■65 

't.' 

't" 

1 

.37 

.67 
.60 
.68 
.21 

.65 

'.'76 
.60 
.80 

1.12 

".60 
L55 
.76 
.16 

.64 

.60 
.70 
.72 
.26 
.65 
.65 
.54 

'.'62 

'tv 

".01 
T. 

't.' 

't.' 

'.'25 

2.'70 
.U 
1.80 

't'.' 
T. 

1.1b 
.66 

8.21 
2.00 
2.15 
2.67 
1.45 
1.69 
1.99 
2.10 
2.16 
1.60 
1.97 
1.65 
1.60 
3.3< 

I '.66 
3.02 
.13 
1.47 

1.86 
1.08 

.95 
3..S9 

.90 
2.13 
2.83 
1.07 

.09 
.89 
1.09 
1.70 
1.70 
.10 
.10 
1.61 
.16 
.90 
2.80 

'.'88 
.70 

2.00 
.24 

1.27 
.70 
.34 

1.71 

.50 
.18 
.50 
.65 
.50 

:1! 

.06 
.07 
.09 
.14 
.10 
.17 
.10 
.28 
.10 

.'is 
'.'io 

.05 
.04 
.03 
.08 
.05 

''26 

.10 
.04 

't'. 

■.■32 
.09 

.04 
.06 
.06 
.02 
.03 

'!62 

".'02 

■.'67 
.01 

r. 

.07 

.06 

■^os 

.08 

:::: 
.02 

't" 

'.'82 

'Uo 

'.'25 
'.'63 

.42 
.23 
.87 
.20 
.24 
.60 
.36 
.17 
.22 

■.■36 

"!i7 
.17 
.24 

'.'28 
.23 
.31 
.21 

.37 
.43 
.22 

-.'ii 
.25 
.28 

1.20 

"22 
.22 
.08 
.11 

1.04 
.89 
.16 
.70 
.31 
.39 
.48 

■!66 

.84 

.10 
.12 
.04 

.41 
.26 
.60 
.06 
.12 

■.■52 

'.'61 

'.'21 
.20 
.36 

'^20 
1.07 
.08 

T^^ 
1.17 
1.05 

.64 

■.'04 
.46 

'.'63 

'i-.' 
■f.' 

.05 
f. 
'.'06 

.33 

.18 
.11 
.44 

.12 
.04 
.30 
.23 
.47 
.18 
.12 
.01 

''03 
.16 
T. 

'.'i2 
.14 
.22 

T. 

T.' 

6.60 
8.84 
7.80 
6.89 
8,10 
8.67 
6.69 
7.30 
6.62 
9.29 
7.6H 
6.9.'} 
6.66 
6.28 
9.48 
6.90 

Calhoun 

Earlineton^ 

Konis  Kerry  Dain  50' 

T. 
.03 
.02 

".i)A 
T. 
.02 

'.■96 
.65 

GUbertsviHe' 

Kartfora  

Hoiuferson 

Hopkinsville* 

Ltnelftcoville 

Mivyrteld  

Murray  

'ill 
'.'62 

Owensboro* 

Owensboro,  Dam  46  - 

Paduoah'- 

T.' 

T. 

.01 

.09 

'.'03 
T. 

'.'6i 

T. 
.02 
T. 

't. 
't.' 

.01 
T. 

'.'6:! 
.09 

'.'04 

.15 

T 
.01 

J* 
T. 

't'.' 

'.'64 
.02 

'^' 

't'.' 

Paducah  (near)$.... 

't'.' 

'.'62 
.02 
.03 

.02 

'.'." 

Humscy,  Lock  No;  2i' :;:::::: 

Russellville  ' 

".'62 

.20 
T 
'.07 

.18 

.21 

;::; 

.02 
.04 
T. 

.01 

'.'io 

T. 

.77 

't.' 
.30 

7.99 
4  80 

Uuioutown.  Uara  49» 

... 

6.28 
6  26 

Central  Divisinn 
Addison,  Dam  46.  - 

.05 
.03 

.92 

.12 
.39 
.34 

■.'62 
.23 

.35 
.05 

.03 

6.24 
7.05 
4.7J 
6.99 
7.31 
5.90 

Burnside-   

Cirrolltou   Lock  No.  1= 

Cold  Spring,  Dam  36- ■  ■ 

.06 

.87 
1.11 
.11 

.02 

Panvllle» 

Dix  Dam,  Bnrgin 

,18 

'  .'.55 
.40 
.22 
.06 
.55 
.66 
.25 
.1.5 
.32 
.70 
.49 
.81 
.41 
.13 

.02 

'.'67 

r. 

.03 

.09 

.27 
.02 

f  ■ 
.03 

'.'30 
.02 
.04 

'.07 

.24 
.24 
.68 

'.'so 

'!79 

'."ie 

.09 

.64 

i'.m 

1.65 

.01 
1.45 

.70 

.81 
1.14 
1.67 

.10 
1.61 

.60 

L64 
.75 
1.46 
1.03 
.77 
1.06 
1.44 
.98 
1.66 
1.34 
.81 
.72 
1.50 
1.03 
.70 
1.44 

.66 
.45 

.70 
.65 

.04 

'tV 

.02 

'!05 
.04 
T. 
.02 

".m 

'.'is 

T. 

't.' 
':62 

'!02 
^46 

T. 

't.' 

tv 

'iio 
".is 

'.'02 

't. 

T. 

"os 

T. 
.10 

.01 

.12 

"iiti 

.03 

't.' 

.12 
.14 

".'62 

■.'03 
.01 
.12 

'.'62 
.01 
.03 

't.' 

.03 
.16 

".05 

';i8 

".Oi 

.05 

.09 
.09 
.14 

i.'i2 

T. 

tv 

'.'6i 
't. 

.65 

't'.' 

.40 

'!57 
.01 

't'.' 
'^03 

'.'oi 

'.'05 

.40 

.72 

.06 

.71 
.66 
1.56 
1.28 
.85 
3.20 
1.07 
1.48 
2.69 
.92 
.95 
1.32 
1  60 

.41 
.65 
.82 
.50 
.91 
.38 
1.60 
.51 
.60 
.18 

i!o7 

.66 

"24 
.21 
.01 
.04 
.05 
.08 

!02 

".09 
.07 

'.'26 

!oo 
'.'65 

.17 
T. 
T. 
.10 

't.' 
.30 
T. 

.26 
.90 
.07 
.08 

'.'6i 

.03 

't'.' 

'tV 

.02 

'.'02 

'!b2 

.05 

't'. 

.02 
".05 

't. 

.02 

:::■ 
'.12 

tV 

T. 

.14 
.16 

.32 
.40 
.25 
.28 
.26 
.29 
.39 
.39 

'.'53 

.27 
.20 
.41 
.34 
.42 
.25 
.15 
.24 
.66 
.41 
.50 
.52 
.18 
.07 
.50 
.36 
.30 
.36 

.05 

'.'io 
.12 

:::: 
.01 

■.'63 

't.' 
".Oi 

.19 

'^47 
T. 
.02 

".is 
.01 

.66 

'.'20 
.65 

'.'62 

■!24 
.32 
.09 

'!io 

.79 
57 

'!04 

.70 
.60 
.09 
.05 
1.53 
.04 
.01 
.29 
.16 
T 
.42 
.40 
.34 

^' 
T. 

.91 
.16 
1.10 
.32 
.23 
.05 
.39 
.62 
.05 
.40 
.15 

i.'oi 

.84 

.02 
.16 
.36 

.87 

1.17 

t" 

1.04 
T 

.82 
.43 
.02 

.64 

....K. 
....K. 
...G. 
....O. 
....0. 
....K. 

....o. 
....o. 

....K. 
....G. 

....o. 

...  0. 
..    .G. 

..    .<;. 

....G. 

....s. 

....K. 

....S. 

...  s. 

..   .G. 

....c. 

::± 

....G. 
....C. 

Krankfort,  Lock  No.  4'^ 

Gest,  Lock  No.  3  '■' 

Glasgow 

Grant.  Dam  38^ 

.54 
.43 
.46 
.25 
.55 
.44 
.32 
.67 
.68 
.82 
.66 
.80 

■:67 

.59 
.72 
.71 

■70 
.64 
.47 

.48 

'.9-i 
.45 
.64 
.30 
.70 

.34 

.\i 
1.25 
.40 

'^83 
T. 
.36 

.01 

^02 

■f.' 
.05 

't'.' 

1.04 
1.40 

'.'64 
't.' 

f. 

'.'63 

6.84 
6.68 
6.97 
7  21 

Greensburg^ 

.09.... 

.04 

6.13 
5.71 
6.44 

High  Bridge,  Lock  No.  7- ..... . 

Irvingtou   

.04 

f. 

'.'20 

T. 

'."25 
.06 
.15 

.'89 
.30 

'.'82 
T. 

.38 
T. 
.02 
1.95 

"■{'s 

'.'64 

.OJ 
.95 
.01 
.56 
.04 
.23 
.90 
1.01 

'.'97 

i!oo 

1.04 
L30 

.04 

.39 

'.'50 

Laucan.T^ 

Leitohti.Md  ■•' 

LexiuKtcm  t 

Little  IlicUman,  Lock  Xu.  8 -t. 

.08 
.13 

.01 

".03 
.22 

tv 

6.85 
6.67 
6.46 

Locki.ort,  Lock  No.  2- 

lif. 

6  20 

LoUIf'VII.I.E'  t 

4  96 

Do.  Bo-svinan  Field 

.201  T. 
.56;   .05 

:^- 

T. 

.48 

.65 
.07 

^"^ 

.06 
.25 

'.'88 

:::. 

.19 

.33 
.63 
.64 

Mammoth  Cave- 

1.29 
.50 
1.04 
2.89 
2.25 
1.29 
3.82 
.72 
.10 
3.15 
2.40 
2.80 
2.04 

.33 

2.4S 
1.26 
.90 

.82 
.88 
.64 
.65 
.60 
.38 
.20 
.59 
.33 
.50 
.75 
.60 
.40 

i!33 

.88 
.75 

.08 
1.20 

6.66 

Monticello- 

Muufor.lville   - 

St.  .lolin  -■ 

^56 
.60 
.60 
.35 
.31 
.26 
.30 

1 

.40 
.09 

■^62 

tV 

T. 

.10 
.39 
.65 
.22 

.02 

'.'20 
.10 

.03 
.35 

".OS 
.27 

tV 

't.' 

6.63 
6.44 

7.28 

Salvisa.Locklso  6  '-t 

.06 
'.'61 

Isi 

.'34 

'!54 
T. 
.04 

".'ie 

Shelbyville-   

Shepherdsville...... 

smith's  Grove 

Stearns 

T 

.20 

.02 

.06 

6  14 
7.86 
6.09 

Taylorsville  

Ty rone, Lock  No.  6  n..... 

7.75 
7  34 

Williamstown  = 

Aoodbnry,  Lock  No.  4- 

Eastern  Divinon 
Annville  - 

.10 
.16 

.04 

.20 
T. 

6.71 
3.81 

Ashland  ^ 

7.62 
6.56 
5.82 

Berea       

.05 
.04 

.14 

.'." 

'.'05 

College  Hill,  Lock  No.  ll"  .... 
Cumberland 

.58 

Cyuthiana- 

Falmouth^   

Farmers  - 

■::± 

....K. 
....0. 
....0. 

:::i; 

....B 
....B 
....0 

c 

....L 

'.n 

.62 
.65 
.60 
.36 
.04 
.20 

.52 

:2i 

.01 

.07 
.18 
.41 
.4( 

.'48 

.62 

'.'ii 

.71 
.08 

.61 
1.57 
.75 

.85 
.45 
.58 
.70 
.32 
.38 
1.18 
.80 

1.03 
1.42 
3'" 
.76 
1.10 

'.'67 

'.'70 
1.09 
.59 
.84 
.64 

.10 
.0:1 
.07 

tV 

.25 

.35 
.60 

T^.« 
.62 
.35 
.10 

".S4 
.05 
.40 

'lis 

.16 

'.'04 

.10 

T. 

■:ii 

... 

't.' 
'.'15 

•^05 

■'.il 

''67 
.10 
.12 

.20 
.04 
.18 
.08 
.07 

'.02 
.16 

'.'13 

'.'14 
.09 
.09 
.14 

t. 

'!04 

'^02 
'J- 

"io 

T. 

.02 

.03 

t'.' 

.60 

'.'01 

.46 
.46 
.31 
.56 
.39 
.20 
.26 
.20 
.32 
1.05 
.08 
.24 
.47 
.51 

'.59 
.15 
.70 

:57 

!50 
.32 
.43 
.16 
.89 
.66 

't.' 

.28 

'.'33 

.30 
.18 
.65 
.72 

'^42 
.62 
.04 

't'.' 

.91 
.06 

.73 
.68 

'!06 

'.'62 

''02 
'."2r 

.08 
'^40 

".io 

.69 
1.34 

.56 
.74 
.60 
.87 

'.'is 

.20 

'.'22 
■  5i 

i.'sn 

.34 
T. 

'^24 
.29 
.80 
.55 
.38 

'^26 
.08 

1.70 
2.96 
1.10 
1.72 
1.18 
2.30 
4.41 
.86 
.29 
.25 

i.'82 
3.32 
.02 

'^46 
3.15 
.,52 
T. 

.'50 
1.10 
4.08 
.46 
.28 
1.31 

.71 
1.19 

'.'94 
.70 
.5S 
.61 

t. 

'.'ei 

.42 

".h-r^ 
.45 

.04 
.20 
.24 

'.'12 

.30 
.82 
.65 

'.'04 
.40 

f. 
.17 
.28 
.52 
.27 
.40 
.55 

'iss 

.18 
.80 
.78 
.72 
.05 

■.'28 
.90 
.33 

.45 
.25 
.09 
.75 

'.'07 
.13 

't'. 

'"65 
'.'06 

.31 

.30 
.12 
.18 
.15 

';63 

t. 

.05 

"^20 
.18 

■.'iR 
.02 
.03 

t. 

".05 

't. 

'.'03 
'.'03 

'[io 

.09 
.09 

''13 
.38 

■[os 

.43 

.48 
.30 
.35 
.05 
.05 
.25 

'.'3! 

.04 
.12 
.16 

.36 

.50 
.48 
05 
.07 
.54 
.07 

't.' 

.65 
.09 

'.30 
.42 
.10 

.22 

:l^ 

.85 

".Sb 
.04 
.01 
.29 
.10 
.09 
.71 
.10 
.69 

T. 

.27 
.45 
.16 

'.'01 
.10 

T. 

.20 

4.67 
8.78 
5  60 

T. 

.04 
.10 

■:25 

.10 

T 
.32 
.29 
.18 

!3C 
.05 

.04 

T 

.05 

.Of 

.16 

.15 

.06 

.01 

.03 

'i03 

.'05 

.10 
.l-s 
.10 

.08 

.15 
.05 
.13 

'!i8 

".bz 

.05 

.16 
.02 

.'64 

".02 

'.'si 
■.'70 

".'07 

FleiEinasbnr?  2 

Ford,  Lock  No.  10  ^t 

T. 

t. 
.12 

6.38 
5.25 
8.60 
4.18 
4.54 
3.55 
3.43 
4  94 

Gray.son  - 

Greeuap.Dam   30- 

Hazard"- 

Heiaelberg.  Lock  No.  14^. 

Jackson'^ 

/enkms'-i 

Louisa^ 

".is 

■.'63 
■.'40 

'!02 

■:24 

'.'18 

'.'08 

Maysville,  Dam  33^ 

Middlesboro 

T. 

.08 

'.'ie 
'.'20 

T. 

'.'20 

.26 

8.58 
3.81 

Mount  Sterling 

Oneida^.... 

'.'50 

';6f 
.1? 

.03 
.03 

■f.' 

"3.67 
8.53 
4.35 
3.67 
3.10 
3.90 
5.. '56 
6.25 
6.U 
8.43 
2.77 
4.76 
6.24 

Paintsvillp   ^ 

Pikevillo 

....B. 
....K. 
....K. 
...   K 

....K. 
....0. 

...  r 

K. 

Pippapass  — 

'!ii 

Q.iiicks.Mud" 

Kavenna,  Lock  No.  12^ 

Richmond'' 

■f. 
t'.' 

't 

.10 

.16 

'^ii 

■;o9 

tV 

.14 

.'08 

'.'63 
.02 

Valley  Vii^w,  Lock  No.  9^ 

VancebiirpT.  Dam  No .  32  - 

Williamsburfr-.....- 

n-illow,T,ock  No.  13^ 

.30 
.10 
.55 
.66 

Winchester 

.;.  .„ 

Except  as  othnrwise  indicated  observation?  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hours  ending  at  time  of  ob.servation. 
'First-oriier  V.'eather  Bureau  station :  precipitation  is  lor  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  ^Precipitation  measured  in  the  morning : 
amount  then  recorded  is  for  the  precedinj  24  liours.  ^Precipitation  mea.sured  with  recording  gage.  *Inchided  in  the  next  following  measurement 

1 .  Trace  or  nrgcipitation  less  than  O.ni  inch.  tPost  office  adilress^s  as  follows:  -Lock  5.  Lawrencehnrff.  Ky.  :    Lock  6.  Versailles.   Kv.  :  Lock  8.  Nicholngville  Ey   ; 

Lock  in    Red  ,Ton?e    Kv  ;  Oneontn.  California.  Ky.  River   drainage  area   in  which  station  is  located  is  indicated  as  follows:  (B)Big  Sandy    (L)  Licking:  (K) 

Kentucky;  (S)  Salt-  (Gl  Green:  (C)  Cumberlaud;     Tl  Tennessee:  (0'  Oliio;  (M)  Mississippi. 
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CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


April,  1939 


Daily  Temperatures  for  April,  1939. 

stations. 

1 

2 

3 

4 

5 

6 

7 

« 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

^ 

27 

28 

29 

30 

31 

Mean 

Weitem 

Division. 

)  Maximum  .  • . 

60 

64 

59 

65 

56 

50 

49 

» 

69 

76 

70 

49 

65 

75 

72 

78 

75 

62 

51 

61 

57 

70 

78 

83 

72 

82 

76 

70 

68 

72 

65.5 

Beaver  Dam  •  ■  ■  • 

•  ■  ■  1  Minimum .... 

47 

41 

31 

84 

42 

37 

28 

33 

37 

58 

42 

29 

40 

60 

60 

60 

42 

38 

41 

46 

35 

48 

62 

59 

61 

57 

54 

52 

41 

44.2 

^Maximum  .  ■ . 

70 

61 

6» 

74 

66 

53 

54 

56 

76 

83 

76 

63 

80 

79 

81 

86 

72 

54 

69 

65 

77 

85 

91 

90 

86 

83 

30 

77 

80 

73.5 

Calhoun  

•••    :Minimum  — 

46 

34 

32 

34 

44 

85 

26 

S5 

62 

45 

26 

26 

42 

68 

59 

69 

41 

36 

42 

45 

35 

42 

42 

69 

59 

55 

53 

51 

42 

43.4 

(  Maximum  . . . 

67 

61 

62 

66 

67 

52 

51 

55 

77 

82 

72 

66 

57 

76 

74 

77 

7d 

68 

51 

63 

61 

72 

70 

83 

81 

83 

78 

77 

70 

74 

68.6 

Earlington 

■•■  i  Minimum 

47 

41 

36 

86 

37 

28 

37 

39 

60 

42 

29 

29 

43 

61 

60 

60 

43 

39 

43 

49 

35 

45 

52 

62 

67 

56 

54 

51 

41 

44.8 

j  Maximum  . . . 

61 

64 

58 

66 

62 

61 

41 

64 

76 

75 

69 

53 

56 

75 

72 

77 

73 

63 

50 

60 

58 

70 

77 

85 

79 

81 

76 

73 

67 

74 

66.2 

Greenville 

45 
61 
46 
64 

40 
63 
37 
62 

30 
60 
36 
60 

36 
66 
34 

41 
50 
42 

68 

36 

49 
36 

57 

24 

48 
24 
49 

32 
52 
35 
57 

31 
65 
37 

77 

46 
65 
59 
75 

40 
66 
40 
60 

27 

50 
26 
48 

26 
56 
26 
56 

31 

70 
42 

75 

57 
68 
69 
72 

57 
72 
60 
79 

51 
66 
66 
67 

35 
50 
36 
53 

40 

32 

41 

64 

58 

52 

55 

52 

49 

39 

039.9 

Henderson 

••■1  Minimum.... 
1  Maximum  . . . 

50 
39 
53 

60 
41 
63 

55 
^6^ 

71 
38 

78 
49 

81 
63 

67 
69 

79 
61 

78 
52 

63 
54 

68 
50 

74 
43 

63.2 
43.5 

67.1 

■  ■    1  Minimum  — 
\  Maximum  . . . 

70 

80 

85 

87 

81 

75 

69 

67 

75 

Hopkiusville   ... 

—  )  Minimum 

45 

44 

33 

39 

43 

37 

27 

31 

36 

43 

42 

29 

30 

35 

48 

68 

58 

40 

44 

44 

34 

42 

48 

60 

64 

56 

53 

51 

40 

42.8 

)  Maximum  . . . 

69 

69 

61 

67 

69 

69 

47 

65 

73 

74 

67 

57 

64 

72 

73 

73 

73 

60 

49 

60 

61 

72 

76 

79 

77 

79 

77 

75 

67 

74 

67.3 

Lovelaceville 

■■■■  (  Minimum.... 

47 

47 

37 

40 

46 

37 

25 

34 

86 

69 

42 

30 

36 

42 

60 

69 

54 

42 

85 

35 

44 

34 

41 

60 

60 

55 

56 

65 

60 

40 

44  6 

J  Maximum  . . . 

66 

65 

63 

66 

CO 

48 

67 

71 

72 

62 

56 

62 

73 

71 

73 

70 

69 

55 

61 

62 

70 

76 

79 

75 

79 

79 

72 

67 

74 

66.7 

Mayfield 

(  Minimum 

43 

39 

42 

44 

36 

26 

32 

39 

55 

40 

29 

37 

42 

57 

67 

62 

38 

35 

34 

41 

40 

46 

62 

10 

57 

68 

54 

46 

43 

44.1 

S  Maximum  . . . 

64 

62 

63 

62 

63 

61 

48 

60 

76 

79 

69 

56 

64 

74 

72 

76 

60 

57 

58 

60 

68 

70 

78 

82 

78 

70 

69 

72 

78 

»66.8 

Murray   

—  /  Minimum 

45 

41 

40 

41 

40 
62 

40 

35 

46 

45 

49 

30 

38 

43 

60 

69 

39 

38 

40 

40 

50 

68 

50 

60 

53 

55 

54 

^t 

61 

'46. 1 

J  Maximum  . . . 
(  Minimum 

62 

49 

67 

6^ 

46 

48 

50 

68 

52 

44 

6.3 

72 

70 

74 

63 

52 

59 

60 

65 

73 

77 

80 

79 

79 

76 

68 

68 

72 

63.4 

Owensboro 

82 

40 

31 

37 

41 

86 

25 

32 

35 

47 

39 
69 

25 

56 

68 

48 

35 

40 

43 

34 

44 

49 

61 

68 

63 

53 

^° 

42 

42.3 

:Maximum  . . . 

61 

62 

61 

68 

66 

46 

50 

61 

70 

48 

66 

75 

7n 

74 

64 

48 

50 

62 

61 

72 

80 

83 

83 

80 

76 

65 

69 

76 

65.4 

Paducah 

■•••   -Minimum.... 

46 

46 

40 

44 

50 

38 

30 

33 

40 

48 

42 

30 

32 

38 

56 

60 

68 

42 

38 

39 

46 

38 

46 

52 

60 

66 

58 

56 

50 

45 

45.2 

:  Maximum  .   . 

65 

65 

64 

69 

55 

49 

56 

75 

73 

71 

56 

55 

74 

72 

74 

74 

CO 

60 

61 

61 

71 

77 

81 

78 

80 

80 

74 

70 

76 

67.8 

Paducali(near).. 

;  Minimum 

46 

46 

35 

40 

45 

37 

26 

35 

41 

59 

42 

29 

36 

41 

60 

59 

64 

40 

34 

38 

44 

37 

47 

53 

61 

56 

86 

56 

47 

41 

44.8 

j  Maximum.  .. 

63 

62 

63 

65 

54 

61 

54 

78 

73 

51 

56 

77 

76 

72 

62 

."^0 

65 

0: 

73 

83 

46 
59 

45 
55 

11 

38 
61 

4'' 
48 

27 
42 

4r 

38 

75 

69 

68 

42 

2!) 
35 

31 

66 

59 

72 

60 

57 

42 

35 

42 

46 

35 

42 



/  Minimum 

(  Maximum  . . . 

4t 

7, 

7! 

63 

44 

52 

56 

68 

67 

72 

79 

66 

74 

74 

67 

64 

66 

'•Ol'.O 

Russell  ville§§.... 

■■••'/Minimum.... 

48 

42 

32 

37 

40 

27 

29 

37 

41 

41 

29 

27 

34 

53 

59 

58 

42 

39 

37 

44 

34 

43 

61 

58 

67 

67 

52 

51 

40 

42.3 

Central  Division. 

(  Maximum  ... 

54 

60 

57 

57 

49 

51 

45 

46 

64 

76 

69 

64 

52 

63 

70 

72 

72 

57 

48 

56 

60 

66 

75 

79 

68 

76 

74 

70 

68 

71 

• 

61.9 

Anchorage 

(  Minimum 

80 

32 

28 

31 

28 

29 

57 

40 

28 

22 

34 

59 

58 

57 

37 

42 

40 

33 

38 

64 

58 

60 

60 

48 

43 

35 

40  3 

)  Maximum  . . . 

3? 

63 

64 

66 

58 

65 

51 

55 

75 

78 

73 

54 

61 

75 

75 

79 

74 

66 

54 

66 

61 

72 

83 

87 

77 

84 

78 

71 

70 

78 

68-9 

Bowling  Green.. 

••••  '  Minimum.... 

47 

44 

s.s 

38 

39 

30 

32 

38 

55 

44 

31 

29 

40 

60 

60 

46 

41 

37 

48 

38 

43 

51 

61 

SS 

60 

55 

52 

45 

45.1 

J  Maximum  . . . 

59 

64 

66 

56 

57 

52 

46 

53 

66 

77 

75 

50 

64 

62 

75 

78 

77 

72 

52 

61 

60 

66 

77 

84 

80 

79 

75 

71 

85 

72 

66.4 

45 

39 

35 

32 

29 

36 

25 

32 

41 

29 

23 

34 

^2 

57 

59 

" 

40 

33 

37 

38 

49 

65 

61 

64 

5; 

44 

43 

41.7 



'  Minimum 

j  Maximum  . . . 

^^ 

.. 

Dix  Dam 

•  •  •  •  (  Minimum .... 
\  Maximum  . . . 

:: 

;::::. 

Eubank  

•  •  • '  )  Minimum .... 

)  Maximum  . . . 

61 

55 

60 

68 

55 

63 

48 

47 

64 

79 

75 

60 

54 

57 

72 

74 

70 

66 

50 

56 

56 

66 

77 

83 

80 

79 

76 

74 

68 

73 

"64.' 5 

Frankfort 

••••  )  Minimum.... 

40 

31 

37 

30 

28 

38 

26 

32 

30 

57 

42 

30 

23 

32 

53 

67 

69 

48 

39 

36 

44 

38 

37 

41 

51 

60 

55 

63 

45 

37 

41.0 

:Maxiiiuim  ... 

6b 

47 

59 

61 

61 

51 

62 

52 

62 

76 

75 

44 

64 

69 

73 

76 

76 

67 

50 

56 

66 

67 

78 

82 

82 

79 

79 

71 

67 

64.4 

Glasgow   

■••■    :Miiiiiniiiii.... 

46 

39 

31 

36 

87 

29 

31 

35 

56 

42 

30 

27 

86 

54 

59 

59 

45 

41 

83 

44 

33 

38 

46 

57 

60 

52 

64 

49 

,39 

42.4 

S  Maximum  . . . 

63 

58 

60 

61 

58 

58 

59 

52 

67 

76 

76 

52 

68 

73 

78 

77 

69 

58 

60 

60 

59 

81 

8^ 

80 

82 

73 

71 

66 

73 

67.0 

Greensburg 

(  Minimum 

45 

35 

32 

31 

S9 

26 

2? 

31 

35 

39 

22 

32 

53 

67 

68 

42 

39 

29 

41 

31 

34 

40 

56 

60 

67 

52 

46 

35 

39.3 

j  Maximum  . .. 

59 

54 

6S 

6C 

53 

50 

47 

49 

66 

76 

70 

49 

55 

72 

71 

76 

73 

64 

50 

59 

54 

67 

77 

81 

77 

80 

76 

72 

67 

72 

64.5 

Irvington 

47 

35 

37 

41 

3b 

28 

84 

35 

57 

42 

27 

42 

59 

69 

60 

41 

39 

42 

45 

40 

46 

56 

60 

60 

57 

50 

49 

42 

44.5 

(  Maximum  ... 

6C 

52 

58 

61 

56 

49 

47 

60 

68 

77 

70 

60 

55 

72 

72 

78 

73 

62 

60 

50 

58 

68 

77 

83 

72 

81 

75 

70 

65 

72 

64.3 

Leitchfield 

1  Minimum 

46 

4'^ 

83 

37 

37 

35 

26 

80 

35 

56 

41 

28 

26 

40 

67 

60 

69 

42 

40 

37 

46 

40 

46 

51 

61 

61 

57 

64 

48 

43 

43.7 

67 

63 

57 

56 

56 

50 

46 

49 

63 

76 

64 

44 

54 

54 

73 

72 

54 

62 

60 

66 

67 

78 

84 

08 

78 

'^ 

" 

66 

73 

62.8 

Lpxiugton  

/  Minimum 

44 

39 

31 

30 

24 

28 

31 

64 

42 

28 

23 

38 

54 

56 

64 

40 

39 

34 

44 

11 

40 

60 

58 

60 

55 

S^ 

43 

40 

. 

41.1 

)  Maximum  . . . 

57 

6C 

58 

69 

4i 

47 

46 

47 

66 

76 

58 

42 

64 

66 

71 

71 

70 

52 

48 

55 

50 

78 

81 

68 

78 

76 

70 

66 

73 

61.6 

Louisville 

•■■■  i  Minimum.... 

46 

40 

40 

38 

32 

29 

87 

38 

25 

31 

42 

61 

57 

52 

41 

40 

43 

45 

44 

49 

58 

68 

60 

59 

55 

52 

45 

44.9 

.  .  .    .Mn.xiinum  ... 

67 

60 

56 

67 

50 

48 

46 

47 

66 

77 

58 

42 

66 

63 

71 

72 

69 

52 

48 

57 

52 

66 

78 

82 

70 

79 

76 

71 

67 

61.9 

Do.  Bowman  Field    Mrul'mum. '. '. . 

4e 

36 

39 

35 

35 

32 

28 

33 

34 

67 

39 

28 

27 

39 

60 

58 

62 

40 

40 

42 

46 

40 

44 

t* 

69 

60 

66 

64 

47 

'i 

43.4 

\  Maximum  ... 

60 

56 

69 

61 

64 

5b 

42 

50 

71 

77 

72 

51 

56 

71 

72 

78 

72 

50 

61 

58 
29 

69 

67 

81 

82 

76 

82 

74 

72 

6f 

72 

64  9 

Mammoth  Cave- 

1  Minimum.  . . . 

44 

36 

27 

31 

.'5f 

34 

25 

27 

32 

54 

40 

28 

22 

64 

57 

57 

53 

42 

87 

44 

33 

36 

46 

56 

69 

64 

52 

46 

35 

41.2 

\  Maximum  . . . 

6-2 

57 

58 

58 

69 

50 

50 

65 

75 

77 

53 

5-1 

69 

72 

76 

66 
40 
63 

57 

56 

57 

67 

77 

80 

78 

78 

74 

74 

74 

74 

65.8 

St.  John 

45 
58 

32 
66 

32 

54 

34 
49 

3' 
46 

24 

46 

11 

29 

62 

56 
74 

40 
72 

27 

48 

23 
52 

32 
68 

56 
69 

67 
72 

57 
69 

32 

46 

36 

44 

62 

34 

39 

74 

40 

64 

69 

54 

47 

61 

40.8 

(  Minimum  — 

S  Maximum  . . . 

34 
52 

64 

78 

72 

79 

73 

69 

of 

71 

61.4 

Shelby ville  

■•••  i  Minimum.... 

42 

31 

35 

30 

30 

35 

23 

29 

29 

54 

37 

26 

22 

63 

56 

68 

44 

35 

37 

43 

87 

40 

47 

65 

58 

62 

61 

42 

40 

40.2 

'  Maximum  .  .  • 

61 

58 

61 

66 

52 

56 

47 

64 

71 

76 

57 

45 

67 

7i 

73 

78 

78 

69 

62 

60 

61 

69 

80 

82 

74 

80 

76 

70 

70 

72 

65.6 

Smith's  Grove  .  • 

■-'•  (Minimum.... 

46 

40 

32 

36 

36 

40 

28 

30 

36 

64 

44 

29 

26 

61 

69 

67 

42 

33 

47 

35 

41 

45 

58 

69 

Si 

62 

49 

41 

42.7 

:  Maximum... 

64 

54 

56 

59 

64 

45 

54 

68 

71 

71 

44 

58 

H3 

75 

78 

78 

74 

50 

65 

64 

67 

81 

81 

73 

82 

74 

66 

64 

72 

65.4 

Stearns 

:Minimum.... 

•Maximum  ... 

46 
4H 

4.3 
40 

31 

sr 

33 

36 

29 

26 

'.' 

64 

4! 

31 

26 

36 

53 

64 

58 

48 

41 

39 

58 

60 
f6 

39 

44 
78 

49 
82 

68 
70 

62 
80 

67 
76 

45 
72 

45 
67 

36 

72 

43.0 

Taylorsville  •■•• 

■•••   IMiiiimuiii.... 

40 

31 

31 

30 

39 

33 

27 

31 

31 

32 

41 

29 

26 

31 

41 

59 

60 

46 

36 

47 

36 

88 

42 

53 

66 

67 

68 

46 

89 

"mo'.o 

J  Maximum  . .  • 
■•■■  1  Minimum.... 

59 

68 

56 

68 

65 

50 

47 

50 

77 

78 

66 

55 

54 

60 

71 

72 

70 

59 

66 

58 

67 

78 

82 

79 

80 

75 

76 

66 

73 

64.8 

Williamstown.. 

43 

30 

34 

32 

32 

35 

23 

30 

30 

62 

40 

27 

23 

47 

50 

60 

45 

37 

40 

43 

40 

46 

56 

68 

60 

65 

63 

43 

40 

41.3 

Ensteni 

Dirbiiin. 

.Maximum  • .. 

69 

52 

54 

65 

56 

61 

49 

42 

55 

68 

75 

55 

43 

55 

59 

73 

69 

77 

59 

60 

63 

62 

61 

78 

84 

70 

80 

74 

71 

65 

62.8 

Annville 

••••    :Minin)um.... 

40 

30 

34 

27 

2.') 

30 

29 

22 

29 

49 

54 

31 

21 

25 

32 

51 

4f 

42 

36 

40 

31 

32 

38 

45 

65 

68 

■^'! 

42 

34 

37.9 

S  Maximum  . . . 

55 

60 

50 

5f 

60 

60 

45 

54 

67 

77 

76 

43 

51 

53 

57 

76 

78 

75 

60 

02 

65 

64 

75 

85 

85 

85 

78 

72 

67 

72 

64.6 

Ashland   

••■■  (  Minimum.... 

4-2 

34 

40 

31 

27 

47 

31 

27 

28 

49 

42 

33 

26 

31 

49 

50 

50 

52 

44 

4f 

42 

34 

37 

41 

49 

69 

60 

52 

46 

36 

40  9 

Maximum  . . . 

62 

57 

53 

60 

56 

54 

49 

53 

66 

78 

46 

46 

55 

57 

72 

78 

76 

71 

62 

62 

61 

65 

80 

81 

84 

78 

76 

69 

66 

71 

64.1 

ggfea 

1  Minimum 

84 

40 

40 

30 

32 

85 

28 

28 

31 

44 

40 

22 

24 

35 

54 

56 

45 

40 

36 

41 

40 

43 

56 

62 

62 

6£ 

62 

42 

41 

41.  7 

Cumberland.... 

1  Maximum  . . . 
••••  1  Minimum.... 

Maximum  . . . 

B4 

59 

64 

66 

62 

53 

46 

41 

61 

78 

45 

46 

56 

60 

62 

78 

56 

5\ 

61 

57 

6,5 

82 

84 

84 

77 

70 

66 

67 

70 

■■62.'6 

38 
60 

24 
64 

26 
66 

64 

78 

42 
73 

32 

45 

67 

29 
58 

5( 
74 

79 

57 

47 
74 

42 
53 

38 

36 

34 

39 

64 

68 

47 

47 

49 

40.6 



1  Minimum 

j  Maximum  ... 
1  Minimum 

39 
59 

29 

66 

31 

68 

57 

24 
63 

28 
46 

63 

66 

67 

74 

8i 

72 

82 

75 

71 

74 

65.6 

Heidelberg 

4? 

31 

29 

26 

4f 

31 

24 

30 

46 

44 

34 

24 

30 

46 

57 

F)h 

47 

45 

39 

42 

34 

34 

39 

51 

69 

53 

49 

4h 

36 

40.3 

)  Maximum  .  . . 

57 

55 
33 

M 

5? 

60 

6( 

42 

60 

61 

80 

76 

49 

55 

60 

60 

70 

7.'5 

70 

51 

67 

67 

65 

77 

82 

80 

80 

76 

71 

65 

71 

6S.2 

Maysville 

i  Minimum 

41 

37 

31 

28 

37 

20 

30 

80 

52 

42 

31 

24 

3t 

47 

51 

55 

47 

40 

42 

43 

38 

37 

43 

60 

57 

57 

55 

46 

39 

40.7 

(  Maximum  . .. 

69 
49 

5^ 

67 

61 

60 

60 

49 

65 

75 

66 

67 

68 

68 

76 

79 

77 

71 

6) 

62 

69 

70 

79 

83 

70 

85 

76 

73 

67 

76 

•68.  6 

Mlddlesboro.... 

••••  (  Minimum.... 

40 

42 

41 

28 

39 

32 

28 

56 

4'.. 

35 

48 

55 

60 

61 

65 

44 

38 

49 

34 

33 

39 

63 

61 

58 

64 

51 

36 

-44.4 

Mount  Sterling 

; Maximum  ... 

—   :  Minimum 

j  Maximum.  .. 

67 

60 

60 

60 

68 

56 

45 

57 

67 

83 

78 

47 

&S 

66 

74 

82 

80 

74 

62 

69 

71 

70 

83 

90 

76 

76 

77 

77 

69 

72 

'  68  7 

Pikeville 

)  Maximum  . . . 
••••  /  Minimum.... 

42 

37 

37 

82 

28 

41 

33 

27 

62 

45 

89 

28 

31 

48 

55 

68 

52 

45 

44 

40 

37 

86 

41 

60 

60 

60 

55 

50 

36 

'. 

42.3 

Pippapass  

4C 

33 

36 

30 

41 

89 

31 

24 

40 

48 

46 

36 

25 

30 

35 

49 

60 

si 

44 

40 

40 

.si 

8.5 

41 

5i 

67 

57 

51 

47 

32 

"46!6 

:Maxireuro... 

58 

5h 

61 

b? 

68 

81 

49 

67 

66 

81 

79 

47 

68 

63 

72 

81 

80 

80 

64 

61 

78 

75 

83 

88 

76 

84 

76 

76 

77 

80 

69.1 

Quicksand 

:Minimum 

4( 

30 

35 

27 

2'. 

38 

29 

23 

27 

46 

4r 

31 

23 

2S 

43 

55 

51 

47 

43 

■M 

40 

33 

32 

38 

48 

56 

61 

49 

44 

34 

. 

38. 1 

iMaximum  ... 

60 

60 

55 

66 

^8 

62 

46 

6t 

65 

80 

4f 

43 

56 

60 

73 

78 

75 

5? 

52 

fO 

62 

66 

82 

83 

70 

80 

78 

73 

70 

60 

63.0 

Riohmond 

•••-    iMiiiimum  ... 

:Maximum... 

■••■    :.Min)mum.... 

46 

30 

88 

86 

35 

45 

28 

80 

83 

55 

46 

SO 

27 

40 

45 

56 

60 

47 

41 

38 

49 

40 

47 

56 

62 

62 

60 

66 

46 

42 

44.2 

Williamsburg  .• 

3* 

36 

35 

31 

29 

27 

29 

26 

34 

.36 

43 

37 

26 

34 

36 

46 

56 

4S 

40 

4'. 

41 

34 

60 

,60 

54 

60 

52 

58 

41 

82 

"4o!o 

j  Maximum  . . . 

66 

54 

54 

63 

67 

48 

43 

50 

62 

70 

45 

53 

62 

72 

76 

72 

65 

51 

58 

58 

63 

76 

81 

73 

77 

73 

69 

63 

70 

62.  3 

Winchester   .... 

•■■■  1  .Minimum.... 

44 

34 

37 

34 

30 

35 

25 

_. 

28 

54 

40 

29 

25 

.   3B 

se 

52 

69 

48 

41 

36 

_44 

89 

44 

54 

68 

62 

53 

64 

^ 

46 

_ 

42.4 

SS  Instruments  are  read  In  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  ( 
*,'•.•  etc.  indicate  refipectively  1.  2.  3  oto..  day?  missiTiEr  from  r«<"ord. 
'.V   I<  O  U,i><svillp.  5  25  30  1100 
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aENERAL   STTMIiCAR?. 

Abnormally  cool  weather  early  in  the  month  and  in  the  second 
decade  retardetl  germination  and  growth.  Frosts  caused  some 
damage  to  potatoes  and  strawberries  in  centra!  and  eastern 
sections.  The  high  temperature  of  the  last  two  weeks  so  ad- 
vanced vegetation  as  to  largely  overcome  the  delaying  effect  of 
the  earlier  coolness.  A  dry  week  at  the  beginning  permitted 
the  soil  to  drain  and  plowing  to  be  resumed.  After  this  the 
rainfall  was  seldom  sufficient  to  interfere  with  plowing  for  more 
than  a  day  or  two,  so  that  there  was  a  steady  gain  in  this  feature 
of  farm  work  until  late  in  the  month,  when  increasing  dryness 
began  to  interfere  with  soil  conditioning.  Corn  planting 
became  general  toward  the  end  of  the  first  decade,  but  progress 
was  slow  because  of  the  backward  state  of  soil  preparation.  The 
rainfall  was  local,  very  irregular  and  light  in  the  last  two 
decades.  It  was  beneficial  in  some  places,  but  most  of  the  State 
did  not  receive  enough  for  the  needs  of  quick  growing  early 
ei'ops. 

On  account  of  the  dry  weather  nearly  all  of  the  tobacco  setting 
was  done  on  the  smoother  lands  by  machine.  Plants  developed 
late,  therefore  transplanting  began  about  a  week  after  the  usual 
date.  The  high  temperatures  of  the  last  two  weeks  brought  up 
corn  and  cotton  with  unusual  promptness  and  caused  exceptional 
growth.  Strawberries  were  rendered  inferior  and  the  period  of 
harvest  was  shortened  by  the  dry  weather.  Barley  and  rye 
were  injuriously  affected  while  the  heads  were  filling.  At  first 
the  dry  weather  improved  wheat,  especially  on  those  lands  that 
had  drained  slowly.  Later  on  some  types  of  soil  that  harden 
quickly  produced  shortened  straw  and  irregular  growth.  The 
moisture  deficiency  toward  the  end  of  the  month  diminished  the 
growth  of  oats,  and  the  high  temperature  tended  to  shorten 
straw.  Potatoes  came  up  very  late  and  were  adversely  affected 
by  the  heat.  Cutting  first  crop  alfalfa  became  rather  general  in 
the  last  week  with  almost  perfect  weather  for  curing.  Pastures 
remained  good  but  growth  slackened  toward  the  end. 

TEMPERATURE. 

In  the  short  cool  spell  that  ushered  in  the  month,  tempera- 
tures fell  to  freezing  or  slightly  below  at  many  central  and  east- 
ern stations.  In  most  districts  the  lowest  temperatures  occurred 
on  the  morning  of  the  4th,  accompanied  by  light  to  heavy 
frosts.  Temperatures  near  freezing  were  registered  in  the  second 
cool  period  from  the  11th  to  Kith.  Temperatures  above  normal 
prevailed  from  the  5th  to  10th,  while  daily  means  rauged  from 
5"^  to  10''  above  the  average  in  the  last  decade.  The  warmest 
weather  occurred  in  the  last  week,  when  maxima  of  85°  to  95" 
were  reported  from  most  stations.  Extremes  for  the  State  were 
94"^  at  Lexington  on  the  2(3th  and  30°  atGreensburg  on  the  5th. 


UNIVERSITY  OF  \\l\miS 

Irom  this  area.  Several  western  counties  receiveaas  much  mh 
2.0  to  8.0  inches.  In  other  parts  of  the  State  amounts  varied 
generally  between  1.0  and  2.0  inches.  Much  of  the  area 
from  Meade  County  northeast  to  the  lower  J.,!cking  Valley 
received  less  than  1.0  inch.  The  range  for  the  State  was 
between  4.61  inches  at  I^ancaster  and  0.55  inches  at  Irving- 
ton.  Thunderstorms  were  reported  on  the  following  dates: 
8,   11,   12,   15,   18,   19,  20,  21,  24,  25,  2(J,   29. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cincinnati  . . 
Evansville..  . 
Louisville   .. 


..111. 
•  Ohio 

Ind. 
..Ky. 


29.  96 
79.  99 
29.97 
29.98 


30.27 
30.32 
30.32 
30.31 


29.44 
29.51 
29.41 
29.50 


COMPARATIVE  DATA  FOR  MAY. 


PRECIPITATION. 

Precipitation  averaged  less  than  half  of  the  normal  amount. 
It  occurred  mostly  in  the  form  of  local  showers,  and  the  distri- 
bution over  the  State  was  decidedly  irregular.  Moderate  to 
heavy  rains  fell  in  many  places  in  the  periods  7-8th,  20th-22d, 
and  27-29th.  Showers  were  generally  light  and  scattered  on 
other  dates.  In  the  upper  basins  of  the  Kentucky  and  Cumb- 
erland rivers  the  total  for  the  month  ranged  between  2.0  and 
4.5  inches.     The  rainfall  decreased  irregularly  in  ail  directions 


lbS9 

1890 

1891 

1892.... 

'893 

1894 

'^»96'.'.'.'.'.".'.'.".. '.'.'.'.'.'.'.'.'. 

1897 

1898 

1899 

'900 

1901.... 

1902 

1903 

1904 

1905 

I9O6 

1907 

lS08.... 

I909 

I9IO 

1911 

1912 

1913 

1914 

1915.... 

1916 

1917 

1918 

1919 

1920 

1921.... 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

1932 

1933 

1934 . 

19.S5 

K-.il'.'.'.'.y... 

1938 

1939... 

Period    ■ 

tol-year  averages 


63. 6 
63. 9 
62.6 
64.6 
63.2 
64.5 
63.9 
72.2 
61.4 
67.6 
68.8 
66.3 
63.7 
70.0 

65 '0 
68.0 
69.5 
61.3 
66.7 
63.9 
61.1 
69.4 
66.7 
66.1 
66.  5 
65.2 


59.9 
61.2 


105 


3.27 
4.52 

3^49 
2.65 
3.55 
3.09 
8.05 
5.23 
2.54 
5.07 
4.34 
4.64 
4.81 
2.46 
4.53 
2.92 
2.16 
6.62 
4.02 
3.43 
4.29 
6.05 
4.08 
2.45 
3-87 


7.44 
3.58 
7.35 
2.96 
2.59 
1.39 
6.43 
1.67 
7-40 
1.50 
4. 01 
5.73 


Number  of  days 


18 


CLIMATOLOGICAL  DAfA:  KENTUCKY  SECTION 


May.  1939 


Climatological  Data  foi  3ffay, 

1939. 

Counties. 

1 

i 

1 

°  a 
6} 

Temperature,  in  degrees  Fahr. 

Precipitation  in 

inches 

Number  of  days 

k 

n 

Stations. 

1 

a 
■§1 

u 

1 

1 

4 

% 

3 

1 

5 

1 

a  . 

■"a 
5 

1 

1 

>> 

1 

£ 

>, 

Observers. 

H'estmi  Division. 
Beaver  Dam 

441 
437 
420 
356 
4SI 
519 
640 
382 

27 
35 
45 
10 

66.8 

+  0.5 

90 
90 
91 

24 

37 

36 
3i 

4 

4 
4 

37 
34 

40 

1.06 
1.60 
2.87 

-3.17 

0.51 
0.72 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

■■'o' 

0 
0 
0 
0 
0 
0 
0 

0 

0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 

n 
0 
0 
0 
0 
0 
0 

0 
0 

6 

12 

6 
10 

8 

10 
IS 

6 
3 
8 
8 

13 
17 
17 

10 
4 
4 

8 
10 
10 

'sw" 

Eldred  G.  Yonng. 

rt.  C.  Bennett. 

Hopkins 

Crittenden 

68.61+  1.6 
....    1 

-1.241  0.93 

Brick  South  worth . 

Fords  Ferry,  Dam  60  . . 

2  80'     n  "■'    f*  "'^ 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  E..  Lovell. 

2^63 
1.59 



0.89 
0.60 

Greenville           

Muhlenourg 

22 



88.9I+  6.7 

90 

23 

35 

4 

86 

-2.06 

16 
16 

19 
13 
15 

'is' 

12 

4 

17 
10 
14 
11 

"6' 

3 

2 
2 
4 
6 

is' 

s'  " 

s. 
se. 

Hartford  (near; 

Henderson 

Hopkinsville 

1.30 
2. 85 
1.34 
2.16 
3.. 33 

'i.'l5 

0.59 

—1.08!  1.10 
-2  78,  0.62 
-1.35   0.12 
-0.67!  0.»9 

-2.' 78  '6! 60 

Henderson 

17 

66:6l:::::: 

66.8'-  0.4 
67.9+  0.9 
67. 0;+  0.5 

'66.'8'+'i;4 

92 
90 
89 
86 

"91" 

23 
25t 
23 
23t 

"25" 

35 
38 
87 
40 

"39" 

3 
4 
3t 

4 

4 

38 
37 
43 

"34' 

Frank  T.  Street,  Jr 
W.  K.   Morris. 

Ballard      

479  !   10 
364  1  30 
412      13 
420      42 

Blaine  Malone. 

Graves 

Mrs .  Joe  Payne. 

Pat  W.   Wear. 

Daviess             

Henry  S.  Berry. 

Owensboro,  Dam  46... 

McCraclcen 

Mccracken   

Caldwell 

341 
390 
529 
384 
590 
357 

852 

700 
500 
410 
705 
480 
489 
955 
770 
6'.!2 

1177 
504 
490 
760 
506 
581 
644 
646 
8.50 

1032 
635 
989 
560 
485 
459 
558 
800 
910 

777 
520 
8'J5 
500 
607 
1400 
489 
524 
943 
504 

19 
19 
32 
22 
26 
11 

11 
39 
43 
22 
48 
40 
13 
15 
IS 

44 

43 
29 
12 
14 
46 
37 
41 

'is' 

43 
55 
29 
29 

66 

1 
4 

69.2-  0.5 

92 
91 
90 

24 
24 

25 

42 

38 

4 
S 

34 

88 

1.95-1-991  0.46 

14 
11 

6 

16 

11 
1 

U.  S.  Engineers. 

Paducah  [near) 

67.8 

+ 1.5 

2.00 

-2.0a 

0.76 
0.80 
0.73 

JoeLagore. 
Dr.  W.  L.  Cash. 

Rnrasey.Lock2t 

JIcLeau 

III 
2.60 

1.34 
0.97 
1.S3 

if. 
0.78 
1.60 
2.96 
2.79 
2.55 
3.36 
0.91 
0.H3 
1.65 
1.23 

-2.78 

10 
9 
9 

7 
6 

6 

10 
9 
9 

4 

6 
5 
9 
9 
9 
4 
6 
9 

9 

10 
6 

7 
6 
9 
7 
4 
7 
6 
6 
4 
10 

3 

5 
7 
8 

'I 

7 

10 

i 

9 
10 
7 
9 
8 
8 
5 

6 

Lockmaster. 

'62.6 

-  3.1 

83« 

6t 

■^35 

4 

'32 

-1  67    1.12 
-0.6S|  0.S6 

-2.61    0.59 
-2.76J  0.49 
-2.86^  0.30 
-2.31^  0.18 
-1.91,   1.09 
-3.05!  0.34 
-2.2.5    0  75 

Uniontown.  Dam  49. . . 
Central  Divimon. 

Addison.  Dam  45 

Anchorage 

Bowling  Green 

Brownsville, Lock  6t.. 

Breckinridge   .... 

.Fetterson 

Warren    

Lockmaster 

61.1 

+  0.7 
+ 1.6 

87 
89 

24t 

24t 

33 

41 

B 
4 

37 
34 

20 
16 

7 
8 

4 
7 

se. 
s. 

C.  E.  Barret. 

Mrs.  LillieG.  Causey. 

Edmonson 

Carrolltou.Lock  1 

Cold  Sprinf<,Dam86... 

Danville 

Dix  Dam,  Burgin 

Kadsville 

Carroll 

Lockmaster. 

Campbeii   ........ 

Boyle 

65.8 
67.4 

+  '2;6 

90 
91 

24 
23t 

37 

4 
St 

37 
38 

-0  87 

0.91 
0.82 
0-55 
0.81 

13 
15 

9 
6 

9 

10 

sw. 

s. 
s. 
w. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Pulaski  

12 
13 

13 

6 

13 

18 

■'o' 

6 

"0 
25 

Mrs.  Katie  Payne. 

Frankfort,  Lock  4 

66.4 
'67 '.b 

65.4 
■67'2 

+  1.2 

+'i:j 
+  0.9 
+  1.2 

92 
■96" 

■■gi" 
"96" 

18 
"25" 
'25" 
"25" 

84 
"36" 
"30' 

4 
'"i 
"■5" 

40 
"10" 
"35" 
"84" 

-2,37,  0.48 
-2.37I  0.25 
-1.H8I  0  65 
-1.80!  O.IU 

Lockmaster. 

Barren 

L.  E.  Turner. 

Lockmaster. 

l.gii— 2.47i  0.70 
2.27-1.391  0.74 
0.55-8. is!  0.24 
1.161 !  O.fiO 

Mrs.  Bettie  K.  H.  Aloorn. 

High  Bridge,  Lock?.. 

Jessamine 

Breckinridge   .... 
Oldham 

17 
12 

4 
17 

10 
2 

MW. 
SW. 

W.  J.  Piggot. 

i.aijran„e 

E.  P.  Johnson. 

4.51 
2.03 
2.00 
1.81 
1.19 
0.96 
1.18 
1.33 
1.17 
1.03 
2.65 
1.6< 
086 
0.70 

liss 

0.65 
1.C3 
1.17 
2.58 

2.95 
1.22 

+  0.16i  2.70 
-2.11    1.17 
-I.81I  0.67 
—1.971  0.50 
-2.27;  C.2S 
—2.761  0.41 

Walter  Kjllion. 

66.7 
66.6 

+ 1.4 
+  2.3 

90 
94 

25 
26 

38 
35 

3 
3 

36 
37 

14 

7 

is 

18 
15 
13 

ii' 
i3 

13 

13 
16 

U 
11 
7 
11 

10 

1 
18 

4 

9 

7 

"7' 

17 
0 

8W. 

sw. 
sw. 
sw. 

H.  H.  Willis. 

Fayette 

U.  S.  Weather  Bureau. 

L!ttleHickman,Lock8i 
Lockport,Lock2 

Henry '.'.'.'.'.'.'. 

Lockmaster. 

66.9 
64.9 

+ 1.3 



91 
92 
90 

"24" 
25 
25 

■46' 
37 
31 

"3" 
4 
4 

31 
36 
44 

Lockmaster. 

n.8.  Weather  Bnrnan 

Do .  Bowman  Field. . 
Mammoth  Cave 

-2!7i 
-142 
-1.87 
-8.17 

0.62 
0.36 
0.60 
0.69 
0.94 
0.89 
0  27 
0.29 
0.41 
0.80 
0.35 

U    g.  Weather  Bureau. 

Edmonson 

Ivan  J.  Ellsworth. 
E.  0.  Cooper 

10 
43 
24 
46 
2 

S 

33 
21 

22 

8 
22 
36 
29 

2 
21 
50 
32 
14 
23 

9 
19 
15 

4 
15 
13 
36 
41 
40 
46 

2 
17 

5 

3 

5 
13 
20 
42 
26 
22 
42 
19 

65.8 

+'i.i 

"90" 

'  '25^ 

"35" 

-4" 

"33" 

Mrs.  M.W.Price. 

8t    Jonn                    .... 

Hardin 

Sister.';  of  Loretto. 

Sahiea,  Lock  6^ 

Shelbyville 

Shepherdsville 

Smith's  Grove 

M.^rcr 

61.8 

+  0.4 

91 

26 

33 

3 

38 

Willa  S  K.itta. 

A.  McLcod. 

66.4 
65.3 
66. 6 

91 

25 
24 
26 

SI 

4 
3 
3 

42 
37 

44 

Airway  Station. 

McCreary 

'28 

■7' 

"i 

0 

w 

Airway  Station. 

+'2:c  w 

Thad.  Cheatham,  Sr. 

Tyrone,  Lock  51    

Williamstown 

Anderson 

Grant 

■ 

-1.87!  0.81 
-2.4l!  0.60 
-1.05]  1.07 

1.05 

-2.841  0..5G 

Lockinaiter. 

68.2 

+  4.5 

92 

26 

36 

8 

35 

AliMS  Ncttip  B.   Simpson. 

Woodbury,  Lock  4  t-.. 
Edftet-ii  Division. 

Butler 

Jackson  

64.0 
66.3 
66.2 

'64.' 3 

+  2.6 
-f-  1.3 

90 
92 
91 

25 
25 
24 

"ist' 

31 

3ft 
35 

".32" 

4 

4 

St 

"'st' 

37 

89 
39 



39 

10 
16 
17 

13 
12 

8 

8 

SW. 

W.  A.  Worthington. 

Boyd 

534 

1070 
611 

1440 
084 
600 
668 
870 
593 
6«9 
5^0 
869 
663 
776 

1566 
584 
524 

1128 
930 
800 
497 
620 
636 

1035. 
732 
631 
926 
571 
525 
939 
646 
964 

Lockmaster. 

Coffege'BilV.Lotkli:: 

Cumberland  

(jynthiana 

M.^i.on;::::;:::: 

iMudisoii 

Harlan 

1.70;-2.31    0.53 
1  79  -2.15,  1.10 

2,331 1  0.72 

2.41I-I.OO    0.86 
0. 77,-2. 7fij  0  24 
1.67!  -2.2.5|  0.48 
2.87|-0.83l  1.23 
2.62  -0.881  1.24 
1.91  -1.64    0-52 
1.04-2.27    0.23 
2.2.'i— 2  86,  0  511 
l.:',0|-2.6S   0.43 

1-90 0  S6 

2-22-2-55]  0.76 
0.791-3  07;  0.28 
1.09I-2.62J  0  39 
1.39  -2.63!  0.30 

Luther  M.  Ambrose. 
Lockmaster. 

11 

" '. 

u 

.... 

"9 

^'.. 

S.  M  Hill. 

Pendleton 

Ilowan 

FlemiMK 

,1.  V    OMham- 

Fanners   

Fleniingsbnrg   

Ford,  Lock  101 

C.  A-  Glascock 

Carter   

.... 

JIrs    Kuby  \-  Burton. 

Greenup,  Dam  30 

Hazard                

Lockmaster. 

l^erry    

Lee 

Breathitt 

Letcher 

Lawrence 

Mason 

'66.0 

66.8 
"65.2 

+  '2'3 
+  0.6 

"91  " 

■■92" 
88* 

"24" 

'24" 
26 

"33" 
32» 

"4" 

"'3f 
4 

"43" 

"39" 
44" 

10 

11 
12 

'fl 
14 

ie 
"7 
"9 

is' 

"3' 

2 

's."" 

H.  A.  Baily. 

Heidelberg,  Lock  14  . . . 

Jackson 

Jenkins 

Ijouisa 

Maysville,  Dam  83  .... 

I.ockma'iter. 
.Fas.T    Golf. 
R.  J,  Ho\\iTi-d. 
,hicobW(irUman 
Lockmaster. 

Boll  ... 

.Mount  Sterling 

Montgomery 

Clay  . . . 

'2.53 0.90 

0.6!  -2.84    0.24 

1.83    i   l-"3 

2-411-1-13:  082 

1.47 1  0.40 

8.87-1.27    1.70 
1.8l!-2-lll  1.08 
1.39-2-4V  0,60 
0-fi3i-3-3S    0,20 
2.5fi -1,27    1-18 
1., '^6,-2,53    n.62 
1.09,-2.71,  0.17 
2  07'                  1  -  06 

0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

i 

IS 

4 
4 

] 
1 

12 
16' 
i4 

"s' 

'  8 

::::;; 

Garret  Combs. 

Oneonla,  Dam  351 

Paintsville 

Fikevllle 

Lockmaster. 

.lohnson 

Pike 

Knott 

67.8 
66.4 
'■65. 6 

67.8 

+  "6.8 
+  '2;3 

92 
8(1 
93" 

"96" 

"gi" 

"24t 
81 
21 

"24' 
"25" 

"34" 
32 
81" 

■37  ■ 

..... 

3t 
4 

'   42' 
41^ 

"ao" 

A.  L.  Donta. 

U.  S  Weather  Burean. 

Cp.nev  Run  I'om.  Ceu. 

Ravenna,  Lock  12 

j'^till 

1.  W.  Crooke. 

Valley  View.  Lock  9... 
Vanceburg,Dam32.... 

Madison 

Lewis 

Lockmaster. 
Wndelv  West, 

Willow,  Lock  13 

\Vincha«ter 

65.6 
66.3 

n-i 

21 

26 

34 

3 
A 

31 

48 

Airway  Station. 

trenies 

+  0.9 

1.37 

1-2.  f,C 

I2.7O 

_10_ 

6 

s. 

All  temperature  data  are  taken  from 
The  departures  from  non,  ,'  i  ■iMT.<-r,, 
used  in  determiningseetioii  '  :  i    , 

Reference  letters, '.  '  1 

t  Also  on  other  dales      ,    1,       ,,, 


I  Mre"i%^pre?^itotimiTrf  computed  only  for  such  stations  as  have  ten  or  more  years  of  record  »J"t  all  complete  reports^^^ 
i,.;ins.  JliUTiisey,  Brownsville  anil  Woodbury  -.iv  Locks  on  the  Green  River;   other  Locks  are  on  the  Kentucky  Ki 

]•  in  the  table  indicate  numiier  of  days  mlssitig;  for  example,  b  represents  two  days.  etc.  

,1  too  late  to  be  included  in  means  and  summaries.         T   Precipitation  is  less  than  0.01  inch  rain  or  molted  snow 


>rAY,  1930 


n. I MATO LOGICAL  DATA:  KICNTUCUCY  SECTION 


Dally  Precipitation  for  Slay,  1989. 


»   «   7   8   9  10  11  12  18  14  16  16  17  18  19  20  21  22 


24     26     26     27     28     29     80     81 


Wettem  Dixntion 

lieaver  Dam G 

t'nlliouii G 

Karliugtoii  * G 

Kords  Furry  Dam  BO" 0. 

GllbtwtsviUe^ T 

Urennvills G 

Hartford  G 

Henderson O. 

Hopkiiisville- C. 

Lovelaceville M 

May  field  M, 

Murray  T 

Oweiisboro  ' 0 

Oweugboro,  Dam  48  ' O 

Paduoah- O 

Padiicah  (ueBr)t 0 

Priucetoiii     (J 

Humsey,  Lock  No.  2  « G 

R\issellville  = O. 

Uiiioulowu.  Dam  49* O 


Centrnl  Diviiion 

Addison,  Diim  45.  ' O 

.\iiohoraso O 

Bowlinjt  Greeu  • G 

Brownsville,  Lock  No.  6- G. 

Burnside*  (; 

CnrroUton   Lock  No.  1- IC. 

CkUI  Spring,  Dam  36= O 

DauviUe^ K 

Dix  Dam,  Burgin K 

EadsviUe- '', 

Eubank C 

Frankfort,  Look  No.  4- K 

Oc'St,  Lock  No .  3  - , K , 

Glasgow G 

(.;  rant,  D:iiu  3S^ O . 

(Jreeiriburg- (! . 

High  Bridge,  Lock  No.  72,. K, 

Irvinston  O. 

LaGrange 0. 

LauC!^^U•r•- K .  i 

Leitclilield   - (i.j 

Lexintrton  t K . 

Little  nickinau.  Lock  No.  8-t K.I 

Lockpovl,  Lock  No.  2- K 

Loui-'vii  i.e'  t O 

Do.  Iknvman  Field O 

Mammotli  Cave- G 

Mouticello -' C 

Munfordville  = G 

.St.  .lohn-. S 

Salvisa,  Lock  No  6  "t K 

Slielbyville^  S 

ShepherdsvlIIe S 

!^niitli*8  Grove G 

Stearns C, 

Tavlorsville 0. 

Tyrone,  Lock  No.  5  ^t K 

Williamstowu  ' L 

.Vooi51)ury,  Lock  No.  4^ G. 


Kastern  DlvUion 

AnnviKe  ^ C. 

Ashlaud  -^ (). 

Berea   K . 

Oolleaenill.  Lock  No.  11^ K. 

Cumljerland  —  . C . 

Oyuthian"  - .L. 

Falmouth^   L. 


Farmers  - 

Flen'.Jn^sbiiri:  - 

Ford,  Lock  No.  10 '-t 

Grav.son  -'. 

Greei)Ui.,Dam    30'^ 

Hazard  -      . . 

Heiduiberg,  Lock  No.  14'^. 

Jackson  '^ 

Jenkin..<2 

Louisa- 

May.svillp.  Diuii  33- 

Mi.ldl.'.-horu      . 

Mount  Stcrlii.K 

Oneida,  "t 

Oneonta  nam  35- 

PaintsviUf.   2. 

Pikeville. 

PippRDass  — 

Quicksand^ 

Haven na,  Lock  No.  12- 

Richmond^ 

Vallpy  View,  Lock  No.  92. 
V'anceburtr.Dnra  No.  32  2.. 

Wiilianisburg^..... 

Willow.  Lock  No.  132 

Winchester 


.3.31   .0'.':.... 


T.  ]  T. 
.09!.... 
.or  T. 


T. 

■  Cli   .04|  T. 


.15 


hxoept  as  otlierwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  rpcorded  is  fnr  24  ho 
First-order  Weather  Bureau  station ;  precipitation  is  tor  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  ^precipi 
amount  then  recorded  is  for  the  procediiisr  24  hours.  iPreeipitatiou  measured  with  recording  gage.  ♦Included  in  the  nex 

T       Trace   or  m.5Cipitation  less  than  0.01  inch.  tPost  office  addresses  as  follows: -Lock  5.  Lnwrencptinrs,  Kv.  :     Lock  6.  Versailles. 

Lock  la  Hcrt  n.u,.e    Ky:  Oneonta  California.  Ky.  River   drainage   area   in  which  station  is  located  isindieated  as  follows:  ( 

Kentucky;  (Si  Salt:  (Gi  Green;  (C)  Cumberland;     T)  Tennessee;  (01  Ohio;  (M)  Mississippi. 


rs  ending  at  time  of  observation, 
ition  measured  in  the  morning: 
t  following  measurement 
Kv.  :  I-ock  i.  Nicholasvill»  Ky   : 
B)Big  Sandy    (L)  Licking:  (K) 


2u 


CL1MAT0L0(;1CAL  DATA:  KEN'lUCKY  SECTION. 


May,  1939 


Daily  Temperatures  for  May,   1939. 

stations. 

1       2 

3 

4 

& 

6 

7 

8 

9 

10 

11 

H 

13     14 

16 

16 

17  1 

18 

19 

20 

21 

22 

^ 

24 

25 

26 

27 

28 

29 

80 

31 

Mean 

Wentetit  I>ivisi'w. 

71     65 

63 

72 

7 

83 

"^ 

72 

"H 

81 

76 

67| 

a7|   73 

71 

"^ 

84 

87 

78 

78 

83 

85 

90 

87 

8S 

86 

83 

86 

"J 

~86 

82 

78.4 

Beaver  Dam  

■•(Minimum.... 

47      41 

88 

37 

44 

48 

68 

62 

58 

46 

56 

52 

60      41 

45 

61 

43 

64 

62 

63 

62 

64 

62 

64 

651 

07 

69 

69 

62 

00 

65 

55.1 

:Maximum  . .. 

70     61 

61 

79 

79 

781 

75 

82 

731 

80 

70 

67      72 

69 

71 

82 

85 

74 

78 

80 

89 

90 

87 

85! 

86 

74 

89 

77 

88 

86) 

77.7 

Calhoun  

'■   tMiuiiuuiii . .  •  • 

42      40 

37 

36 

45 

47 

461 

67 

54| 

45 

44 

49 

49      42 

42 

50 

45 

54 

61 

68 

62 

69 

63 

60 

65! 

66 

67 

60 

60 

60 

59 

52.9 

\  Maximum  . . . 

74l     71 

65 

73 

80 

85 

84 

75 

81 

82 

70! 

671 

74 

75 

77 

86 

86 

80 

84 

87 

89 

91 

911 

87 

85 

87 

80 

88 

88 

81.1 

Earlinsrton 

■•  )  Minimum 

451     43 

89 

38 

451     49| 

63l 

63 

59 

50 

57 

60| 

511 

t!l 

45 

49 

46 

551 

63 

65 

66 

63 

64 

65 

69 

60 

69 

60 

62 1 

00 

68 

56.2 

i  Maximum  . . . 

70     64 

63 

74 

80     821 

75 

77 

81 

76 

67l 

65! 

75 

75 

81 

89 

78 

78 

83 

86 

80 

88! 

88 

85 

81 

85 

8-1 

80 

83 

78.7 

(IreenvUle 

••  i  Minimum.... 

45      41 

38 

35 

42]     46 

55     60| 

66 

40 

55 

46 

48 

40 

42 

49 

44 

6U 

61 

62 

59 

60 

63 

01 

g 

67 

on 

59 

5H 

63 

53.1 

1  Maximum  . .. 

71      64 

63 

75 

80      81 

74 

''A 

74 

80 

69 

63| 

70 

77 

781 

75 

831 

87 

77 

78 

83 

»1 

92 

91 

85 

76 

85 

80 

87 

82 

78.2 

Henderson 

45      40 

36 

37 

45!     54 

59 

58 

63 

63 

60      491 

41 

511 

48 

40| 

561 

62 

64 

64 

03 

61 

64 

66 

OS 

69 

05 

60 

58 

61 

55.0 

J  Maxi:n'um  ... 

74      65 

64 

74 

81      84l 

75 

76 

76 

82 

70 

66 

60 

73 

74| 

78 

85 

871 

76. 

78 

83 

88 

88 

88 

90 

90 

82 

87 

87 

87 

84 

79.1 

Hopkinsville   .... 

•■  I  Minimum.... 

4S\     42' 

39 

38 

47 

57 1 

60 

66 

46 

65 

50 

63 

41- 

44 

49 

45 

54 

61 

OS 

64 

03 

01 

64      66 

66 

68 

661 

60 

59 

66 

51.6 

j  Maximum  . .. 

76 

71 

80 

83 

83 

74 

82 

81 

67 

63 

74 

78 

77 

85 

85 

74; 

78 

63,     871 

88 

89 

86      86 

85 

83 

81 

86 

86 

34 

80.2 

LovehiCevUle..... 

"■  (  Minimum 

4C 

43 

37 

37 

48 

60 

62 

58 

47 

60 

53 

52 

42 

46 

51 

48 

52 

62 

61 

60      76 

62 

64 

08      06 

69 

64 

60 
85 

57 

05 

64 

55.6 

t  Maximum  . . . 

74 

69 

64 

72 

78 

79 

76 

81 

75 

66 

72 

77 

76 

83 

84 

70 

78      81      851 

86 

86      84 

85 

80 

82 

85 

80 

78.1 

Mayfield 

49 

43 

42 

4U 

47 

60 

59 

56 

51 

59 

50 

60 

40 

43 

63 

52 

58 

GO 

02'     fij!     fiol 

01 

65      00 

61 

67 

67 

60 

59 

66 

55.8 

Murray   

•  • '  f  Minimum .... 

*  Maximum  . . . 

■■•  )  Minimum.... 

.. 

72 

64 

65 

71 

36 

83 

81 

80 

77 

si 

76 

71 

62 

73 

71 

73 

83 

87 

79 

79 

82 

87 

90 

90 

91 

89 

87     80j 

84 

85 

85 

'n.5 

Owensboro 

•  ■  ■  t  Minimum 

46! 

38 

40 

39 

45 

49 

56 

59 

57 

46 

55 

48 

50 

41 

45 

50 

471 

55 

62 

62 

62 

60 

61 

65 

67 

65 

07      05 

60 

68 

57 

64.1 

;Maximum  . .. 

75 

68 

75 

84 

86 

80 

79 

74 

85 

72 

65 

63 

74 

79 

SO 

88 

88 

78 

82 

84 

88 

91 

92 

83 

90 

84i     80! 

82 

88 

88 

80.9 

Paducah 

•••   iMinimum.... 

51 

48 

48 

42 

47 

50 

60 

62 

50 

50 

60 

51 

53 

43 

5n 

55 

50 

58 

62 

61 

05 

62 

64 

66 

68 

68 

70      66 

64 

60 

68 

57.4 

:  Maximum  .   . 

78 

73 

69 

75 

80 

83 

79 

78 

73 

82 

79 

67 

68 

75 

77 

80 

83 

85 

80 

81 

82 

89 

90 

91 

84 

86 

81      84 

81 

87 

81 

80.0 

Paducah(near)... 

•••  :  Minimum.... 
(  Maximum .  .. 

46 

44 

38 

45 

45 

55 

61 

58 

B2 

68 

ea 

52 

42 

52 

49 

55 

58 

62 

61 

65 

61 

61 

64 

67 

66 

66 

65 

60 

57 

69 

65.6 

Princeton • . 

•■  •  1  Minimum 

J  Maximum  . . . 
••■1  Minimum.... 

05 

57 

B6 

65 

73 

83 

74 

74 

69 

79 

61 

64 

67 

67 

67 

69 

79 

80 

75 

76 

8i 

79 

77 

77 

76 

83 

76 

77 

'«72'.0 

RnssellvilleSS 

45     40 

38 

35 

41 

47 

67 

59 

56 

40 

56 

66 

52 

38 

43 

49 

44 

63 

62 

63 

63 

69 

67 

67 

67 

82 

81 

65 

=53.2 

Cemral  Diit^h.n . 

i  Maximum  ... 

4    «3 

62 

69 

79 

82 

83 

08 

73 

75 

68 

6>< 

66 

67 

68 

72 

80 

83 

74 

73 

79 

80 

85 

87 

87 

87 

83 

84 

81 

83 

85 

76.0 

Anchorage 

■■  ■  1  Minimum 

33 

31 

42 

4S 

65 

62 

56 

42 

52 

43 

51 

40 

43 

50 

43 

53 

57 

61 

61 

63 

59 

61 

63 

61 

69 

69 

60 

58 

61 

52.2 

j  Maximum  . . . 

75 

67 

6S 

75 

84 

86 

78 

75 

74 

84 

76 

69 

65 

76 

69 

80 

87 

88 

83 

82 

85 

87 

85 

89 

89 

88 

36 

85 

88 

89 

82 

80.5 

Bowling  ftreen.. 

■■■  i  Minimum 

50 

45 

42 

41 

46 

52 

5S 

61 

59 

51 

69 

54 

56 

63 

48 

51 

49 

56 

63 

65 

64 

62 

$4 

68 

64 

68 

69 

69 

64 

64 

06 

57.6 

)  Maximum  . . . 

71 

63 

61 

70 

79 

84 

81 

75 

78 

75 

69 

63 

70 

71 

71 

81 

87 

81 

77 

81 

83 

87 

90 

88 

87 

85 

85 

83 

85 

85 

78.0 

Danville 

••■  )  Minimum 

42 

38 

38 

37 

47 

48 

54 

54 

58 

49 

56 

47 

60 

38 

39 

51 

44 

53 

60 

61 

62 

62 

00 

62 

64 

61 

65 

63 

04 

61 

65 

63.5 

J  ;.!aximum  ... 
•••  (Minimum.... 

71 

66 

63 

70 

81 

86 

83 

76 

72 

80 

70 

70 

34 

89 

89 

70 

80 

84 

91 

91 

91 

90 

85 

88 

88 

88 

80.2 

Dix  Dam 

44 

40 

36 

36 

63 

48 

56 

58 

61 

52 

69 

50 

60 

40 

42 

65 

46 

63 

60 

40 

66 

63 

01 

62 

65 

63 

7C 

70 

67 

63 

66 

64.7 

\  Maximum  . . . 

.. 

Kubank  

•■■  1  .Minimum 

;'. 

)  Maximum  . . . 

67 

fi.^ 

63 

71 

81 

84 

82 

74 

75 

81 

78 

69 

66 

73 

70 

78 

83 

39 

81 

76 

82 

85 

91 

91 

9i 

91 

86 

'12 

85 

88 

89 

"79'.  8 

Frankfort 

•••  1  Minimum.... 

40      39 

36 

34 

46 

46 

52 

53 

CO 

47 

55 

47 

53 

40 

40 

50 

43 

60 

57 

6S 

02 

65 

60 

59 

03 

61 

68 

71 

64 

on 

03 

63.1 

: Maximum  . . . 

71     70 

04 

73 

8( 

82 

74 

80 

79 

71 

68 

72 

76 

85 

»I 

84 

89 

85 

90 

89 

83 

67 

83 

84 

f^ 

79.5 

Glasgow   

■•■    .-Minimum.... 

45 

38 

38 

36 

42 

47 

5£ 

5? 

57 

47 

56 

52 

53 

39 

45 

50 

45 

52 

63 

62 

67 

61 

61 

64 

62 

07 

70 

76 

65 

63 

64 

54.6 

\  Maximum  . . . 

71 

67 

64 

73 

82 

85 

83 

76 

72 

80 

79 

66 

71 

73 

78 

80 

88 

82 

76 

85 

87 

87 

85 

91 

90 

So 

87 

87 

82 

85 

79.8 

...   1  Ai;.,;„,,,,^ 

41 

6a 

32 

70 

30 

79 

60 

78 

59 
72 

1;^ 

45 
79 

50 
73 

49 
65 

50 
67 

37 

72 

47 
74 

41 
83 

49 

86 

69 

60 

81 

57 
83 

59 

62 

88 

60 

60 

61 

OS 

02 

59 

61 

51.  0 



1  Minimum 

S  Maximum  . . . 

38 
64 

34 
62 

44 

82 

73 

71 

7s 

88 

90 

88 

83 

S3 

82 

85 

84 

77.8 

Irvington 

■■•  1  Minimum.... 

48 

41 

88 

40 

47 

52 

62 

61 

59 

52 

53 

49 

61 

4-3 

47 

54 

49 

57 

61 

64 

66 

64 

64 

65 

67 

67 

71 

09 

65 

62 

67 

56.7 

)  Maximum  . . . 
•■■  /  Minimum 

69 

61 

62 

72 

SI 

84 

78 

72 

69 

79 

72 

67 

67 

72 

69 

74 

84 

88 

76 

75 

81 

85 

89 

89 

90 

87 

83 

87 

85 

8f 

84 

78.0 

LsUchfield  

45 

4! 

38 

39 

45 

53 

59 

57 

67 

60 

57 

50 

49 

42 

46 

53 

46 

50 

62 

63 

62 

61 

64 

66 

63 

67 

69 

03 

62 

62 

or 

55.4 

\  Maximum  ... 

65 

60 

62 

73 

80 

88 

8.^ 

67 

73 

68 

66 

71 

70 

77 

84 

88 

80 

78 

84 

85 

91 

93 

90 

94 

SO 

85 

85 

80 

90 

79.3 

L-xingioii 

"  ■  •  1  Minimum 

S9 

40 

35 

36 

49 

54 

58 

57 

55 

51 

47 

45 

43 
69 

40 

43 

50 

45 

57 

61 

02 

62 

62 

61 

64 

65 

03 

08 

67 

64 

01 

66 

53.9 

\  JIaximum  . . . 

65 

61 

70 

80 

8H 

80 

71 

74 

80 

66 

70 

70 

73 

83 

86 

75 

75 

81 

83 

89 

91 

91 

90 

65 

87 

80 

86 

84 

77.8 

Louisville 

46 

43 

40 

44 

51 

60 

62 

61 

59 

51 

64 

47 

52 

48 

49 

55 

62 

61 

65 

62 

65 

66 

61 

66 

68 

68 

71 

70 

00 

65 

68 

56..  0 

•Mi\-imum  '  " 

65 

61 

63 

71 

81 

84 

80 

72 

75 

80 

72 

68 

68 

72 

71 

73 

83 

87 

76 

76 

81 

82 

88 

91 

92 

92 

86 

8" 

86 

86 

78.4 

Do.  Bowman  F  em  :ji[,-;iVnum. . '. . 

45 

41 

38 

37 

4- 

51 

56 

56 

50 

65 

46 

49 

43 

46 

53 

47 

67 

01 

63 

64 

65 

62 

63 

66 

04 

70 

70 

i 

01 

66 

85.4 

S  Maximum  ... 

69]     65 

73 

80 

8i 

77 

74 

74 

80 

74 

68 

62 

70 

7- 

81 

88 

76 

7S 

83 

86 

87 

86 

90 

87 

85 

86 

85 

85 

8 

78-4 

Mammoth  Cave. 

•  • "  (  Minimum.  . .. 

41      37 

33 

31 

3o 

4< 

61 

57 

55 

44 

53!     49 

48 

35 

38 

47 

40 

48 

57 

61 

63 

68 

58 

61 

58 

04 

6* 

68 

61 

56 

61 

61.4 

, 

)  Maximum  . . . 

70i     65 

61 

71 

78 

81 

78 

74 

75 
5b 

81 
46 

m'    " 

67 
52 

71 
39 

69 
43 

74 
49 

82 

87 
52 

84 
69 

74 
fiO 

861 
61 

85 

88 
61 

64 

90 
63 

90 
64 

84 

fi8 

8f 
01 

87 
59 

84 
6i 

78.4 
53. 1 

•"  ■  (  Minimum  — 

441     'A'. 

37 

3( 

4' 

48 

53 

65 

54 

\  Maximum  . . . 

65 

60 

61 

7' 

8'.. 

79 

74 

78 

72 

66 

6- 

70 

6" 

7 

80 

86 

74 

79 

84 

84 

89 

89 

91 

8- 

86 

81 

8" 

85 

76.9 

KlieUiyville   

•■•  (  Minimum.... 

36 

33 

3S 

46 

5il     52 

57 

4" 

54 

421     .50 

40 

43 

49 

44 

54 

59 

59 

62 

59 

62 

64 

61 

66 

68 

60 

58 

62 

62.6 

)  Maximum .  .. 

7C 

71 

fi; 

72 

8- 

7" 

76 

74 

81 

77 

70 

62 

7; 

77 

86 

90 

8a 

80 

82 

87 

88 

89 

91 

90 

8i 

87 

85 

85 

84 

79.6 

Smith's  Grove  ... 

■  •'•  (  Minimum.... 

44 

42 

36 

4L 

48 

59 

60 

56 

4b 

61 

5 

6( 

42 

47 

44 

54 

62 

39 

68 

59 

60 

64 

02 

06 

e~>- 

62 

00 

63 

53.1 

: Maximum  ... 

66 

59 

6' 

74 

8C 

1     86 

76 

77 

62 

78 

7! 

68 

58 

70 

6< 

74 

83 

86 

73 

74 

86 

83 

85 

88 

82 

82 

83 

62 

RC 

S3 

80 

76.2 

Stearns  ...•••■■■ 

■■■   iMinimum  — 

45 

i' 

85 

37 

4' 

4! 

57 

5" 

61 

50 

58 

53 

5; 

36 

4'. 

4!- 

46 

65 

59 

61 

61 

63 

61 

66 

04 

62 

64 

66 

62 

66 

6 

54  4 

: Maximum  . .. 

6f 

62 

o: 

7(1 

s 

85 

S2 

73 

78 

81 

7; 

68 

66 

71 

76 

74 

84 

81 

76 

82 

83 

89 

91 

91 

92 

8" 

8i 

87 

88 

78.9 

Taylorsville  •••■ 

■■■   :Mininunn 

42 

31 

59 

6C 

4 

5n 

5 

4F 

54 

4' 

53 

P.i 

4C 

5C 

42 

59 

56 

60 

62 

64 

64 

.59 

64 

04 

70 

71 

Op 

on 

70 

64.8 

j  Maximum  . .. 

73 

6( 

60 

70 

81 

90 

90 

8C 

80 

71 

66 

70 

76 

74 

81 

89 

73 

86 

83 

90 

90 

9C 

92 

96 

87 

80 

8" 

91 

80.3 

Williamstown... 

•■•  1  Minimum.... 

38 

40 

36 

42 

5C 

56 

62 

58 

69 

52 

67 

44 

4S 

46 

46 

52 

50 

59 

59 

60 

6 

63 

64 

64 

77 

64 

69 

7C 

64 

63 

6- 

56.2 

Edstern 

DivMon. 

.Maximum  . .. 

72 

66 

63 

72 

76 

84 

8'' 

80 

66 

76 

76 

7C 

58 

7C 

7C 

82 

85 

77 

74 

79 

85 

89 

9C 

89 

8- 

86 

86 

84 

83 

77.3 

Annville 

••••    :Minimum.... 

41 

37 

35 

3 

3f 

42 

4- 

53 

06 

46 

46 

48 

53 

34 

36 

44 

42 

4f 

59 

5'^ 

6( 

57 

69 

64 

59 

62 

67 

6 

e: 

61 

50.6 

Ashland   

\  .Maximum  . . . 

62 

62 

63 

71 

8C 

8f 

84 

72 

8C 

7= 

71 

6." 

72 

7: 

7S 

83 

90 
51 

66 

81 
02 

83 
6 

84 
62 

89 
6 

89 
61 

92 
6_ 

92 
61 

96 

86 

86 
64 

89 
62 

89 

80.3 
63.2 

•■■■  )  .Minimum.... 

36 

42 

37 

85 

4c 

46 

51 

66 

62 

6 

51 

46 

51 

8c 

3c 

46 

49 

S  Maximum  ... 

67 

62 

er 

69 

7f 

85 

82 

76 

66 
6' 

61 

76 
51 

BE 

74 

58 

46 

67 
48 

5 

63 
88 

53 

69 
40 

40 

76 
41 

42 

76 
64 

4 

83 
44 

49 

87 
5S 

86 
62 

4" 

84 
63 

5S 

82 
62 

6 

85 
61 

66 

6( 
61 

91 
60 

65 

61 

86 
02 

8F 
66 

85 
08 

86 

86 
64 

78.4 
54.1 

Cumberland 

1  Maximum  ... 
■•••  1  .Miiiinunn.... 

47 

89 

36 

35 

4 

52 

6£ 

66 

6 

04 

07 

6.5 

03 

6. 

6S 

Maximum  ... 

63 

6! 

64 

7 

^ 

86 

82 

k 

62 

76 

7 

6^ 

76 

78 

72 

74 

8P 

7c 

72 

82 

87 

89 

81 

8: 

82 

8F 

86 

86 

85 

77!? 

Farraer.i 

•■■•  1  Minimvim.... 

40 

35 

3'.i 

32 

4 

4i 

5C 

5i 

6C 

46 

S" 

ii 

66 

3- 

36 

46 

4| 

4I> 

M 

61 

5 

6 

5f 

5S 

6 

6f 

I 

66 

02 

06 

62 

50.9 

j  Maximum  ... 

78 

ec 

6C 

7, 

8 

8' 

81 

8 

6^ 

SC 

74 

6f 

73 

72 

76 

86 

81 

7" 

86 

85 

90 

91 

8 

88 

f 

8" 

86 

8.5 

8t 

79.4 

Heidelberg 

4 

3' 

St 

SL 

4 

4 

5C 

66 

61 

6 

5 

S 

66 

40 

36 

4" 

4? 

1     46 

54 

6C 

6 

6f 

61 

06 

6r 

01 

0: 

T 

64 

04 

02 

52.5 

\  Maximum'.'!.' 

6 

7 

81 

8S 

7i 

81 

7a 

6? 

73 

74 

83 

9C 

87 

81 

8 

84 

96 

92 

96 

92 

8t 

86 

86 

91 

80.4 

Maysville 

••••  1  .Minimum.... 

4( 

3' 

3 

3' 

4 

4' 

6r 

5f 

62 

46 

5" 

4: 

4c 

36 

52 

46 

S 

65 

02 

5i 

6a 

02 

61 

6' 

61 

6" 

76 

or 

62 

or 

B3.3 

i  Maximum... 

71 

g 

6. 

8 

8'.: 

T 

76 

7 

8( 

74 

66 

7C 

7t 

7S 

83 

7G 

74 

8 

82 

7< 

84 

sr 

88 

8, 

8 

8- 

83 

82 

"78.1 

Middlesboro 

■•••  (Minimum.... 

: Maximum  ... 

•■•■   :  Minimum.... 

44 

3t 

&4 

3i 

42 

4t 

5P 

6C 

5C 

4" 

52 

62 

4 

46 

5C 

4' 

54 

6:: 

5- 

61 

6 

6C 

6 

00 

6 

02 

65 

64 

04 

"52.4 

Mount  Sterling  . 

(  Maximum.  .. 

6! 

6C 

6. 

-. 

3 

g 

8 

g 

i 

k 

8( 

74 

6 

74 

7 

76 

83 

SQ 

8C 

8C 

8 

86 

9C 

92 

96 

92 

96 

86 

8? 

96 

84 

"sili 

Pikeville 

■•■•■/  Minimum.... 

4e 

i' 

3^ 

3 

4 

4c 

4 

5 

6^ 

56 

5: 

6' 

6 

42 

4 

46 

62 

66 

56 

61 

6 

62 

0' 

65 

6 

OS 

d"- 

6' 

or 

66 

66 

.54.2 
78.4 

GR 

6< 

6E 

g 

g 

8. 

7 

86 

g 

7 

7 

72 

7. 

7 

82 

81 

76 

77 

7 

88 

83 

82 

8 

8 

86 

84 

R. 

8" 

8f 

Pippapass   

••••  i  Minimum.... 

3P 

8' 

3 

3'' 

3 

4S 

4 

5 

6f 

5 

B 

56 

5 

5 

S< 

4 

46 

46 

0- 

6f 

5 

66 

66 

081     6 

5£ 

6 

0. 

63 

6.' 

6? 

62.3 

i'81.8 

: Maximum. .. 

80 

6: 

6 

7 

8 

8 

8 

S 
6 

8 

g 

6 

76 

7 

7 

8, 

96 

8, 

7C 

8 

8 

9' 

931     8 

Rt 

8' 

8" 

8i 

Quicksand 

■•■■   :Minimum.... 

3' 

g 

3 

3 

3 

i 

4 

I 

5' 

4 

4 

4 

3f 

3 

4 

46 

46 

5; 

5' 

6 

66 

66 

59     6 

5^ 

0 

o"- 

6'' 

''49.4 

Richmond 

: Maximum  ... 

72 
49 

6' 

4 

6 
3 

T 

801     8. 
50|    5 

8 
6 

7 
6 

6 
6 

7 
5 

6 

7 
6 

6 
S 

7C 
4. 

7 
4 

7 
6 

86 
66 

86 
06 

76 
6f 

7. 
6^ 

8 
6 

8( 
6C 

8. 

6 

96       - 
66 

B 

7 

8( 
6. 

96 
7 

8 
0 

8 
6 

8 
6 

8 
6 

77.7 
57  8 

••■•  :Minimum.... 

Williamsburg.  ■• 

:Maximum.  .. 

■■••    :Minimum.... 

(  Maximum.. . 

7C 
42 
61 

7 
4f 
8 

7 
8 
6 

7 
4( 
6 

8li    7( 

7 

7 

8 

7 
6 

8 

7 

7 

7 

7 
6 

7 
6 

7" 
6 

7 

7 

7 
6 

81 

)      R 
5 

84 

8 
6 

8 

7 
6 

76 
66 

B 

S 
6 

86 

8' 
6 

8. 

8 
6 

96 

8 
6 

9 

8 
6 

96 

8 
g 

8 
R 

8 

1     ^ 
6 

8 

8 
6 

8 

8 
g 

96 

g 
6 

80.3 

"77!6 
64.3 

WincnGSter   ....           ^  .dinimuni  ... 

39 

3 

3 

4 

M ' 

6 

5 

_^ 

5 

6 

4 

5 

4 

Ll 

6 

LI 

— _ — 























cmnerature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs 
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Vol.  XLIV 

Louisville,  Ky.,  June,  1939 

No.  G 

-u//^ 


GENERAL   StrHMABY. 

The  showers  of  the  first  four  days  benefited  all  crops  and  con- 
ditioned the  8oil  for  the  coniplelion  of  plowing  and  corn  plant- 
ing. This  period  of  rains  allorded  the  first  good  opportunity  for 
hand  transplanting  of  tobacco  in  the  hilly  districts.  Heavy  to 
excessive  rains  in  the  second  week  rendered  the  ground  too  wet 
to  be  plowed  in  most  sections.  Except  for  one  brief  period  of 
fair  weatlier  near  the  middle  of  the  month,  showery  weather 
continued  through  the  third  week.  This  prolonged  wet  spell 
favored  obtaining  complete  stands  of  tobacco,  and  caused  late 
settings  to  start  promptly  and  grow  rapidly.  Potatoes  and  gar- 
dens improved  at  first  but  suft'ered  later  from  lack  of  cultiva- 
tion. The  abundant  moisture  and  normal  temperatures  brought 
corn  forward  very  rapidly;  but  weediness  became  serious  before 
general  cultivation  was  possible.  Most  corn  had  received  only 
one  plowing  before  the  rains  set  in.  A  week  of  more  favorable 
weather  at  the  end  of  the  month  permitted  good  progress  with 
the  delayed  field  work.  Considerable  corn  received  its  second 
and  final  plowing,  and  was  left  with  more  weeds  and  grass  than 
desirable.  Later  plantings  of  corn  and  most  tobacco  were  well 
cultivated  at  this  time.  Heavy  rains  in  parts  of  the  bluegrass 
region  delayed  the  work  in  a  limited  area. 

The  showery  weather  hindered  all  phases  of  haymaking.  It 
came,  however,  in  a  period  between  the  alfalfa  crops  and  ahead 
of  timothy  harvest;  but  much  clover  hay  was  lost  or  damaged. 
Wheat  harvest  was  carried  on  with  difficulty,  and  some  grain 
shocks  that  were  soaked  too  frequently  suffered  injury.  Thresh- 
ing began  in  the  fair  weather  of  the  last  week.  Only  a  few  days 
were  favorable  for  the  use  of  combines,  and  some  wheat  was  lost 
while  waiting  for  these  machines.  Heads  were  beaten  to  the 
ground  by  the  excessive  downpours.  The  rainfall  wa's  less  and 
farm  progress  better  in  the  cotton  district  and  the  extreme  west- 
ern counties.  Oats  heads  improved  but  the  straw  remained 
short.  Pastures  became  luxuriant  and  also  very  weedy.  Ex- 
cept for  more  than  the  usual  amount  of  weediness,  the  staple 
crops  were  generally  in  excellent  condition  at  the  end  of  the 
month. 

TEMPERATtTRE. 

Brief  periods  of  moderately  cool  weather  centered  about  the 
•5th,  13th,  and  24th,  otherwise  the  temperature  on  most  days 
averaged  a  few  degrees  above  normal.  Mean  temperatures  at 
stations  in  the  extreme  western  part  of  the  State  were  near 
normal,  while  at  eastern  stations  they  ranged  from  2*^  to  3"^ 
above.  The  coolest  weather  occurred  on  the  .5th  and  the  warmest 
latein  the  first  week  or  near  the  middle  of  the  month.  Extremes 
for  the  State  were  97^  on  the  16th  at  Pippapass  and  47°  on  the 
5th  at  Mammoth  Cave. 

PRECIPITATION. 

Precipitation  averaged  about  fifty  per  cent  more  than  the  nor- 
mal anjount  for  this  month.  It  ranged  from  3.0  inches  in  the 
extreme  woMpvu  counties  to  10  inches  or  more  in  some  central 
districts.      The   blue-grass   region,    west-central   counties,    and 

t^M^?."'?  ""I'  "'  'I'-.'a.;  r^reivPd  from  6  to  iO  inches.  To  the  ea.^t.  .south,  and  west  of 
nfthlf.TJ^  LJT-^  ff  T  it'll  Oft  to  less  than  4.0  inches  near  the  boundary.  Most 
of  the  ram  o,m  urred  ni  t  u'  form  of  local  thundershowers,  with  verj-  irregular  distrihu- 

2(t-J0th.  Excessive  downpours  were  recorded  at  many  central  stations  on  tha  18th 
S^.VrSn*^^  ^"n^*"  ^*^'^  H^'  between2.43  inches  at  Paducah  (nearj  and  12.  SO  'nches  at 
Richmond.    Days  with  thunderstorms  were;  2.  3.  4,  6,  7.  8,  9,  10.  11,  18,  19.  20.  21,  22.  2C, 


^^ 


MISOELLANEOtrS. 

.lune  11 .  —A  windstorm  cau.secl  minor  damage  to  wire  Hystfms  and  roof*  In  Jeffer- 
son County. 

.Inno  18. -E.\oosslvo  rains  oansod  (looils  alonfr  Kolllnif  Fork  In  Marlon  County. 
with  (laniiiKo  to  crops  and  buildlnKS  estiinatcd  at  *2iJ<),0(X).  Similar  floorls  In  LoK'in 
(;rci;k,  J>iu(!o!n  County  forced  about  50  families  from  llioir  homcH  at  Hull's  Oap  and 
vicinity,  and  caused  considerable  loss  of  livestock  and  crops-  UamaKe  to  crops  by 
lloodintr  also  occurred  along  Nolin  Creek  and  creeks  in  Boyle,  Casey,  I-aKue  and 
I'ulnski  Counties. 

iiViyrs.— Rains  of  tho  18th-23a  produced  a  moderate  Bwell  In  the  Ohio.  The 
river  subsided  slowly  until  the  29th,  when  another  slow  rise  started  In  the  nppcr 
section. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Ca.iro 

Cincinnati 
Evansville. 
Louisville   . 


..111. 
•  Ohio 

Ind. 
..Ky. 


29. 
V9. 
29.96 


29.62 
29.66 
29.  69 
29.63 


COMPARATIVE  DATA  FOR  JUNE. 


29,  30. 


1889.. 
1890.. 
1891 . . 
1892.. 
1K93.. 
1894 . . 
1895.. 
1896.. 
1897.. 
1898., 
1899., 
1900. 
1901. 
190-2. 
1903. 
1904. 
19(15. 
1906. 
1907. 


73.4 
76.2 
76.1 
73.9 


73.6 
76.7 
71.9 
77.8 
75.4 
73.8 
74.2 
77.0 
70.9 
70.4 
69.5 
71.7 
73.1 
75.3 
74.8 
76.5 
77  4 


4.48 
4.23 
4.64 


3.90 
2.80 
6.14 
3.97 


4.49 
4.63 
4.91 


2.80 
4.88 
1.67 


0.81 
4.52 
8.98 
6.01 
4.16 


Number  of  days 


t51-year  averages. 


CLIMATO LOGICAL  DATA:  KENTUCKY  SECTION 


June,  1939 


Climatolog-ical  Data  foi  June 

1939. 

Counties. 

1 

d 

1 

1 

Temperature,  in  degrees  Fahr 

Precipitation  in 

inches 

Number  of  days 

li 

P 

stations. 

g 
S 

i 
1 

1 

1 

1 

f 

C5 

1 

S 

It 

S 

"i 

ll 

P 

3 

n 

1 

■2 
1 

j 

Observers. 

\fealrrn  Division. 
Beftver  Dam 

Ohio           .... 

441 
437 
420 
388 

35 

45 
10 

75.6 
76.8 
77.2 

+  1.4 
+  1.7 
+  1-4 

92 
96 
93 

6 

6t 
16t 

60 
61 

62 

5 
S 

6 

35 
39 
86 

4.52 

+  1.35 

0.89 
1.00 
1  55 
1.01 
L69 
1.45 
3.08 

0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

12 
16 

15 
9 

u 

15 
12 
12 
7 
12 

10 

11 

16 

10 

6 

10 

13 
9 

sw. 

Eldred  G.  Young. 

Mc,  ean 

Hopkins 

Crittenden 

4  jql+ft  fi7 

Brick  Southworth 

Fords  Ferry,  Dam  50  . . 

5.01 
5.82 
3.70 
7  03 

+  1.41 
-o!46 

Lockmaster. 

Tennessee  Valley  Authority. 

C    R   Lovell 

Mvihlenourg 

Ohio 

519 
640 

22 

74.  S 

-  6.2 

91 

16t 

48 

5 

31 

14 

li 
8 
14 
11 
13 

14 
7 
20 
16 
16 
16 

2 
9 
2 
0 
3 
1 

s;"" 

s. 

3. 

Hartford  (near; 

Henderson 

Hopkmsville 

W    R   Carson  Sr 

Henderson 

382 
524 
479 
364 
412 
420 
404 
341 
390 
529 
384 
590 
357 

352 

700 
500 
410 
705 
4B0 
489 
955 
770 

6T^ 

504 
490 
760 
506 
581 
644 
646 
850 
1032 
635 
989 
560 
485 
459 
568 
800 
910 

17 
43 
10 
30 
13 
42 
11 
19 
19 
32 
22 
26 

39 
43 
22 
48 
40 
13 
15 
IS 

74.8 
76.4 
75.4 
75.4 

+'i;o 

-  0.1 

+  0.4 

95 
94 
91 

91 

26 
6 
26 
16t 

52 

57 
50 
66 

8 

Bt 
14 
11 

35 
80 
32 

28 

4  17  +6.30 

5  S9  +1  40 

Frank  T.  Street.  Jr 
W     K.   Morris. 

Maylield 

Murray 

Owensboro 

Owensboro    Dam  46. .  • 

Calloway •■•• 

Daviess 

Daviess 

McCrackeu 

McCiacken    

Caldwell 

3.11 

-0.69 

0.55 

f:t\^°'^^r- 

74.6 

+  0.5 

93 

16 

53 

5 

32 

6.79 
6.72 
3.02 
2.43 

4.12 
4  87 

+2.8S 
+2.60 
-1.20 
—1.36 
+0.02 

1.91 
2.09 
1.01 
0.64 
0.89 
1.48 
1.25 
1.08 

3.35 

1:8^^ 

HI 
1.68 

2.40 
1.43 
1.17 
1.88 

0 
0 
0 
0 
0 

0 

0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

'■"6  "■ 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

15 
16 
13 
8 
13 
16 
13 
15 

17 
11 
11 

14 
16 
10 
16 
17 
15 
15 
12 
17 
15 
14 

17' 
18 
10 
14 
15 
16 
19 
15 
14 
19 
16 
15 

18 

14 
3 

4 

is 

12 

19 

4 

8 

s. 

Henry  S.  Berry. 

77.8 
76.2 
76.8 

-  0.1 
+  0.1 
+  1.5 

95 
93 
92 

17t 
26 
151 

56 
56 
67 

11 
5 
5 

26 
31 
32 

U.  S.  Engineers. 
Joe  Lagore. 
Dr.  W.  L.  Cash. 

Paducah  [oear) 

Princeton 

Rumsey,Lock2  t 

73.0 

-  1.6 

91 

26 

53 

5 

32 

4.071  +  6.43 
4.IOM0.S7 

7.22+8.32 
6.6C1  +9  qq 

7 

13 

10 


B. 

Uniontowu.  Dam  49... 
Central  Dividon. 

Union 

Breckinridge   .... 
Jetlersou 

'17' 
7 

5 
15 

's' 

6W. 

73.6 
77.1 

+    1.0 

+  1.1 

..". 

20 

57 

15 
5 

32 
31 

C    E    Barret 

Bowling  Green 

Browuaville.Loclt  6}.. 

5.12 
6.73 
3.25 
4.7o 
9.17 
7.03 
5.8b 
5.48 
3  75 

+1.06 
+  2.49 
-0.94 
1-0.77 
+5.10 
+  3.12 
+  1.54 

Edniouson 

Pulaski 

Lockmaster. 
Sarah  K.  Lewis. 

.... 

Cold  Sprin;i,Dam36... 

Campbell    ........ 

74.1 
76.5 

+  2.6 

91 
93 

16 
6t 

64 
53 

5 
6 

31 
82 

5 
9 

2 
8 

'7 
15 
0 

■9 
8 

18 
12 

14 

18 

23' 

"2 

9 
13 

7 
9 

14 
4 

"0 

'28 

U 
9 

SW. 

Dix  Dam  Burgin 

Mt-rcer    .... 

Kentuckv  Utilities  Co. 

Eadsville 

Wavne  .            

.Ice  Norfleet- 

Eubank 

Pulaski 

44 
43 
29 
12 
14 
46 
37 
41 

53 
53 

5 
5 

"34' 

Mrs    Katie  Payne 

Frankfort.  Lock  4 

Franklin 

Hnnry             

76.4 

+  L7 

92 

16t 

6.48|+2.37|  i  07 
7  iq'+a  181  n  qfi 

Lockmaster. 
Lockmaster 

Barren 

76.1 

+  2.0 

92 

7t 

64 

5 

34 

4.08 
4.67 
5.63 
4.26 
7,16 
9.72 
9.18 
10  28 

+  0.46 
+  0.92 

+\.m 

+0.  22 
+3.15 

+  3:97 
+6.19 

1.31 
1.40 
0.99 
0.95 
2.47 
1.98 
2.33 

2:02 

L    E    Turner 

Greensbur.? 

High  Bridge,  Lock?., 
rv  ington  

Green 

.Jessamine 

Breckinridge   .... 
Oldham       .... 

74.6 

+   1.4 

93 

27 

60 

5 

37 

Mrs.  Bettie  K.  H.  Aloorn. 

75.9 

+  1.9 

90 

vt 

56 

5 

23 

W.  J,  Piggot. 

J.  c.  ogg. 

IS 
43 

55 
29 
29 
66 

4 

75.0 
74.8 

+  1.7 
+  2.6 

90 
93 

26t 
16 

53 
54 

B 
5 

31 
34 

8 
13 

'10 

"e' 

19 
5 

13 
16 

3 
12 

"7 

SW. 

sw. 

H.  H.  Willis. 

U.  S.  Weather  Bureau. 

Jessamine  

Lockport,Lock2 

8.68 
7.00 
6.99 
8.50 

+  4.30i  1.78 

Lockmaster. 

75.8 
75.2 
74.0 

':':' 

91 
92 
91 

26 

26 
201 

56 
55 
47 

13 
6 
6 

24 
29 
38 

Do.  Bowman  Field.. 
Mammoth  Cave 

1.12 
3.31 

Edmonson.. 

Wayne 

Ivan  J.  Ellsworth. 
E.  0    Cooper 

in 

.;;;;.  :::■■■ 

2.06 

0 
0 
0 

0 
0 
0 
0 
0 
0 

0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

I 

0 

14 
15 
16 
15 
13 
10 
15 
11 
18 

\l 

17 

14 
17 
12 
11 
15 

16 
19 

n 

14 
10 
14 
13 
14 
9 
17 
14 

'6 

8 

19 

ii' 
.... 

20 
i6' 

"8 

'23 
2 

.... 

w 

777      43 
520     24 
825      46 
500  i     2 
607  '     1 

74.7 

+  2.2 

90 

7t 

62 

5 

32 

Mercer;:::::;:"" 

Shelby  ville 

Shelby 

73.4 

'75;2 
73.5 
74.6 

+  0.1 

+"2;o 

92 

92 
91 
90 

7t 

"26t' 
7 

8t 

53 

"94" 
54 
51 

5 
...... 

5 
6 

32 

':«  " 
33 
34 

4  93 

1.38 

i;70 
1.12 
2.55 
1.62 

2:44 

1.14 

WillaS.Ratta, 

Shepherdsville 

Buljjtt 

C.  W.  C.uernsev. 

Warren 

Airwav  Station. 

Stearns   

Taylorsville 

Tyrone,  Look  51    

McCreary 

Speneer  

AiKl-rHOu 

1400 
489 
524 
943 
504 

33 
21 
36 
22 

R 

4.54 
8.29 
5.75 

4.05 
3.66 

8.01 
5.48 

V^ 

6.21 

III 
At?. 

+3.56 
— O.Oo 
+4.66 
+1.35 

Airway  Station. 
Thad.  Cheatham,  Sr. 

75.1 

+  2.9 

93 

7t 

54 

14 

33 

16 

4 
11 
10 

7 

16 
I 

10 
10 
14 

w. 
se. 

Miss  Nettie  B.   Simpson. 

Woodbury,  Lock  4  }.  .. 
Eastern  Divinion. 

BiitL-r 

Jackson  

73.3 
76.2 

'75.8 

70;6 

+  'i'.9 

+  2.9 

92 
96 
96'' 

92 

17 
16 

50 
54 
52 

"54' 

5 
5 
5 

4 

37 
33 
34 

■■29" 

W.  A.  Worthlngton. 

Boyd 

oofu-geiiiTr.Loikii:: 

1070  1  36 

+1.03   1.09 

1440 
684 
600 
668 
870 
693 
6s9 
540 
869 
663 
776 

1566 
S84 
524 

1128 
930 
800 
497 
620 
636 

1035. 
732 
631 
926 
571 
525 
939 
646 
961 

2 
21 
50 
32 
14 
28 

9 
19 
15 

4 

15 
1.3 

41 
40 
46 
2 
17 
5 
3 
5 
13 
20 
42 
26 
22 
42 
19 

:::; 

+  1.37 
+  1.29 
+  1.91 
+  4.72 
+4.47 
-1-0.79 
-0..55 
+  2.79 
+  2.25 

+  2:68 
1  37 

1.05 
0.74 
0.87 
095 
1.61 
2.49 
0.96 
0.65 
1.50 
2.05 
2.38 
1.52 
0.80 
0.91 
1.48 

16 

7 

7 

S.   M  Hill. 

Pendleton 

Rowan  

6t 



35 

.... 

'' 

10 

'^■'. 

.lessie  Oldham. 

73.9 

f  2.6 

95 

16 

53 

L\ieille  C-  Stamper. 

Flemingsbnrg   

Ford,  Lock  101 

Fleminjr  

C.  A.  Glascock 

•^lark ;; 

Ix)ckmaster. 

.... 

Greenup,  Dam  30 

Lockmaster. 

Perry    

fi.21 

■4 

io 

16 

';w;' 

H.  A.  Baily. 

Heidelberg,  Lock  14... 

Ler/..  ;::.. 

75  7 



94 

16 

65 

5t 

35 

.las.T    Goff. 

Lrffher. 

Lawrence 

Mason 

Bell 

Maysvilie".  Dam' 33  '.'.'.' 
Middlesboro 

Zeb  Ht'ston. 

76.6 

•72.7 

+  2.7 
+  0.3 

94 
92" 

16 
15 

56 
50' 

15 
.5 

36 
32" 

6.79 

+2.74 
—  fi  «d 

8 

19 

3 

s. 

Lockmaster. 
MatLlM-w   Woodson 

Mount  Sterling 

.Montgomery 

Clav 

:..:::.■ 

W.  K    MrKee. 

4.19    

6.62+2.32 

0.66 
1..54 
1.57 
1.80 
1.50 
1.30 
1.39 
3  .'SO 

6 

0 
0 
0 

0 

0 
0 
0 
0 

0 

0 
0 

8 

14 
13 
16 
11 

17 
13 
16 
13 
12 
16 

;;;;;. 

12 

ii' 

"e 

io' 
'is' 

w. 

JohuHon 

Pike 

Knott 

PiUeviUe 

77.2 
74.8 
75.0 

7i;8 



+'2:9 
+'i;8 

93 
97 
95 

"  96" 

17 
16 
16 

■■■71' 

60 
55 
55 

"eo' 

5 

6 
5 

"lit' 

30 

39 
36 

"2k" 

6.15+2.05 

4.78  

5,09+1.02 
5.81- +1.85 
12. 90! +8 .82 

U.  S  Weather  Bureau. 
One^   Run  Com.  Ceu. 

qnlckmind 

Rnveuna,Lock  12 

Rlrhmond              .     . 

Br.-athitt 

Estill 

Madison      . 

R.    W.   Jones. 
Lockmaster. 
.1.  W.  Crooke. 

V«)Iey  View.  Lock  9... 
Van(wburg.D!ini32... 
VVilliamslmrg 

M.idiMon 

Lewis 

Whitley 

0  0,i 
3.23 
6.57 

+  2  O'* 
-l.Sfi 
-2.22 

+i;84 

1.12 
l.OK 
2.97 
3.12 
8.50 

16 

ii' 

'3 

^F 

Lockma-ster. 
Wailely  West. 

Willow,  Lock  13  

Lockma.ster. 

Winr-hc'»^fer 

Clark 

74.1 
75.1 

+'i;2 

8? 
97 

7 
16 

65 
47 

5 
6 

27 
39 

Airwav  Station. 

State  averages  and  ex 

tremes 

14 

10 

All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  a?  have  ten  or 

used  in  determinlngsection  or  division  means.  JUumsey,  Brownsvilli'  and  Woodbury  are  Locks  on  the 

Reference  letters,  *,  '',  '.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents 

t  Also  on  other  dates,    tt  Received  too  late  to  bo  included  in  means  and  summaries.         T   Precipitation  is 


more  years  of  record,  but  all  complete  reports  are 
Green  River;  other  Locks  are  on  the  Kentucky  Ri' 
two  days.  etc. 
less  than  0.01  inch  rain  or  melted  snow 


m\) 


CTLIMATO LOGICAL  DATA:   KENTUCKY  SECTION 


2:i 


D 

ally  Preclpita 

tion  fo 

r  J 

mo 

1930. 

8t»tloii» 

Day  of  moiiUi 

1 

3 

8 

4 

B 

6      7 

8 

9 

10 

11 

12 

18 

U 

16 

16 

17 

IS 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

1 

Wtitem  Divitioii 

.29 
.18 
.26 
.63 
I.IU 

'.'32 
.90 
.28 
.70 
.37 

.26 
.13 

.16 
.06 

.89 

.02 
.78 

'.'16 

'.'eii 

.IS 
.02 
.19 
.08 

'tV 

T. 

■.'66 

.80 

.70 

.08 

■.'30 
.47 
.10 

'."eo 

.27 

.23 

.92 

.30 

'.'61 

'.'48 
.20 

.47 
.65 

1.06 
.68 
.39 
.65 

1.04 
.72 
.40 

■:86 

.03 
.08 

T.' 
.11 

.01 

'."io 

.18 

.62 

.68 
1.00 
1.66 

.84 
1.69 
1.46 
3.08 

.48 

.97 

•fV 

.06 
.05 

'.'70 
.44 
.06 

".78 
.28 
1.01 

"!66 

■:66 
"  .'25 

'.'ia 

.06 
.09 

.20 
.11 

'.'65 

.06 
.63 

.47 

".bi 

.08 
.06 
.20 

'.'26 

.... 

T. 
.04 

"tV 

'!« 
.78 

■.■46 
.87 
.26 
.26 
.10 

4.62 
4.72 
4.49 
6.01 
6.82 
8.70 
7.08 
4.17 
6.89 

.16 
.23 
.13 
.02 
.10 
.03 
.04 

0. 

....  T 

....  0 . 

G. 

0 

c 

■■:M. 

Konis  Kerry  Dam  60« 

.09!   -03 
....11.09 
.40    .06 
.051  T. 

T. 

lillbertsville* 

Uic«nvill« 

Knitforil  

:::: 

'.'« 
.50 
.19 

'^83 
.62 

Ilouilorson 

.11 
.04 

'.'62 

'■^' 

Hopkinaville" 

.29 

Lovelacoville 

3  26 

Mayfield  

.65 

T. 

.02 

T. 

.22 

.06 

8.11 

Miumy  

Owtiisboro' 

::::8: 
....0. 

.28 
.31 
.30 

.48 
.60 
.C6 
.33 
.7b 

.17 

.05 
.,'^8 
.40 

.18 

T. 
.25 

.03 
.07 
.21 

.87 
.26 

.08 
•  07 

T. 
.02 

'.'18 

.02 

.17 

.17 

fo 

.05 
.01 

.08 
.07 
.26 
.64 

.64 
1.25 
.63 

.88 

L23 
.14 
.12 
.18 
.43 

1.17 
.04 

'.'ie 

.70 
.80 
.08 
.49 
.72 

i.'26 
.22 
.18 
.05 
.18 
.92 
.77 

1.35 

'.'42 
.16 
.83 

t'= 

1.70 
1.12 
.85 
.05 
.02 
.40 

.66 
■21 

'!92 

'.'17 
.16 
.25 

2.49 
.31 
.10 
.76 
.05 
.62 
.85 
.38 
.07 

'^66 
1..57 
.85 

:i 

.i4 

3:12 

.15 
.14 
.66 

.64 

.06 
.73 

.33 
1.01 
.02 
.60 
.12 
.40 
.22 
1.18 
.12 
.13 
.20 
.66 
.90 
.05 
.22 
.37 
.95 
.29 
.61 

'^63 
.19 
1.28 
1.11 

1.12 

.90 

'.'79 

.94 
.98 
.58 
.45 
.15 
17 
.40 
.60 
.50 
.78 

.07 

.84 
1.09 
.78 

'[47 
.70 

.54 
.81 
.20 

'!52 
.02 

'."57 
.20 

'"24 
T. 

'.'io 
.02 

■.11 
.08 

.17 

T. 
'f.' 

1.56 
1.63 
1.01 

'iss 

1.48 

.67 
.18 

1.68 
.90 
2.66 
.16 
1.68 
1.60 
1.43 
.90 
.03 

.07 

.92 
.77 
1.40 
.60 
.61 

1.91 
2.09 
-3 

.02 
.19 
.30 
.09 

.51 
.12 
.30 
.32 
.22 

'.'i2 

.80 
.12 
.10 

it 

.96 
.33 
.02 
.99 
.41 
on 

.46 

.50 
.02 

".'78 

.'is 

.36 
.71 

"."i2 

".'6» 
.05 
.25 

■.'25 

.27 
.09 
.32 
.14 
.12 
.26 
1.49 
.60 
.55 
.04 
.20 
.49 
.62 
.10 

't. 

.44 
.13 
.45 
1.04 

'^Ol 
.90 
.08 
.16 
.10 

.06 

'.'40 
.10 

-.It 

.64 
.08 

i.'23 
■  67 
.11 
.95 
.20 
.91 
.14 

'.'66 

.29 
1  00 
.35 
.08 

'!09 

.05 
.23 

".19 

.86 
.76 
.07 

.11 
84 

.09 

.61 
.2:2 

'.'67 
.26 

.06 
.30 

^60 
.91 
.07 

'.'17 
.12 
.13 
.15 
.06 
.68 
.81 
.01 

.14 
.43 
.22 
.02 

i:i3 

.94 

0.23 
1.38 

T. 

.10 

ioe 
.10 

.36 

.47 

'.'06 
.38 
.03 

't.' 

.63 
.39 
.29 

'.'i7 
.03 
.40 

•f.' 

.04 
.19 
.04 

.08 

.08 

'.'6a 

T. 

'^20 
.13 
T. 

".02 

't.' 

.02 
.02 
.06 

.18 

'!64 

.19 

'!i3 

.87 
T. 

".bi 

.15 

."45 

".25 
.93 

'!03 
.45 
.27 
T. 
.29 
.11 

.07 

:." 

.13 
.07 
.10 

.22 

't. 

.03 
.42 

't'.' 

.03 
'^28 

■:63 

"."80 

"."40 

".3S 
.15 

.05 

".'ii 

T^« 

2.02 
.06 

'.'03 

'."05 
.10 

.07 

'r'.' 

.04 
.02 

'."is 

.16 

"."25 

"."69 
.76 
2.40 

!05 
.18 
.40 
.47 
.47 
.08 
.82 
.16 
.07 
.82 

'45 

■:i8 

.2fl 
.86 
T. 
.22 
.11 

'^29 
.14 
.93 
.89 
.36 
.20 

2.' 80 
.04 

.26 
.10 
.35 
.18 
1.00 
.68 
.64 
.96 
.84 
.66 
.96 
.43 
.20 
.30 
.76 
.08 
.32 
.67 
.17 

i.'.54 

T. 

.40 

.61 
.44 

.12 

'.'io 

.42 

lies 

.33 

'.'39 
.07 

1.10 
.41 

'^43 
.25 

'.'69 

':S 

.22 

';:: 

.01 
.21 

;::: 

6.79 
6.72 
8.02 
2.43 
4.12 
4.87 
4.07 
4.10 

7.22 
6.66 
5.12 

?'o'? 

Pudncah* 

.85 
.72 

Priiicetoni     

....G. 
....0. 
....0. 

....0. 

'.'.'.   G  ■ 

.'.V.K.' 
....0. 
.  ..K. 

■.■62 

.72 

.89 

't.' 

Hiimsey,  Lock  No.  2  ^ 

Riissellville  « 

.051   .19 
.  101   .01 

..    .     .24 
m 

.'is 

T. 

■.'65 
.12 
.06 

'.'46 
.10 

'.'02 
.33 
.08 
.04 
.07 
.08 
.35 
.01 

Uuiontown.  Dam  49= 

.1! 

.29 
T 

.39 

.07 

.20 
1.48 

'!oi 

.10 

.01 
.01 
tV 

,0, 

.02 

'.'is 

.05 
.23 

.02 

.30 
.62 

■r. 

T 

';36 

"63 

.26 

'.'19 
.17 
.28 

'!04 

.46 
.49 
2.47 

'■W 
.09 
1.20 
1.46 
1.03 
.76 
.08 
.01 

.10 

.18 

.oe 

.13 
.05 

T 

1.75 
.16 
.05 
.04 

.43 

'!68 
.82 
.34 
.10 
.03 
.71 
.19 
.10 

"!ba 

'.'io 

T. 

'.'65 
"."05 

'!07 
.49 

't.' 

::;■. 
■:32 

.03 

.05 

.01 
.17 

".'oi 

.14 

■^70 
.05 

■.'08 

.'si 

.22 

'.'62 
.01 
.17 
T. 
.34 
.02 
.03 
.41 
.18 
.83 
.11 
.11 
T. 

.11 

.44 
.17 
.08 

'.'12 
.20 
.SO 
.65 
T. 

.06 

i!o4 

.08 
1.05 
.52 
.40 
.09 
.45 
.18 

't.' 

'!61 
.07 

'T'.- 

Ceutrnl  Dii-mnn 

Addisou,  Dam  45.' 

AnolioraRe 

Barnside^  

■.'38 
.95 
.06 
.48 
.63 
.26 

CaiTollton  Lock  No.  I'' 

.in    .47i   .06 

4.75 
9.17 
7.03 
6.88 
6.48 
3.75 
G.48 
7.19 
4.08 
4.57 
6.63 
4.26 
7.18 
9.72 

Cold  Spring,  Dam  36' 

.17 
.46 

'.'64 

'.'29 
.50 
.31 
.11 
.30 
.15 
.60 
.65 
.50 
.29 
.35 
1.14 
.43 
..56 
.28 
.22 

'.'2s 
.19 
.48 
.07 
.44 

".U 
.43 

■i? 

.0.5 

.87 
.10 
.01 

.'21 
.04 

'.'27 

'^01 

!63 
.02 

.21 
.38 

.20 
•  07 

'.'27 

:tl 

.09 
.63 

.28 
.35 
.37 
.05 
.46 

.26 
.14 

't.' 

T. 
T. 
T. 

.01 
.03 
.30 
.57 
.32 
.01 
.44 

Danville- 

'.'98 

'^92 

"* 

'.n 

.87 
.15 
.13 

Dix  Dam,  Burgln 

.5a 

'!so 
.49 

.80 
.08 
T. 

'.'07 

'!45 
.22 
.17 
T. 

1.73 
.02 

■;63 

'.'33 

.52 
.43 

.40 
.48 
1.81 
.15 
.40 
.07 

'.'52 

.'25 
.53 

.■70 
1.17 

1.11 
1.21 
.0.1 
.27 
.04 
.91 
.17 

'.'30 
.85 
.64 

.04 

f. 

".bi 
■  rV 

T. 
.82 

T. 

Eubank 

Frankfort.  Lock  No.  4- 

Gest,  LockNo.3'' 

....K. 
....K. 
....G. 
....0. 
....G. 
....K. 
....0. 

:::t 

....K. 
....K. 
....K. 
....0. 
...  0. 
...G. 
..    .C. 
....G. 
....S. 
....K. 
....S. 

...  s. 

..    .G. 

.20 

yiasROw 

liruut,  Dara  8S''' 

Greensburg- 

High  Bridge,  Lock  No.  7= 

Irviueton   

1.75 

'.'i7 

2.12 

'[so 

.05 
'.'62 

".'61 

".\b 
.01 

'ios 
't.' 

T. 
.02 
.47 

'.'07 

T. 

.28 

.11 

't. 

f. 

.10 

f.' 
.05 

.'72 
.10 

ibs 

.03 

LaGrange. 

Lancaster^ 

1.60    '.Ob 
2.33  .... 
J.  23  1.30 
.92    .33 
2.05    .10 

1.01  .43 

.44I      58 

Leitclifleld  = 

Lexington  t 

Little  Hickman,  Lock  No.  8  =t. 

't. 

T. 

'.'02 
.91 

".{4 

'.'so 

.14 

".OS 
.10 
.12 

.04 
.10 

't.' 

10.28 
7.66 

7  00 

Louisville' t. 

.09    .55 

T. 
'.'07 
.14 

Do.  Bowman  Field 

Mammoth  Cave-- 

Moiiiicello  - 

Munfordville  ' 

St.  John  2 

.23 
.32 

'^84 
.35 
.07 
.62 
T 
.26 
.01 

.47 
..50 
.08 

.35 
.69 

.08 

'.'is 

.06 
.28 

■.'85 
.03 
.40 
.50 

■.'16 
.03 

1.06 
3. 81 

2"C6 
3.06 
.00 
.98 

.'52 
.10 

2.55 
.62 
.75 

2.44 

.04 
.30 
.25 

.65 

'!74 
.67 
.63 
142 
1.40 

!« 

"^49 
.52 

1.12 
.02 

' .'  io 

1.08 
.ft3 
.17 
T. 

'as 

.25 
.19 
1.00 
.06 

1.14 
.24 

2!ib 

.61 
.21 
.17 
.55 
.67 
.65 
.53 
.12 
1.50 
2  05 

:o6 

.88 
.49 

"33 
.05 
.96 

T. 

.04 

'.'55 
.03 

'.'33 

.87 
.39 
.01 
.71 

.77 

'.'76 

i.'ls 

.56 
.10 
.30 
1.25 
1.31 
.26 
1.52 
.45 
.81 

'.■44 

.25 
.11 

.80 
.60 
.64 
.52 

i.'fil 
1.12 
1.08 
.63 

6.99 
8.60 

'  8199 
8.96 
7.08 
6.36 
6,73 
4.93 
4. 67 
7.83 
4  64 

Salvisa.LockNoen 

.^helbyville'-^  

Shepherdsvllle 

".'64 

.10 
M 

.■26 

Sraith'8  Grove 

Stoarns 

'!06 

.96 

f 
.80 

T. 

'!99 
.24 

;ii 

.01 
.69 
.28 
.02 

Tavlorsville 

Tyrone, Lock  No.  5  n..... 

....  0. 

.30 

Williamstown  °- 

Xoodbury ,  Lock  No.  4^ 

Eastern  Divii^ion 
Annvilje  - 

8.29 
6.76 

Ashland" 

.16.... 

'.'05 

8.66 
5. 58 
8.01 
5.17 

Bereft   

Oolle°eHiU,  Lock  No.  ll'-^  .... 

.22.... 

.171   .08 

.49 

.01 

"."20 

'.'21 

'.'28 

Cyulhiana" 

....L. 
....L. 
....L. 
....K. 
....0. 
....0. 

::± 

....B. 
....B 
0 
....C 
....L. 
..   .K. 

....B. 

....K. 

....K. 

K 

.^1^«    f. 

.28 

'."ie 
.02 

.16 
.05 

t" 
'.'si 

.22 

.06 

Farmers  - 

.47'  .03 
.20... 
.06    .12 

.08    .41 
.321   .45 

.32 

.69 

1 

.40 
.61 

■.■51 
.58 

:ll 

.',53 

.37 
'!o9 

6  21 

Flemmtrsbarg  - 

Ford,  Lock  No.  10  -t 

Grayson  - 

.22 
.20 
.32 
.88 

'.'03 

.06 

9.16 
8.48 
4  13 

3.19 
6.21 
6.48 

3.39 
6.79 
3.78 

"4.' 19 
6.62 
5., 59 
6.15 
4.78 

Hazard  2 

Heidalberg,  Lock  No.  14^ 

Jackson" 

'.'io 
•iV 

tV 

■.'52 

.55 

'.'14 

'.'33 
.73 
T. 
.06 

1.90 

tV 

T. 

.16 
.04 

'm 

.04 

T.' 
34 

.34 
.11 
.10 
.61 
1.80 

.09 
.19 

i."8b 

.02 

.25 
T. 
.22 

.40 

Louisa" 

MaysviUe.  Dam  33" 

.851  .lal.... 
.20  ...   ... 

.2'2!   .36!  .09 
.04    .8511.48 

"■'■'   ".6f,\".'.' 

.87 
'.'15 

".'63 
.03 
01 
.44 

.'61 

.50 
.05 
.31 
.05 
.18 
34 

"."so 

.27 

.06 
03 

Mount  Sterling 

Oneida-t 

.06 

.02 

"!62 
T. 

'.'03 

PaintBVille   " 

Pilceville 

1.00    .211   .14;   .35 
.05!    -021   .02!   .51 

•  it;  t.  1  r  I1.80 

.25 

.35 

".2\ 

.09 

•f. 

.21 
.01 

;:;• 

i'.w 

1.10 
.21 

.08 
.03 
T. 

.05 

:oi 

.01 

"t. 

Pippapass 

Q,uick.sand" 

.101   .18:   .03 
.llL.    11-30 
.061  T       T. 
.45    .15    .10 
.42    .,52    .30 
.02i   .60    .28 
.ir,|...       .18 

:^  ■^- 

.50 
.57 
.62 
.50 

■'05 

.44 

.... 
.... 

■.:;: 

".20 
'.'20 

f. 

.15 
.10 

■s 
::; 

'.'is 

.06 

.... 
■■■| 

■V.f. 

.10 
1  20 
1.26 
.58 
.07 

.75 

1.39 

'.'.31 
.58 
.09 

'.io 

.30 

".u 

.13 
'^03 

"... 

:::1 

T. 

T.     T. 

.10'3..5n 
.73!    .13 
. .     1  .  75 
.231  -08 
.1,5    .15 

Richmond" 

Valley  View.  Lock  No.  9" 

Vanceburg,  Dam  No.  82  " 

Williamsburg"...... 

Willow.  Lock  No.  13" 

....0 

12.90 
6.. 59 
6.05 
S.23 
6.. 57 



..1. 

.08 

..i 

i-xcept  Hsotnerwise  indicaR-d  observ-ations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  24  hoiir?  ending  at  time  of  observation. 
^^l^^'^^^Tth  ^J;!^^^L  "/f^".>'^  •  P.i's^cipuation  is  for  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  "Precipitation  measured  in  the  morning : 
amount^then  recorded  is  for  the  precediiig  24  hours.  ^Precipitation  measured  with  recording  gage.  'Included  in  the  next  following  measurement 

T      /'^'^«pOrpr?ciPitation  less  than  0.01  inch.  tPost  office  addresses  as  follows: -Lock  5.  Lawrencehnre.  Ky.  :    Locke.  Versailles,   Kv.  :  Locks.  Nicholasville  By  : 

l.'1^,t,  oi.J  («^'«ri?  ,/»V  ""^n>  n  °I°'?'^7-  .n>  a-  '^^^^^  drainage  area  in  which  station  is  located  is  indicated  as  follows:  (B)Big  Sandy  (L)  Llokliii::  (K) 
Kentucky:  (S)  Salt:  (G)  Green:  (C)  Cumberland:    T)  Tennessee:  (01  Ohio:  (Ml  Missi.ssirpi. 
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CLIMATOLOGICAL  DATA:  KENIUCKY  SECTION. 


June,  1939 


Daily  Temperatures  for  June,  1939. 


Beaver  Dam   . 

Calhoun  

Earlington  . . . 
i.reenville.  ... 
Henrier.son... 
Hopkinsville 
Lov.-li'.ceville  . 

May  field 

Murray  


(  Minitnuin  — 
; Maximum  ... 
:Mimmum  — 
(  Maximum  . . . 

!  Minimum 

)  Maximum  . . . 

)  Minimum 

1  Maximum... 
I  Miuimum  — 
j  M.i.Kiniura  . . . 

(  Minimum 

;  Ma  xi  mum  . . . 

i  Minimum 

Maximum  ... 
i  Minimum 


Maximum  . 


—  (  Minimum... 
J  Maximvim  .. 

shoro I  Minimum... 

;Wr.xinnnn  . . 


I'aducali 

Paducali(near)... 

Princetou 

RussellvilleSS 


'   IMinimura 

: Maximum  .  . 
'  : Minimum 

J  Maximum .  .. 
'  I  Minimum 

i  Maximum  . . . 
•  1  Minimum 


Cenrral  Dmsion 

S  Maximum... 

(  Minimum 

j  Maximum  . . . 

i  Minimum 

\  Maxiunnn  . . . 

)  Minimum 

(  Maximum  . . . 

l  Minimum 

S  Maximum  . . . 

1  Minimum 

j  Maximum  ... 
(  Minimum 

:kinimum  — 
\  Maximum  . . . 

!  Minimum 

\  Maxi  mum  . . . 
I  Minimum.... 
j  Maximum  . . . 

!  Minimum 

\  Maximum  ... 

I  Minimum 

.     ...  Maximum... 

Louisville i  Minimum .... 

DO.  Bowman  Field  :^f^-r.::: 
Mammoth  cave.         iM='«mum... 

8t.  John 

rilielhyville  

Smith's  Grove  ••• 


Anchorage 

Bowling  Green 

Danville 

Dlx  Dam 

Kubank  

Frankfort 

Glasgow   

Greensburg 

Irvliigton 

Leitchlield 

Lexington   


Stearns . 


I'aylorsville 


(  Minimum.  . . 
Mriximum  . . 
I  Minimum... 
j  Maximum  . . 
I  Minimum, . . 
I  Maximum .  . 
S  Minimum... 
: Maximum  .. 
:  Minimum... 
:  Maximum  .. 
:  Minimum  ... 


Williamstown. 

Eastern  Division 

Annville 

Ashland    


Berea 

Cumberland 

Fanners 

Heidelberg 

Maysville 

MIddlesboro.... 
Mount  Sterling 
I'ikeville 


J'ippapass   ••• 

CinlckSHud 

Richmond.  ..■ 
Williamsburg 
Winchester  .. 


Maximum  • . . 

:Minimum 

(  Maximum  ... 

!  Minimum 

S  Maximum  . . . 
(  Minimum 

Maximum  . .. 

Minimum 

Maximum  ... 

Minimum 

Maximum  • .. 
I  Minimum.... 
(  Maximum  • .- 

I  Minimum 

(  Maxinnim  ... 

(  Minimum 

: Maximum  . . . 

:Mini!num 

J  Maximum .  .. 
(  Minimum  — 
j  Maximum  ... 
/  Minimum 

.'Maximum .  .. 

:Minimum 

: Maximum  . .. 

rMinimum  ... 

:Maximum.  .. 

:Minimum 

j  Maximum... 
1  Miin'mum  ... 


83  8B| 

661  69; 

831  87 

65  66 


62|     52      C6 


89  84 

67  65 

94  85 

72  64 


87      84 
68     63 

-■     90 


691  70 

91 !  87 

65S  07 
90i     90 


60i     67      66 


fill  60 
831  M 
591     59 


67  67 

81 

68  68 


87 

56]  6 

88  93 

65  6H 


90,    90 
■       71 
95 


23     24     25     26 


67      67 
95      94 

741     73 


9IJ 
64 

91 
fifi 

90 

93 

«: 

62 

92 

62 

62 

KC 

91 

57 

61 

84 

87 

65 

92 

42 

62 

67 

85 

P9 

58 

6H 

87 

92 

57 

60 

69 

67 

88 

92 

51^ 

64 

SC 

89 

57 

66 

hi! 

9;- 

5t 

62 

86 

Kf 

62 

67 

87 

9C 

61 

;•;« 

fifl 

65 

82 

85 

66 

61 

M 

8? 

64 

56 

85 

82 

65 

W 

SCl     82 

65 1     66 

84|     85 

6r 

62 

68 

891  87 

69l     69  68 

91      89  88 


661  66  661  ^'i 

92  92  89  82 

631  67  6Sl  67 

88!  86l  80!  84 


66      67| 

9ni     931     901     85 
69 


iS  Instruments  are  read  in  the  morning ;  "hn  maximum  teraporature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs 
•."■•  etc.  indicate  respectivolv  1    2    8  ntp..  davs  inlRSing  from  rAfvird 
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QENEBAL   STTBCMAB-S-. 

Heavy  to  excessive  rains  in  east-central  and  northe.astern 
districts  from  the  5tli  to  9th  interfered  seriously  with  cultivation 
of  crops,  threshing,  oats  liarvest,  and  haymaking.  They  also 
caused  much  damage  by  washing  of  hillsides  and  overliow  of 
bottom  crops  along  creeks.  Grain  in  the  shock  was  damaged 
by  repeated  soakings.  Rust  appeared  on  tobacco  in  places  in 
the  hurley  area.  In  other  parts  of  the  State,  the  weather  of  the 
tirst  two  weeks  was  generally  favorable  for  all  phases  of  farm' 
work.  In  the  third  week  it  became  too  dry  on  the  uplands  of 
the  southern  and  western  counties.  This  dryness  continued  in 
the  Purchase  and  some  counties  east  toward  the  lower  Green 
until  the  end  of  the  month.  At  that  time  upland  corn  in  that 
region  was  deteriorating  and  pastures  were  short.  Moderate  to 
heavy  rains  in  the  last  decade  again  visited  much  of  the  north- 
eastern section.  Tlie  frequent  showers  in  that  district  kept  the 
soil  too  wet  for  cultivation  most  of  the  time  and  contributed  to 
increased  weediness  in  late  crops  and  pastures.  Some  damage 
resulted  to  the  heavy  growth  of  early  soybeans.  The  rains  late 
in  the  month  reached  the  dry  southern  and  central  areas,  so 
that  growing  conditions  in  most  of  the  section  east  of  the  lower 
Green  were  satisfactory.  In  most  of  the  State  topping  of  to- 
bacco proceeded  with  moisture  sufiicient  to  cause  normal  spread- 
ing. 

Late  potatoes  were  planted  under  more  favorable  conditions 
of  soil  and  weather  than  usual.  They  were  coming  up  at  the 
end  of  the  month-  The  cool  moist  weather  toward  the  end 
caused  field  tomatoes  to  set  fruit  much  better.  High  tempera- 
tures in  the  first  half  were  unfavorable  for  this  crop.  Market 
and  domestic  gardens  varied  from  poor  in  the  west  to  very  good 
in  central  and  eastern  districts.  Forage  crops  grew  remarkably 
well  but  showed  irregularity  on  western  uplands  on  account  of 
dry  weather.  Plowing  for  fall  seeding  began  near  the  close, 
witlr  sufficient  soil  moisture  available  outside  of  the  dry  western 
district.  The  cotton  crop  fared  well  in  the  prevailing  dry 
weather  and  ample  sunshine  of  the  soutiiwestern  counties. 

TE3VIPES  ATURE . 

Mean  temperatures  ranged  from  5^'  to  10"  above  normal  in  the  periods  4-8th,  13-14th, 
and  IHth.  Short  interval?  of  iiu»lerately  cool  weather  occurred  at  the  beginning,  near 
the  middle,  and  at  the  end  of  ti;e  month.  Maximum  temperatures  were  rather  high  on 
a  few  days  in  the  drier  western  counties  but  were  usually  moderate  to  low  in  central 
and  eastern  sections.  The  extremes  for  the  State  were  102"  at  Bowling  Green  on  the 
13th  and  50"  at  several  stations  In  the  period  12-19th. 

PBECIPITATION' 
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Rowan  County,  ICKM  i 
30O  other  farm  bulldiii 
dead;  liatli  and  Klomi 
dead;  Klliott  County, 
damage  in  .^l organ,  Jb 

July  24,— A  man  w 
Spring.s.  A  housewib' 
brood  mares  and  four 

Damage  by  hail,  n 
bluegrass  counties.  '1 
of  Fayette  aud  Moiitu. 

July'28.-()lir    ,,::,! 

to  fall  on  a  tm.  I     .     ■ 
structures  wcr-  .1  , 

Rivers.— Kx~  ■;■:  1  ! 
mountain  regiuu.  biien 
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PRESSURE,  WIND, 


Cairo 

Cincinnati 
Evansville. 
Louisville 


...111 
.  Ohio 
Ind 
..Ky 


)  homed  and 

r.THonu 

persons 

dy  lUvor  esthnaled  at  $50,000:  soma 

i;  1 1. r  taking  refuge  In  a  garage  at  Sulphur 
I  ill.' in  hor  kitchen  In  Wayne  County.  Three 
i.v  liKulnlngon  Kunnymede  Farm  near  Paris, 
was  reported  as  the  worst  in  26  years  In  five 
icavlest  In  Bourbon,  Nicholas,  and  Scott.  Parts 
h  o  ^ufTcred  considerable  damage- 

II     I  I  .•  hurt  when  a  windstorm  caused  a  tree 
:        !  rson.   Trees,  wire  systems,  and  light 


HUMIDITY  AND  SUNSHINE. 
Wind. 


29.96  30.22  U 
29.98  30.25  U 

29.97  30.22  11 

29.98  30.23  11 


pl    .2 
f     I 


COMPARATIVE  DATA  FOB  JULY. 


Temperature. 


Precipitation 


2     29 


MISCELLANEOUS. 

July  4-5. -Arain  storm  of  about  three  hours  duration,  from  9:30  p.  ra.  of  the  4th  to 
12. 3U  a.  m.  of  the  5th  caused  great  damage  and  loss  of  life  in  Eowan  aud  adjoining 
counties.  A  similar  storm  that  began  about  3  a.  m.  of  the  5th  caused  even  greater  los^ 
of  life  and  enormous  losses  of  property  along  Troublesome,  Frozen,  and  Quicksand 
creeks  in  Breathitt  County,  Amounts  of  rain  reported  from  nnoRicial  gasres  in  and 
about  Rowan  County  ranged  for  the  storm  between  4  0 and  10. 0  inches.  The  northern 
storm  centered  about  Morehead  and  the  southern  about  the  Frozen  Creek  di.striet. 
Total  losses  in  these  areas  were  expected  to  reach  $5,000,000 .    Some  details  are  as  follows :' 
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77^8 
77.3 
77.9 

81.7 

77^5 
75.2 
75.9 
75.2 
78.1 
76.9 
74-8 
75.2 


79.6 
75.2 
81.1 


77.0 
81.2 
78.8 
81.4 
75.6 
77.2 


98 

50 

101 

44 

91 

47 

100 

48 

101 

50 

lO,-) 

43 

99 

49 

103 

47 

107 

50 

102 

48 

100 

47 

101 

50 

112 

48 

107 

48 

104 

49 

99 

46 

102 

52 

100 

51 

102 

40 

100 

50 

99 

96 

51 

105 

42 

100 

53 

109 

48 

109 

43 

102 

49 

102 

52 

100 

50 

103 

46 

104 

50 

99 

44 

106 

62 

102 

47 

99 

44 

45 

105 

46 

107 

43 

101 

45 

100 

50 

101 

46 

114 

45 

104 

51 

103 

49 

1P6 

47 

110 

7 

103 

6 

113 

46 

102 

41 

100 

52 

10? 

50 

114 

40 

3.94 
6.01 
8.63 
2.28 
5.50 
2.54 
3.20 
5  30 


2.65 

4.77 
3.59 
3.63 


Number  of  days 


t51-year  averages. 
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Climatologrical  Data  foi  July, 

1939. 

Counties. 

1 
1 

5 

Temperature,  in  degrees  Fahr. 

Precipitation  in  Inches 

Number  of  days- 

6 

Ii 

stations. 

1 

a 
2-3 

1 

1 

i 
3 

1 

0 

3 

II 

^ 

0 

1^ 
S  3 

do 

1 

1 

Q 

Observers. 

Beaver  Dam 

Calhoun 

441 

437 
420 
358 
4S1 
619 
640 
382 
524 
479 
364 
412 
420 
404 
341 
390 
529 
384 
690 
367 

S52 
700 
500 
410 
705 
4SU 
489 
95.=. 
770 
622 

1177 
504 
490 
760 
506 
581 
544 
646 
850 

1032 
635 
989 
5ti0 
485 
459 
558 
800 
910 
600 
777 
520 
825 
500 
607 

1400 
489 
524 
943 
504 

27 
35 
45 
10 

"77.8 
78.4 
80.0 

0.0 

0.0 

+ 1.1 

9S. 
99 
97 

18 
18 

66« 
B5 

12 
16t 
11 

32» 
25 
34 

2.77 

8.18 
2.20 
1.04 
1.41 
2.46 
2.  56 
3.35 
6.37 
3.37 
4.22 

-1.21 

-0.32 
-1.25 
-1.18 

-i!29 

+0  16 
+  1.64 
-2.01 
+  0.68 

0.73 
1.00 
0.67 
0.52 
0.33 

0^94 
1.C4 
1.87 
1.45 
2.00 

0 

0 

0 
0 

0 
0 
0 
0 
0 
0 
0 

6 

8 

8 
6 
7 

11 
8 
8 
4 
7 

13 

18 
22 

9 

7 
7 

9 

6 
2 

'bw" 

McLcan 

Hopkins 

Crittenden 

Marshall 

MuhlenDurg 

n.  C.  Bennett. 
Brick  South  worth. 

Fords  Ferry.  i)am  50  . . 

Tennessee  Valley  Authority. 
C.  R.  Lovell. 

Greenville            

22 

77.6 

-  0.4 

99 

18 

65 

2t 

SO 
40 
82 
30 

22 
17 
11 

l\ 
20 

9 
10 
20 
10 

g 

0 
4 
0 
0 
1 
0 

s. 
s. 

8. 

Hartford  (near; 

W.  R.  Carson.  Sr. 

Henderson 

Ballard            

17 
43 
10 
30 
13 
42 
11 
19 
19 
32 
22 
26 

39 
43 
22 
48 
40 
13 
15 
1,5 

•44- 
43 
29 
12 
14 
46 
37 
41 

78.1 
78.8 
78.5 
79.0 

-'0.3 
- 1.3 

+  0.1 

99 
98 
100 
99 

7 

55 
57 
58 
68 

11 

1 
30 

I 

Prank  T.  Street,  Jr 

Hopkinsville 

LovelacevUle 

Mayfield 

W.  K.  MorriB.' 
Blaine  Malone. 

'-■raves  

Callovray •••. 

Daviess             

f:N^\^^i^'- 

77.4 

-  0.4 

95 

13t 

61 

It 

29 

4.17 
4.19 
1.64 
2.02 
0.85 
3.55 
3.55 
6.16 

3.89 
3.26 

Itl 
3.31 
4.33 
5.43 
2.94 
5.11 
2.71 

+  1.14 
+  1  88 
-1.84 
—1.89 
-2.99 
H0.47 
-0.72 
+2.99 

+  0.81 

-0.36 
f-0.23 
-1.20 
-rO.98 
+  1.65 
-1.72 
+  1.06 

1.88 
2.30 
0.82 
1.82 
0.33 
1.02 
2  31 
2.85 

1.30 

1.01 
1.15 
0.92 
n.73 
1.34 
2.10 
0.75 
L47 
0.74 

0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

9 
10 
6 
5 
7 

'I 
7 

9 
7 
8 

9 

11 
8 
9 
8 

19 
'22 
"9' 
'21' 

2 
"5 
'20' 
"9 

4 
2 
1 

B. 

sw. 

8.  " 

Henry  S.  Berry. 

Owensboro.  Dam  46... 

Lockmaster. 

McCracken 

McCracken   

80.8 

-  0.6 

loi 

'102 
97 

"9i" 

B 

7 
7t 

"is" 

60 
58 
60 

"55" 

It 
It 
2 

"i2"' 

80 
33« 
32 

"■36" 

U.  S.  Engineers. 

I'aducah  [near) 

.JoeLagore. 

79.8 
■76.0 

+  1.2 

-■2'2 

Dr.  W.  L.  Cash. 

Rumsey,Lock2$ 

Lockmaster. 

T  oiran 

Wm.  Sb«lton. 

Uiuontown.  Dam  49... 
CciiU-ai  Dwisiun. 

Addison,  Dam  45 

Anchorage 

Bowling  Green........ 

HiowusviUe.Lock  6t.. 

Brefkinridge   •■■• 
.lellersou 

Pulaski 

Lockmaster. 

74.4 
75.4 

-  1.9 

-  3.9 

92 
102 

13t 
13 

53 
60 

15 
12 

SO 
32 

19 
10 

9 

19 

8 

2 

ew. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Sarah  E.  Lewis. 

Carrollton.Loek  1 

Cold  Spriu-.DamSe... 

CnrroU 

j" 

Lockmaster. 

Campbell    ........ 

■75^2 
77.0 

-•6:2 

"9.5"' 
96 

"18  " 
7t 

"52" 
55 

""17" 
12 

"32" 
32 

13 

12 

10 

15 

g 
4 

sw. 

R.  P.  Coldiron. 

Dix  Dam.  Burgin 

Kadsville 

Eubank  

Frankfort,  Lock  4 

Gest.LockS 

Mereer 

Wayne -..■ 

Pulasla 

Franklin 

Kentucky  Utilities  Co. 

76.8 
■177,9 

-  0.4 

-"o's 

98 

18 

"ist' 

54 
'68^' 

17 

"ie" 

83 

"35'i 

5.97 
7.07 
7.24 
3.74 
3.44 
4.01 

+2  01 
+  3.11 
+  2.71 
+  0.17 
-0.40 
-0.04 

1.2fi 
2.90 
1.89 
1.35 
0.88 
1.60 

0 
0 
0 
0 
0 
0 

10 

11 
11 
8 
9 
10 

13 

15 

3 

w 

Lockmaster. 

Barren 

16 

15 

0 

sw. 

L.  E.  Turner. 

Gruut,  Dam  38 

Green         

76.4 

-  0.2 

98 

13t 

61 

12 

46 

1 

4 

26 

."."... 

Mrs.  Betlie  IC.  H.  Alcorn. 

High  Bridge,  Lock?.. 

Jessamine 

Breckinridge   .... 

W.  J,  Piggot. 

4.55 
8.22 
5.98 
3.30 

+3.83 
+2.  32 

2.26 
4.90 
1.78 
0.66 

2!58 
2.71 
1.80 
1.90 
1.51 
1.79 
1.10 
1.51 
1.26 
n.82 
0.94 
O.70 
2.60 
1.60 
2.25 
1.70 

2.10 
1.76 

'l.'60 
1.00 
l.,33 
2.8.5 
2.55 

1.  86 
1.36 
2.80 
1.01 
1.10 
1.69 
3.75 

2.  SO 
1.02 
2.00 
1.03 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 

'"6"' 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

10 
11 
14 
9 

9 

9 
6 

10 
10 
10 
6 
9 
12 
7 

12 
8 

14 
13 

11 
11 
10 
14 
13 
12 
15 

8 

13 
11 
12 
10 
12 
1! 
H 

8 

19 

'i4' 
15 

4 

'i,5' 

10 

2 
6 

sw. 

J.  C.  nil 

Lanoastfii 

Leitchfield 

13 
43 

55 
29 

11 

1 
4 

io' 

43 

24 
46 

1 

21 
22 

R 
22 
36 
29 

2 
21 
50 
32 
14 
23 

19 

15 
4 

15 
13 

41 
40 
46 

2 
17 

5 

5 

13 
20 
42 
26 
22 
42 
19 

■77.6 
76.0 

■77.' 9 
77.2 
75.1 

79.2 

-'oil 

+  0.1 
-■0:7 

4-   •).A 

96 

■"95" 
95 
95 

"9s" 

'  98' 

"96  " 
98 
95 

"i'i 

8t 

18 
18 
8t 

..... 

"is" 

"is" 
Id 
18 

"66" 
5a 

"62"" 
58 
60 

"57"' 

"52" 

"57" 
54 
55 

■■j'^t' 
""ii"' 

16 

12 
...... 

"i5t 

"ii  " 
12 

lit 

"si" 

31 

'24" 

27 
37 

"28'" 
"86"' 
""3i"' 

Walter  Killion. 

H.  H.  Willis. 

Fayetts 

U.  S.  Weather  Bureau. 

LittleHickman.Lock  s* 

Lockport,  Lock  2  

Louisville 

Do.  Bowman  Field., 

llammoth  Cave 

Monticello 

6.95 
5.91 
4.41 
5.96 
3.94 
6.32 
3,79 
4  18 
3.28 
2.08 
4.4fi 
3.62 
5.80 
5.14 
8.46 
3.60 

6.75 
4.59 

e.'io 

4.95 
4,59 
6.69 
8.7C 
6.62 
6.07 
5.31 
3.f.9 
4   fill 

e,n^ 
9.  or. 

6.20 
3.97 

5.8-; 
3.73 

+3.  47 
+2.21 

+  3^80 
+0.46 
+0.38 
-0.56 

+  i."73 
+  0.96 
+  1.89 
+-0.13 

+6."  40 
+2."  43 

+  i!i7 

+  2.94 
+  4.32 
+2.SS 
+  0.27 
+  l.i(i 
-0.6R 
-0.3S 
+  1.3(1 

'f'iisi 

+0.42 
+  1.60 
-1.17 

'io 

12 

13 

io' 
12' 

14 

'i4' 

'is' 
11 

■i2' 

0 

16 

"7' 

6 
7 

"9' 

19 

1 

"sw" 
sw. 

s." "  ' 

Lockmaster. 

U.K.  Weather Bnrnaii 

Jefferson 

Kdmonson.. 

Wa^ne 

U,   8.  Wf-ather  Bureau. 
Ivan  J.  Ellsworth. 
E.  0.   Cooper, 

ilardiu 

Sisters  of  Loretto. 

Sal  vis  a.  Lock  61 

Shelby  ville 

Shepherdsville 

Smith's  Grove 

S,',!i:», 

Lockmai^ter. 

WillaS.Ratta. 

77.4 
75.0 
76.4 

+'o'i 

C.  W,  Guernsey. 

Airway  Station. 

JlcCreary 

I'S;^^.::;:::::; 

Taylorsville 

Tyrone,  I-ock  5-1    

22 
'i7 

"2' 

2 

'12 

.!".■.. 

Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

75.9 

-  0.3 

94 

7t 

62 

16 

33 

Woodbury,  Lock  4  t.. 

Ennlerii  Dii'iaiim. 
Aniiville                    

Lockmaster. 

Jackson 

74.2 
75.4 

-'i.'i 

94 
95 

19 

50 
DO 

17 
16 

34 
32 

8 
11 

19 
10 

4 
10 

nw. 

W.  A.  Worthlngton. 

Boyd  ...  

Madison 

.534 

1070 
611 

1440 
684 
600 
668 
870 
593 
6%9 
540 
869 
663 
776 

1566 
584 
524 

1128 
930 
81^0 
497 
620 
636 

1035. 
732 
631 
926 
571 
525 
939 
646 
964 

Lockmaster. 

College  Tlill,  Lock  11... 

Harlan "         

74.0 
'75'.2 

92 

18t 

50 

lit 

32 

20 

6 

0 

w. 

nion  Cook. 

Cyiithiana 

HaniMon 

Pendleton 

Rowan 

S,  M  Hill. 

"7 

'" 

15 

"9 

.'!"... 

Jessie  Oldham. 

+  0.1 

96 

7 

60 

17 

41 

Lucille  C-  Stamper. 

Fleniiiigsbnrg   

Ford,  Lock  10^ 

Flciniii"'   

Clark 

'76.2 

"95" 

"is' 

"52" 

...... 

"3.5" 

Lockmaster. 

Mrs.  Ruby  A.  Burton. 

(Jreenup,  Da?i  30 

Hazard 

Heidelberg, Lock  14  ... 

Lc.okma.sler. 

Perry   

Lee ::; 

Breathitt 

.... 
7 

is 

ii 

:P: 

II.   A.   Baily. 
Locknia.ner. 
Jas.T    Goll. 

Jenkins 

Letcher 

R.J,  Howard, 

Mrys\Vle;Dam83:^' 
Middlesboro 

Lawrence 

Mason 

Bell  .. 

76.0 
74.!- 

-  0:5 

93 

5 

"52  " 

54 

16' 

IGt 

"32" 
35 

Loekma,st.er. 
Matthew  Woodson 

Mount  Sterling 

.Montgomery 

6.40 
4.71 
9.  Oi 

5:71 

9..=n 

6  h'J 

+  0.'46 

+  3 '62 

-1-4. Ifi 
+  2.02 
+  1.61 

+  5.S8 

2.55 
1.76 
2.89 
2.02 
2,17 
4.26 
2.54 

2,2:-. 

3  13 
1.54 
0,09 
2.15 
1.87 
4.90 

0 
0 
0 

0 

0 

0 
0 

0 

0 
0 
0 

8 
12 
12 
16 

IC^ 
10 
10 
10 

11 

12 
9 

12 
9 

Garret  Combs. 

Oneonta.  Dam  3.51 

Paintsville 

Pik«ville 

PippapasB 

Qaicksand 

Rjivenna,  Lock  12 

Uifbmond 

Valley  Vieve.Lockg... 
Vanc«!biirK,Dam32... 

WilliamPhnrir 

Willow.  Lock  13 

Winchester  

Sfat/-  ftvoraeos  and  rt 

Campbell 

Lockmaster. 

•lohnson 

Pike.... 

Knott 

Brealiiitt 

EBtlll    

Madison 

Madison 

Lewis 

Whitley 

73.  t 

75.8 
76^4 

-'6.5 

96 
90 
94 

"92' 

8 
16t 

7t 

■■'st' 

"57"' 
50 
52 

"iis" 

12 
19 
17 

'ift 

■32' 
35 
'31' 

;;■ 
18 

15 

'25' 

'9 
10 
"2' 

'4 
4 

w. 

A.  L.  Donta. 

I'.  S  WeatliiT  Bureau. 

Cpnev  Run  Com.  Cou. 

H.    W.  Jones. 

Lockmaster. 

,1.  \V.  Crooke. 

Lockmaster. 

'76.4 

-'6^8 

'gg" 

"ig" 

"55" 

■"l7t 

■35' 

4. 351-0, S7 
4.1(1-0.58 
4.8fi|+0.04 

Wadely  West. 
Lockmaster. 

75.0 
76. 5 

-'O.'fi 

9.^ 

102 

18 
13 

54 
50 

16 
12t 

30 
46 

is' 

'ii' 

"j^ 

8. 

Airway  Station. 

tremes 

4  83 

+0.M 

All  temperature  data  are  taken  from  self-registering  thermometers.  ,  ,  v,,,.  „„  , 

The  departures  from  imrraal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  01  recoro.  niii  an  1       ^ 

used  in  determlningsection  or  division  means.  tRnmscy,  Brownsville  and  Woodbury  are  Locks  on  tne  Green  River;  other  Locks  are  on  in< 

Reference  letters,  •,  *■, '.  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days.  etc.  „,„u„h  <.„^w 

t  Also  on  other  dates,    tt  Received  too  late  to  be  included  in  means  and  summaries.         T   Precipitation  is  less  than  0.01  inch  ram  or  melted  snow 


July,  1939 


CMMATOLOGICAL  DATA:   KENTUCKY  SECTION 


Dally  Fraoipltation  fo 

r  July. 

1939. 

StmUoiM 

Day  ol  month 

-- 

1 

a 

8 

4 

6 

6 

7      g 

' 

10 

u 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

2« 

27 

28 

« 

80 

81 

1 

Western  Divition 

.... 

.16 
.02 

"Ab 
.34 
.74 
.78 

tV 

't. 

.32 
.1« 
.26 

'.'08 
.08 
.38 

iV 

.69 
.54 

".h 

.28 

.24 
.06 

■."69 
.04 
.16 

!6b 

.06 

.61 

iioo 

T. 

.78 
.84 
.80 

.:*^ 
.10 

T 

T. 

.67 

.01 

.09 

'f.' 

"."92 

■:ii 

.'26 

.60 

ili2 

.66 

:?6 
.01 

.80 
.80 
.07 

iiofl 

... 

2.77 

'.'46 
.06 
.38 

.09 

KaiUnjtton  " U . 

Fords  Korry  Dftm  60» 0. 

".04 
.11 

::;: 

.16 
.26 
.82 

"."02 

■f.' 

2.20 

WtlbertsvlUe' T. 

'.'20 
.17 

i.'ib 
.94 

.14 

1  4:i 

(ireonviUe  .                           Q. 

2.46 
2.56 
8.86 
6.87 
8.87 
4.22 

T. 
1.04 

".68 

.07 

.... 

.01 

.67 

Himderson O. 

.02 

".ik 

Hopkiusville- C. 

Lovelftcoville M. 

i'.ih 

".'20 

.14 

.28 

1.87 

.02 

Mnyrleld  M. 

.96 

i.OO 

.'28 

.10 

Miirrav           T 

Oweiisbovo  ' 0 , 

Oweiisboro,  Dnm  «  ' .O. 

PadupRh- O. 

T. 

.:" 
tv 

.06 
•12 

.47 

.09 
.IS 

r 

T. 

'."28 
.86 

.30 

.17 
.92 
.67 

"r".' 

.36 
';33 

"m 

"a5 

.42 
.18 

.20 
'."63 

'i'.' 

.45 
.27 

■.'85 

"iei 

T. 

.18 
.21 
.44 

••33 

.07 
.05 
.82 
.08 
.04 
.07 
.01 
.22 

".ii 

.82 

"!i2 

T. 

-.11 
T. 

■;i6 

1.02 

1.16 
.76 

i!bi 

2.31 
.07 

".'so 

.12 
.10 
.40 
.12 
.70 

".i'g 

T. 
T. 

'.'ib 
.02 

•f.' 
Vis 

1.15 

■? 
'."07 

1.88 

2.30 

.06 

Ul 
.73 
2.86 

1.80 

".SO 
.40 
.40 

.'b2 
.01 

'.'74 

12 

.11 

"."24 

.11 
.10 

4.17 
4.19 
1.64 
2.02 
0.8S 
3.66 
8.86 
6.16 

3.89 
3.25 

i'.63 
3.31 
4.33 
5.43 
2.94 
6.11 
2.71 

"5. '97 
7.07 
7.24 
3.74 
3.44 
4.01 

"4."  55 
8.22 
6.98 
3.80 
5.. 36 
6.95 
5.91 
4.41 
5.66 
3.94 
6.32 
3.79 
4.18 
3.28 
2.08 
4.46 
8.62 
5.80 
5.14 
5.45 
3.60 

G.76 
4.59 

Paducah  (near)i O. 

.42 
.10 

Kuiusoy,  Lock  No.  2  " G. 

Russellville  »                           ..           G. 

';23 

".i'e 

T 

'^15 

.06 

"."19 

.06 
.08 

.29 

1.10 
.16 
.65 
.66 

2.10 
.75 

"."57 

V93 

2.90 
1.77 
1.35 
.80 
1.60 

"."27 

'.'25 
.30 
1.00 
1.56 

t, 
.52 

1.51 
.43 
.46 

1..51 
.22 
.82 
.94 
.11 
.30 
.72 
.18 
.01 

.68 
1.76 

.03 

t'.° 

TV 
.36 
T. 

1.17 

.05 
.03 

'.'73 
1.34 

.70 

.11 

T. 
".i\ 

t.' 

'f.' 

.41 

i!bi 

T. 

T. 
".'77 

'."so 

'.'01 

.99 

.14 

:.■".■. 

't.' 

T. 

.62 

.84 
.71 
.05 

i'.Oi 
.16 
.61 

■f.' 
.43 

1.89 
.13 
.28 
.28 

2^26 
.16 
.43 
.30 
.30 

2.58 
.54 

,.;S 

i!29 
1.10 

.08 
.26 

T. 

.01 

"."67 
.26 

"."88 
.15 
.13 
.22 

"."63 
1.00 
.30 
•  18 

.'20 

'.'22 
.01 

T. 
.11 

.... 

'.'07 

".ia 

".07 

CenlrnJ  Division 

.\ddi8on,  Dam  45.  " 0. 

Anchorage 0. 

BowliuK  Green  • G. 

Hrowu»ville,LockNo.6« ....G. 

Hurnside"   C. 

.93 

".io 

.92 
.27 

".S9 

CirroUtou  Lock  No.  1^ K. 

C-ld  Spring, Dam  36^ 0. 

".n 

.34 

.82 

'."68 

t".' 
.03 

.... 

"!42 

•r.' 

.03 
.20 

.10 

■■,,- 
■■■" 
1' 

Dix  Dam,  Burgin K. 

Eadsville^ <: 

Kubank (\ 

Frankfort,  Look  No.  4^ K 

Gest,  LockNo.3'- K 

Glasgow C, 

(irant.  Dam  38=     0 

1.47 

'."62 
.46 

f 
T. 

.27 

."46 
T. 

't.' 

'.'38 

■.'•45 
.20 

t. 
T. 

l."26 

'.'ii 

.21 

Vso 
''55 

T. 

'.'36 
.'32 

'.'51 
.67 

'!ll 

L26 
.49 

1.07 
.84 

t^^ 

i;32 

.18 
.01 

f.' 

';i8 

'.u 

:::' 

.70 

1.30 

."40 

High  Bridge,  Lock  No.  T^ K.j.... 

Irvington   o 

'f.' 
.63 

'."65 

'."27 
.25 

'."ci 

f. 

.■74 

4190 

'.'22 
.85 

.18 
2.61 

'.'20 
.12 

ll 
.04 
.70 
.80 

■:u 

.33 
.35 

.30 
'.'C2 

r.'os 

1.29 

t'' 

.13 
.78 
.08 
.06 
.46 

'."i7 
.26 

i.'is 

'.si 

.88 
.05 

!43 

''i5 

"^23 
.85 
.43 

.... 

:." 

t'.» 

'.12 

.20 

vv 

1.19 
.10 

"."ii 

i!.32 
1.08 
.56 
.76 
.49 
.33 
.25 
.60 
.24 
.40 
.70 
.45 
1.70 

.0« 

LiincaMtT^ K 

LeitPhlield  - (i 

Loxinprton  i K.j.... 

Little  Hickiiiiiu,  Lock  Xo.  8-t K-!-... 

.70    .02'   .30 

.07    .52    .05 
.OJ'    .(i;     .62 
■  ■■    1  .IS;  .45 

".m 
"■ib 

f.' 

Lockport,  Lock  No .  2  ■- K . 

Louis  vii-LE^  t 0 . 

Do.  Bowman  Field 0. 

Mammoth  Cave'' ■  G. 

Moniicello  2  . (;. 

T. 
.07 

'.'14 

'.'26 
".'06 

T. 

.39 

'.'io 

.65 
'^62 

Munfordvillo  - G. 

rit.  .lohn'-i ,S. 

Salvisa,LockNo6-'t K. 

Shelbvville-  S . 

Shepherdsville S. 

".SO 

... 

::.■■ 

.16 

.60 
.39 
.15 
.02 

■;64 

.50 

.10 
.11 
T. 

tv 

1.79 

.08 
.47 

.'eo 

.62 

.,39 

''21 
.H 
.31 
.31 
.35 
.40 

1.50 
.45 

1.42 
.04 

'.'so 

T. 

.01 
t.' 

.91 

... 

:".:: 

".'.".'. 

2"60 
'."06 

"."47 

1.06  .r.'. 

.80|.... 
.40.... 
1.26|.... 

Smith's  Grove .G, 

:42.v;|vv 

'.'ii 

'.'38 
LIO 

.04 
.01 

".Ob 
".'bs 

Tyrone,  Lock  No.  5  n K. 

Williainstown  - L. 

Woodbury,  Lock  No.  4= G. 

EaMern  Division 

AnnviKe  ' C. 

Ashland  = O. 

.01 
.OG 

T 

.18 

.22 
'^22 

.95 
.22 

■•41 

.55 
.60 

'.'62 
2.10 

.'46 

.25 

.... 

.02 

.... 
.25 

.02 
.48 

.35 

2.25 
.03 

.01 

CollegeHill.  Lock  No.  ll^ K. 

Cumberland  ...■ C 

Gyiithiann  - .L. 

Falmouth^   L. 

Farmers  ^ L . 

■:25 

.26 
.95 

.18 

.sell. 60 

:^ti'.-27 

.50    .08 
2., 55    .09. 

.08 
.42 
.30 

L86 
■  02 

T, 

.29 

.... 

.'12 

".92 
2.85 
1.33 
.67 
.09 

'.'15 

"."is 
"r." 

.... 

'lis 

.86 

.76 
.07 
.12 
.71 
.84 

"^85 
1.01 
.80 

1.26 

.70 

'.OS 

1.14 
.79 
.60 
.57 

■!92 
1.09 
.82 
.30 
1.09 
.10 

1.76 
1.37 
..56 

'.'51 

2!  94 
.61 
.40 
.73 
.77 

'.57 

".12 
.06 

':38 

.35 

'^66 
.VI 
.01 

1.62 
.10 
.61 
.10 
.02 

"!51 
.58 

.10 
.13 
.82 

.23 

.17 
T. 
.60 
.75 
.50 
.75 
05 
T 
.35 
.63 

.65 
.18 
.06 
.1; 
1.42 
.09 
.29 

'!b2 

L69 
.15 
2.50 

'."io 

.42 

".is 

1.00 
.05 

"."76 
.55 

i.62 

'.44 
2.15 
.09 

".b& 
.11 

.15 

'.'ib 

.07 

'.'34 
■.'34 

l.'3S 

.99 
\f 
.17 
.04 
.09 
1.05 

'.'04 
.15 
.02 

"."69 
.03 
.42 

■."64 

.54 
.57 
.60 

'."02 
.03 
.06 
.04 

1.37 

.05 

'.'32 
.84 
.02 
.24 
.20 
.24 
.60 
..50 
.70 

1.48 
.90 
.11 

.:''. 

Ve? 
'.'e9 
'.12 

i 

.71 
.06 
.18 

:::: 

"!2b 
t. 

.30 
.21 

'.'20 
.14 

''b6 
'.'oe 

6.40 
4.95 
4.69 
6.59 

8  70 
6.62 
6.C7 
5.31 
3. 69 
4.66 
6.08 

9  06 
620 

Fleminsisbur!;  - L. 

Ford.  Lock  No.  10  -'t K. 

Gra vson  - 0  ■ 

'[26 
T. 

....I1.2I 

,:i; 

";62 

.30 
.10 

".3\ 

.49 
.07 
.20 
.01 

.72 
.03 

"t.' 

'',35 

'.'12 
.03 

't.' 
"t".' 

'.'io 

.07 
.15 
.15 
.14 
.05 
.20 

i:?g 
1.11 
3.75 

.25 
1.02 
2.06 

2,- 
2.89 
■i.Oi- 
2.17 

2:25 
1.5  J 
.'97 

„*: 

.20 

.68 
.50 

.25 

■  .'25 

.02 

'."35 

T. 

Haz.Hrd2 K. 

Heidelberg,  Lock  No.W. K . 

.15 
.04 
.25 

'tv 

1.03 

'.'is 

V02 

2^54 
.06 

3.1s 
T. 
.03 
.27 

1.01 

'!ii 

.16 

'."is 

Vsf 
.12 

'.'28 

.08 
.4f 

'.'oi 

Jenkins^ B 

.39 

"."06 

.18 
.81 
.52 

.41 

.53 

.27 
1.55 

.75 
L43 

"iso 

.15 
.34 
.14 
.22 

"tv 

'!05 

'.'io 

.08 
.38 

'.'69 

.... 

'."os 

.66 

'ioB 

'.'14 
.42 

'."42 

'.'26 

''46 
i'32 

".k 

.63 

.44 
1.29 
.14 

1.26 

i'.'bo 

'.'82 

"."21 
"."06 

.84 
.34 

.15 
.36 

'.'64 

.05 
.2.3 
'06 

. 

T. 
.•11 
.15 

5.87 
3.73 

""6.'40 
4.71 
9.05 
7.84 
5.71 
9.69 
6.59 
5.68 
9.t2 
4. 35 
4.16 
4.86 
5.61 

Middlc'-horo      . C. 

•■•■ 

'.'55 
.'3.' 

.'4: 

.83 

■.'38 
T. 
.If 
.,5h 
.17 

'0:- 

I 

".SS 

.Mount  Sterling L. 

Oneida-'t... K. 

Oneonta  DomS5  = ........O 

Paintsville   '■ B 

Pikevill.' B- 

Pippapajs  •  •  ■  • K 

Qiuck.and- K 

Havennn,  Lock  Xo.  1J-. K 

Richmond- K 

VallPV  Vifw.Lork  Xo.   ■.." K 

Vancc"-b\irg,D:im  Xo.  32  -. () 

William.^liurs....... C 

Willow. Lock  No.  1.3' K 

'.'72 
'.'09 
■f.' 

.40 

.... 

Kxcept  as  oth>^rwise  in<l:catfd  oh'-c 
'Fir,-;t-order  We.itlier  Hnr^ati  statioi 
atno'int  then  recorded  is  for  the  pvi^cedinsr  24  hoiirs. 


'm:: 


are  generalLv  made  late  in  rhc  afternoon,  near  ';nn.>iet.  and  precipitation  rt^cordi-d  is  for  24  hours  endiiigat  time  of  observation 
pitation  is  lor  the  24-hour  period,  niidiiiprht  to  midnisht  unless  otherwise  indicated.        ^ Precipitation  measured  in  the  morning- 
*" "■'••" -■.  — .^  ■■'■' ordinggage.  'Incmded  in  the  next   tollowiiig  uirasureii.eni 


tPost  office  addres-cs  as  follous:-! 
Kv.  :   Onermta.  Palifornia.  Ky.  Kiver   drainage   area    in  which  stat 

(Gl  Gieen;  (C)  Cumberland;  (T)  Tennessee:  (O)Ohio:  (JI)  .Mississippi. 


:id!cat'>d  as  follows:  (B)  Big 


CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


July,  1939 


Daily  Temperatures  for  July,  1939. 


Watei-n  Divi 
Beaver  Dftm  


Earlington 
Greenville. 


Lovelaceville 

Mayfield 

Murray  

Owensboro 


j  Maximum  . . 
1  Minimum... 

:Maximum  . . 

IMiuimiim... 
j  Maximum  . . 
I  Minimum... 
j  Maximum  . . 
I  Minimum. . . 
I  Maximum  .. 
I  Minimum. ■■ 
)  .Maximum  . . 
i  Minimum... 
\  Maximum  .. 
*  Minimum... 
S  Maximum  .. 


1 

2 

85 

B. 

6(; 

ft? 

B7 

H7 

67 

«'^ 

KX 

92 

61 

p. 

b4 

r- 

•  •  •  ■  i  Mi 


imu 


)  Maximum 
/  Minimum. 
J  Maximum 

•  I  Minimum. 
'.Maximum 

•  :Minimum. 
tjraximum 

■  '.Minimum. 
J  Maximum 

Princeton j  Minimum . 

„   .„  cc  1  Maximum 

RussellvillefeS ;  Minimum . 

Cetural  Dirisiou. . 

)  Maximum 
Anctiorage  .... 


Paducah 

Paducah  (near). 


Bo'wling  Green. 

Danville 

Dix  Dam 

Eubank  

Frankfort 


Lexmgiou  

Louisville 

Do.  Bowman  Field 

Mammoth  Cave 

8t.  John 


Smith's  Grove 


Tftjlorsville   

WilUamstown 

E<iatern   Di 
Annville 


(Minimum., 
j  Maximum  . 
!  Minimum.. 
\  Maximum  . 
1  Minimum., 
j  Maximum  . 
I  Minimum. . 
j  Maximum  . 
1  Minimum., 
j  Maximum  . 
'  !  Minimum. . 

iMiiiiiuum.. 

j  Maximum  . 
'  I  Minimum. . 

j  Maximum  . 
'  I  Minimum. . 

(  Maximum  . 
'  I  Minimum.. 

j  Maximum  . 
'  )  Minimum. . 

i  Maximum  . 
'  I  Minimum.. 

:Maximum  . 

:>;inimum. . 

j  Maxinnun  . 

)  Minimum.  . 

i  Maximum  . 

/  Minimum.- 

j  Maximum  . 

1  Minimum. . 

)  Ma: 

(Mi 

:  Maximum  . 

:  Minimum.. 

:Maximum  . 

:  Minimum.. 

J  Maximum  . 


.'Minimum.. 
(  Maximum  . 
I  .Mhiimum. . 
)  Maximum  . 
/  Minimum.. 

Maximum  . 

Minimum.. 

Maximum  . 

Minimum.. 

Maximum  . 

Minimum.. 

JIaximum . 

Minimum.. 
„,.,.,„,„  !  Maximum  . 

Mlddlesboro j  Minimum.. 

:  Maximum  . 

;Mininnun.. 
3  Ma.ximum. 


Heidelberg. 
MaysviUe  . . 


Mount  .Sterling 


Pikeville 

Pippapass   — 

QuickBaiid 

Richmond  — 
WilUamsbursr  • 


^  Maxinnun  . 
I  Minimum.. 
.'Maximum . 
:.Minfmum.. 
:Maximum  . 
:Minim«ra. . 
:MaxiInum . 
iMinittnjBi.. 
j  Maximum . 
!  Minimum  . 


67!  59 
83^  83 
56! 


76 
102  101 
74      73 


88  89 

68  65 

90  8't 

66  65 


88  96  91 

66  68  66 

91  99i  96 

60  70!  61 


85  87 
75  78 
82      86, 


84'     851     !i5      (*7 


84  88 

68j     621  66 

85i     821  87 

BO]     67!     63  69 

84      84i     90  88 


82l 

55 

84     90     87 

59     62     70 


94  91 
70  73 
891     84 


66;     67 


95i  87i  901  84 

701  691  66  60 

94  851  87|  811 

67'  67  68!  fil 

93l  89  8«  Kl 


88!  95i  88 
57|  68|  71 
83i     91  i     87 


70 

64      851     90! 

'~      621     f.O 


85 


cn  60  65 

88  911  86 

64  82 

85  90 ;  92 

66  64  f.7 

79  88  91 

63  63  66 
86 


noj 

00 

87 

65 

64 

67 

92 

PI 

87 

71 

69 

69 

89  81 

68  66 

91  78 

69l  67 

88  79 


9lj     89 


80 


ii  Instruments  are  read  in  the  morning ;  the  maximum  temperature  then  read  is  charged  to  the  precoding  day,  on  which  it  almost  always  occurs 
*,''.•  etc.  indirat*  respectively  1.  2.  3  etc..  days  missinjf  from  rwjord. 
B  O  I>oii48Vllle.  8  28.S9  ]\m 


^  I .  c. 
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No.  8 


aENBRAL   STTMMART. 

In  most  central  and  east(M-n  districts  the  weather  was  favora- 
ble Tor  the  development  of  the  staple  crops.  In  the  extreme 
west  and  toward  the  southern  border,  where  pracipitation  was 
very  irregular  and  often  deficient,  unevenness  of  growth  con- 
tinued through  the  month,  especially  on  the  uplands  and  thinner 
soils.  ]\Ioderate  to  heavy  rains  in  the  first  week,  following 
heavy  rains  late  in  the  preceding  month  caused  damage  to  to- 
bacco in  much  of  the  Burley  district  and  also  injured  the  densely 
growing  soybeans.  Fleavy  rain  in  the  northern  part  of  the 
burley  area  in  the  following  w^eek  continued  the  damaging  con- 
ditions, which  affected  mainly  the  bottom  leaves.  Tobacco 
scalded  and  died  in  places  that  lacked  speedy  drainage.  Show- 
ery weather  in  the  third  week  interfered  with  making  soybean 
and  alfalfa  hay.  High  humidity,  with  temperatures  above 
normal  at  times,  delayed  the  preliminary  curing  of  recently 
housed  tobacco.  The  lower  Green  River  Valley  received  so  much 
rain  at  this  time  as  to  extensively  injure  ripening  tomatoes. 
The  fair  weather  of  the  last  decade  brought  more  favorable  con- 
ditions for  ripening  and  curing  tobacco,  and  stopped  the  damage 
to  the  tomato  crop.  While  the  rainfall  in  the  southwestern 
counties  sufliccd  for  cotton,  it  was  much  too  light  for  tobacco, 
corn,  and  pastures.  With  the  exception  of  some  upland  areas 
corn  made  excellent  progress  in  the  central  and  eastern  counties. 
Irregularity,  due  to  lack  of  rain,  increased  from  the  central 
counties  westward  to  the  Purchase.  Tobacco,  likewise,  showed 
the  same  irregularity  from  the  east  to  the  west.  Cutting  began 
in  the  burley  district  about  the  end  of  the  first  decade  and  was 
well  advanced  by  the  end  of  the  month.  Because  of  delayed 
growth  due  to  dry  wea'her  it  had  merely  begun  in  western 
sections  by  the  close.  Pastures  varied  from  unusual  luxuriance 
in  the  east  through  irregularity  in  central  sections  to  poor  condi- 
tion in  the  southwest.  In  most  of  the  State  grass  was  hctrer 
than  usual  at  this  time  of  year.  Too  much  rain  in  eastern 
districts  affected  the  stand  of  late  potatoes.  Except  in  the  driest 
parts  of  the  southwest  alfalfa  and  soybeans  grew  well  and  made 
heavy  yields  of  hay.  Weather  favorable  for  curing  occurred  in 
brief  periods  in  the  first  and  second  weeks  and  during  most  of 
the  last  decade.  The  most  unfavorable  weather  prevailed  in  the 
northeastern  counties,  where  hay  was  considerably  damaged. 


iiiclics  of  mill .  As  a  rule  the  precipitation  dc(Ten>;e(l  Irrej^larly  toward  the  doiithern 
bcuiulary.  whcru  it  fell  nlT  to  lass  than  '2.0  lutlich  lii  lardo  dlstrlctB.  Dry  ari.-aK  III 
which  thuio  wa.s  less  than  2.0  Inches  of  rain  also  off\fpb<l  in  the  central  partoftho 
State,  the  Hisr  Sandy  Valley,  and  the  lower  valley  of  fhe  l/j^krtK;.  AinoiintK  at  the 
various  stations  ranged  between  0-72  Inch  at  Oneonta,  ('AiTiiihii\\  poMuty .  and  C.98 
inches  at  I.a  Grange.  Showers  were  fairly  general  ^^'pV^  Periods  2d-Wh,  and  8.10th  _ 
They  occurred  daily  but  were  very  local  and  irregular#on0to  13th  to21h't'.  Jhero 
were  some  heavy  local  rains  on  the  14th,  Ki^iyajjd  19th.  HMt<iilf(i'Hi^owe^H  were 
reported  on  the  23d-24th.  mainly  from  centrM' 4(j!^^:w;stern  districfs'.-'  Days  with 
thuti.lerstorms  were;  2,  3,  5,  7,  8,  12,  13,  H,  15,  IG,  17,  XffMt/^^.  2S>^ 

MISCELLANEOUS.  '     '•'■,."" 

7vVr«>-.— Pool  stages  prevailed  in  all  streams  during  the  month.     ' '  ■      J 

PRESSURE,  WIKPT^imiDITY  AND  SUNSHINE^ 


Cairo  HI 

Cincinnati  Ohio 

Evansville Ind 

Louisville   Ky 


29.  9S 
29.  99 
29.96 
29.98 


29.71 
29.70 
29.69 
29.65 


» 
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Temperature. 


Precipitation 


TEMPERATURE. 

Temperatures  near  or  slightly  below  normal  occurred  in  the 
first  and  third  decades.  Rather  high  temperatures  prevailed 
from  the  Tith  to  17th.  Averages  for  the  various  reporting 
stations  were  not  far  from  normal.  As  a  rule  they  were  some- 
what below  the  seasonal  level  in  the  wet  areas  and  slightly  above 
in  the  dry  districts.  Maxima  were  not  especially  high,  but 
minima  were  rather  low  on  several  days  that  centered  about 
the  oth.  9th,  and  2!st.  Extremes  for  the  State  were  99'-'  at 
Henderson  on  the  13th  and  43'^  at  Middlesboro  on  the  23d. 


1927, 
1928 . 
1929. 
1930. 


70.6 

100 

73.2 

101 

72.9 

105 

75.4 

96 

74.8 

99 

105 

76.6 

102 

77.1 

105 

75.2 

101 

76.7 

100 

78.1 

102 

80.4 

104 

75.5 

101 

75.6 

103 

75.5 

100 

75.2 

100 

75.7 

99 

77.4 

99 

74. 8 

99 

76.3 

lOi 

76.9 

104 

74.0 

100 

76.2 

106 

73.7 

98 

78.0 

108 

76.0 

100 

71.3 

100 

77  0 

101 

73  9 

100 

80.2 

111 

75.0 

104 

73.4 

93 

76.0 

101 

75.2 

101 

75.4 

99 

76.5 

103 

76.5 

:06 

101 

71.1 
77.0 

101 

PRECIPITATION. 

Precipitation  averaged  about  three-fourths  of  the  normal 
amount,  but  the  distribution  was  so  irregular  that  many  locali- 
ties suffered  for  moisture  although  nearby  districts  had  too  much 
rain.  Some  areas,  each  made  up  of  several  counties,  in  the 
northern  and  eastern  parts  of  the  State,  received  from  4  to  6 


2.74 
5.12 
2.48 
3.27 
2. 04 
3.82 
4.37 
4  27 
2.79 
2.60 
2.72 
4.03 
4.71 
2.81 
5.94 
6.29 
4.25 
3.49 
3.18 
3.49 


6.. 36 
4.25 
3.30 
4.76 
4,22 
2.22 

4 '.45 

2. 88 
3.70 


Number  of  days 


9 

6 

10 

« 

fi 

7 

10 

H 

10 

15 

tSl.year  averp 
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Olimatolog-ical  Data  for  August,  1939. 

Counties. 

1 

1 

3 

Temperature,  in  degrees  Fahr. 

PreciDitation  in 

inches 

Number  of  days 

6 

Ii 

So 

Stations. 

S 

2i 

p 

1 

E 

, 

1 

2 
p 

P 

3 

2-3 

a 

f 

1' 

1^ 

0 

1 

J 

Observers. 

Beaver  Dam 

441 
437 
420 
356 
431 
519 
C40 
382 
524 
479 
364 
412 
420 
404 
341 
390 
529 
384 
.590 
357 

352 

700 
500 
410 
705 
480 
4S9 
955 
770 
672 

1177 
504 
490 
760 
506 
581 
544 
6-16 
850 

1032 
635 

27 
35 

45 
10 

76.0 

-  0.4 

95 

96" 
96 

12 
14 

15t 

1% 

62 

22 
22 
22 

32 
32'' 
35 

2.49 

-0.82 

0.67 
1.06 
1.56 
0.72 

2.05 
1.15 
0.72 
1.60 
0.85 
0.84 
1.18 
2.55 
2.75 
0.85 
0.80 
0..50 
1.3S 
0.65 
1.00 

0.42 
0.96 
1.82 
0.50 
1  15 
2.46 
0.50 
1.28 
0.94 
0.93 
134 
0.30 
2.95 
0.72 
1  05 
1,64 
0.91 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

a 

0 

9 

10 

10 
8 
5 

10 
8 
6 
5 
6 
4 

10 

10 

,! 

12 

11 

9 
6 

9 
4 

6 
11 
9 

8 
6 

8 
8 
7 
4 

7 

14 
16 
24 

12 
4 

6 
11 
4 

n. 

Eldred  G.  Yonng. 

It.  C.  Bennett. 

Brick  Southworth. 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W   R.  Carson.  Sr. 

Frank  T.  Street,  Jr 

W.  K.   Morris. 

Blaine  Maloue 

l!"■w?^v.T'• 

Henry  S.  Berry. 
Lockma,ster. 

Mc;.ean 

Hopkins 

Crittenden 

Marshall 

MuhleuDurg 

Ohio 

Henderson. 

Karlingrton 

Fords  Ferry.  Dam  50  . . 

77.2 

0.0 

2.89i-0:3b 
2  92!-f-n  fi^ 

Gilbertsville 

2.64 
2.58 
2.80 
2.87 
2.21 
2.63 
1.92 
1.95 
5.67 
6.11 
3.01 
2.10 
2.13 
4.17 
1.74 
3.46 

1.78 
3.43 
2.97 
1.72 
2.9fi 
4.44 
1  74 

-6.' 88 

-6'35 
-1.S3 
-0. 95 
-1.79 
-1.44 
+2. 23 
+  3.01 
-0.73 
-2.22 
-1.47 
-0.05 
-1.37 
+0.24 

-0.'22 
-0.66 
-2.53 
-1.26 
+  0,62 
-1   qn 

'2!' 
19 
18 
23 
22 
21 
6 
24 

'io 
12 

8 
7 
8 
14 
1 

"0 
6 
1 
0 
2 
2 

11 
6 

s. 

n." 

s. 

ne. 

Qreenville   

Hartford  {near; 

Henderson 

Hopkinsville 

22 

ii 

43 
10 
30 
13 
42 
11 
19 
19 
32 
22 
26 
11 

11 

43 
22 
48 
40 
13 
15 
IS 

'44' 
43 
29 
12 
14 
46 
37 
41 

78.6 

75^8 
76.8 
76.2 
)78.0 
78.0 
74.4 

-0.5 

-i'l 
...  . 
+  0.5 
+  0.4 
-  1.6 

96 

94 
94 
95" 
95 
92 

12 

"13" 

lit 
It 
lit 
13 
12 

50 

'"50" 
60 
49 
61i 
66 
52 

22 

"22" 
22 
22 
27 
22 
22 

37 

"35" 
40 
41 
3li 
34 
23 

Ballard 

Maytield 

Murray 

Owensboro 

i^raves  

Cal^loway 

Daviess :  ■.'.";. ".":.' 

Mccracken 

McCracken   

78.9 

77.8 
78.1 

-  o.'b 

+  0.8 

98 
95 

13 
13f 
15 

54 
50 
53 

22 
22 
22 

32 
41 
37 

18 
25 
13 

9 
4 

15 

4 

2 
3 

B. 

Paducah  [near) 

Joe  Lagore. 
S.  J.  Lowry. 
Lockmaster. 
VVm.  Slielton. 
Lockmaster. 

Lockmaster. 

C.  E.   Barret. 

Mrs.  Lillie  Q,  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  IC.  H.  Aloora. 

Lockmaster. 

W.  J,  Piggot. 

J.  C.  <>g(^. 

Kentucky  Utilities  Co. 

H.  H.  Willis. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Bnrenn 

U    8.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  0.   Cooper 

Chester  William."!. 

Sisters  of  Loretto. 

Lockmaster. 

WiUaS.Kiitta. 

C.  W.  C.uernsey. 

Ail-way  Statioii. 

Airway  Station. 

Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster. 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  xVmbrose. 

Lockmaster. 

Olon  Cook. 

S,  M  Hill, 

Jessie  Oldhara. 

Lucille  C-  Siamper. 

G.A,(;lascock 

Lockmaster. 

Mrs,  Ruby  A.  Burton. 

Lockmaster 

Ramsey,  Lock  21: 

McLean 

72.7 

-  4.3 

90 

11 

52 

22 

28 

20 

5 

•. 

n. 

Central  Division. 

Breckinridge   .■•• 
.ietterson 

Anchorage 

Bowling  Green 

73.8 
78.4 

-  0.7 
+  0.2 

91 
95 

8t 
12t 

53 
55 

22 
22 

30 
84 

16 

11 

3 
4 

.'^:.. 

Kdniouson 

Pulaski 

Burnside 

Cold  Sprin«,Dam86... 

Campbell    

Boyle  

Mercer 

Wayne 

Pulaski 

Franklin 

Heury 

76.0 

'75:1 
76.2 

-'0^6 

-■q'.i 

91 
92 

■'93' 

"12" 
2t 

...... 

"iii" 

"56" 
54 

"48" 
53 

"si" 

"22" 
22 

■'22" 

2i;t 

"22" 

"ss" 

32 

"37" 
"35" 

Danville 

Dix  Dam.  Burgin 

Eadsville 

Eubank  

Frankfort,  Lock  4 

Gest,  Locks 

3.781  +  0.09 

3.021—0.64 

2,03    .... 

3.06-1.22 

1.35-2.35 

6.58+3.02 

2.25-2.21 

17 
16 

'12' 
15 

10 
14 

13 

14 

4 
2 

2 

se. 
s. 

Barren 

17 

14 

0 

w. 

76.3 

+  0.1 

98 

12 

47 

22 

42 

5 

1 

25 

n. 

High  Bridge,  Lock  7. . 

.lessamine 

Brecliinridge   

2.32 

-1.46 

6.98 
4.98 
2.53 
1.80 
5.94 
4.51 

2.'8^ 
2,60 
2  84 

+6!94 
-1  19 
-1.66 
+  1.  9C 
+0.73 
-0.44 

2.39 
2.46 
1.10 
1.06 
1.70 
2.27 
0.88 
0.93 
1.28 
0.85 
2, 23 

0  64 

1  56 
0.91 
1.07 

0  97 
0.67 
1.30 
0.86 
2.28 
0.90 

0.80 
2.30 
0.40 
0.45 
0.80 
1.24 
1.89 
0.72 
0.57 
0.S6 
1.46 
0.92 
1.05 
1.70 
1.10 
2.05 
0.32 
1.24 
0,,S3 

li  h 
11  ,',2 

1,02 
0,61 
0.71 
093 
1.50 

1  85 

0.34 
1.04 
1.19 
2.75 

0 
0 
0 
0 
0 
■  0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

n 

0 
0 

(I 

0 
0 
0 
0 
0 
0 
0 
0 

9 

7 

6 
10 

7 

12 
12 

i 
4 

7 
8 
6 
9 
4 

5 
11 
9 
7 

13 

5 
H 

10 
7 

10 

u 

5 
9 

7 

7 

8 

6 

8 

6 
3 
7 
10 
8 
9 

9 

8 

10 
8 
9 

20 

7 

4 

aw. 

Garra.rd  .... 

13 

43 
55 

Leitchfield  

Loxingtoii 

UttleHickman.LoekSl 

Grayson 

Fayette 

.TessMiuine   

Henrv  

76.2 
75.0 

+  0.6 
+  0.5 

94 
96 

14 
12 

52 

52 

23 
22 

34 
33 

12 
22 

18 
4 

5 

'.Z:. 

459 
558 
800 
910 
600 
777 
620 
825 
500 
607 
1400 
489 
524 
943 
504 

66 
4 

76.4 
75.6 
73.9 

-  0.7 

91 
93 
91 

13 
15 
12t 

60 
54 
47 

22 
22 
22 

24 
30 

16 

19 
15 

'16' 

14 
IS 

13 

2 

ne. 

Do.  Bowman  Field.. 

Kdmonson.. 

Wayne 

Hart 

Mammoth  Cave 

8 
9 

14' 

"0 
16 

4 
7 

'7 

'17' 
0 

u 

AiunfordvillP 

10 
43 

24 
46 
2 

1 
8 
33 

36 
22 

R 
22 
36 
29 

2 
21 
60 
32 
14 
23 

y 

19 
15 
4 

15 
13 
36 
41 
40 
46 
2 
17 
5 
3 
5 
13 
20 
42 
26 
22 
42 
19 

32" 

76.6 

+  0.7 

92 

lit 

53 

22 

1.271-2.6? 
4.11+0.55 
2.8fi|-1.33 

3.6Hi 

1.23 

t;,,;-.       .     1   .,,.1.   I'r 

Shelby 

Bullitt 

Warren 

McCreary 

73.6 

76-2 
73.6 

74.7 

74.9 

-  1.6 

Tois 

+  '6.'6 

■■92" 

90 
"94" 

12 

"iii' 

lit 
lit 

■"i2" 

61 

"52" 
51 
52 

",56" 

22 

"22" 
22 
22 

"22" 

33 

"34" 
33 
30 

29 

2.65 
2.09 
3.76 
2.36 

1  99 
3.44 
1.50 
1.70 
2,39 
3.66 
4.32 
3.02 
1.54 
2.87 

-0,96 
-1.H7 
+  0.03 
-1.47 

-6'38 
-2.71 
-2.40 

-6.'24 
+0.34 
-1.42 
-3.32 
-1.47 
— 0  04 
-1.79 
-0-47 
-0.75 

-6!  31 

21 

7 

0 

w. 

Tyrone,  Lock  51    

AndtTson 

Grant 

Bntler 

20 

5 

6 

w. 

Woodbxiry,  Lock  4  t  . . 

Enntem  Division. 

Hi 

"75.2 

■n'.4 

+  0.5 

93a 
97 
96" 

lit 

12 
12 

46" 

51 
56" 

22 

27 
24 

37 
35" 

11 
12 

16 

16 
"7 

5 
5 

"s' 

nw. 
sw. 

Boyd 

534 

1070 
611 

1410 
684 
600 
668 
870 
693 
6»9 
540 
869 
663 
776 

1566 
.584 
.524 

1128 

800 
497 
620 
636 
1035. 
732 
631 
026 
571 
525 
939 
646 
964 

Co!lei?e  Hill, Lock  11... 

Madison 

73.4 

94 

11 

49 

22 

38 

Harrison 

f  almputh 

Pendleton 

■9' 

15 

7 

'£ 

74.2 

+  09 

96 

11 

52 

22t 

33 

Fleming 

Ford,  Lock  101 

(Uark 

Carter   

Greenup,  Dam  30 

Greenup 

1.70 
S  54 

Hazard 

Perry   

"e 

'n 

'12' 

sw. 

H.  A.  Baily. 
Lockmaster. 
Jas.T    GoiT. 
K.J,  Howard, 

Heidelberg,  Lock  14... 

Lee  .::::.. 

74.8 

95 

12 

51 

22 

86 

3.17 
4.45 
3,53 

Jenkins 

Letcher 

Lawrence 

.Mason 

Bell 

Maysville.  Dam  33  .... 
Middlesboro 

75.5 
'■71.9 
75. C 

■75'.  6 
72. 2 
74.8 

7^1 

+  03 
-  2  3 
+   1.0 

97 
93 

11 
11 

12t 

"s" 

lit 
11 

"2t 

64 
43" 
55 

"56" 
60 
63 

■58' 

22t 
23 
23 

23 
23 
22t 

"22" 

S6 
44" 
28 

'32" 
80 
37 

"26" 

4  45+0.55 
1.221-3.38 
B.F,0  +1.3;) 

2  O'i 

I1.7''  -3  7i 

2.  43 

2,27  -2.05 

2.47 

4.14-0.37 
3.12-1.52 
3.33  -0  63 
3. 0(1-0. 56 
2.57-0,91 
1.32'-3.26 
2.  421-1.34 

9 

is' 

16' 
17 

20 

13 

8 

2 

"0' 

"5' 

8 

ii 

s. 

Locknm,-tcr. 

Mount  Sterling 

Oneida    

Montgomery 

Clay 

W,  R    McKce. 

Garret  Combs. 

Lorkmast.T, 

A.  L-  Donla. 

IT.  s  Wnatli.-r  Bureau. 

::".'::!:::::: 

Piiintsville             

.lohiiHon        

Pilteville 

Pike 

Knott 

+  '6.'2 
+  '6'9 

94 

91 
95 

"96" 

ouicksaDd::':::;::;:. 

Ravenna,  Lock  12 

Riphmond 

Valley  View,  Lock  9. .. 

i':still 

Madi.-on 

Madison 

Lewis 

Wliitl<-y 

Lockmaster. 
1.  W,  Crouko. 

Vanoobtirg.  Dam  32 . . . 
Wlllianichurg 

75.2 

73.9 
75.3 

-'o.'g 
-'6:5 

■95' 

...... 

"iit' 

■■52" 

"66" 
48 

"22" 

■22" 
23 

"30" 
44 

Lockmaster. 
Wailt'lv  Wo-^t 

Willow,  Lock  13 

ie' 

io' 

'5 

s. 

Airway  Station. 

8tat/f  averages  and  px 

tromes 

2:88 

-6.82 

All  temperature  data  are  taken  from  ."elf-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are 
used  in  detorminingsection  or  division  means.  tRtiniscy,  Brownsville  and  Woodbury  are  Locks  on  the  Green  River;  other  Locks  are  ou  the  Kentucky  River 

Reference  letters, ',  ',  ",  appearing  in  the  table  indicate  nninber  of  days  missing;  for  example,  b  repre.sents  two  days,  etc. 
t  Also  on  other  dates,    tt  Received  too  late  to  be  included  in  means  and  summaries.         T   Precipitation  is  less  than  0.01  inch  rain  or  melted  snow 


August,  1939 


CUMATOLOUrOAL  DATA:  KENTUCKY  SECTION 


Daily  Precipitation  for  Auguat,  1088. 


Day  of  month 

i 

StatloiM 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

2fl 

27 

28 

29 

80 

81 

Wentenx  Dilution 

Beaver  Dam 

Civlhovm 

Karlin^ton  " 

Konls  Korrv  Dam  60» 

UllbertsviUe^ 

linvMivilU 

Itarlfoni  

Hemlerson 

Ilopkir.svillu" 

Lovelaeovillo 

Mayrtold  

Murray  ..     

uwon.sboro' 

Oweu»l)Oro,  Dam  46  ' 

rnducah' 

Tftducah  (near)t 

....  G. 
....G. 

0. 

....T. 
....G. 

.::::8: 

0. 

.,..M. 

....M. 

....T. 
0. 

....0. 

....0. 

....0, 

'61 

.20 

"is 

.84 
.2« 

".a 

".25 
.08 

.02 
.!.•> 

■.66 
,20 
.05 
.01 
.36 
1.60 

"."61 
.73 
.97 
.33 

■.'60 
1.08 

T. 
.06 
.14 

.07 
.38 

T. 
.2,s 
.43 
,19 
.44 

.39 
.01 

.18 

tv 

.07 
.62 
T. 
.26 
.08 

.48 
,04 
,26 
.68 
,26 

tv 

T, 

,44 
,06 

f.' 

I. oh 

,08 
,72 

,67 
.16 
.66 
.88 

:26 

.10 
.23 
,10 

.04 
,24 

.06 
.18 
.60 
.10 
.04 
,40 
,36 

2.49 

tv 

.02 

!22 

.'is 

,12 
,72 

.'ie 
.02 

.04 

T. 
.02 

8.12 

2.89 

!89 

.01 

f.' 

.12 
.15 

2.6M 

ids 

TV 
T, 

'.■28 

.'28 
.06 

1.16 
T. 

,01 

,88 

tv 

2.80 
2.87 

.40 

■•rV 

'.'68 
.38 
.01 

."ie 

.°3e 

T.' 

.86 

'.21 
.66 

.'67 

,28 
.11 

.70 

T. 
T. 

.05 
.06 

,77 

•  61 

T. 

.'76 
,66 
,43 

f.' 
.06 

.04 

.84 
,18 
.03 
.03 
,85 

jr'. 
,01 

T. 

1.96 

T. 
f. 

.90 
.93 
.01 

.20 
.23 
T. 

'f.' 

tv 

8.56 
2,75 
,37 

T. 

.80 

2,10 

,'28 

.■62 

T. 

.04 

.05 
.02 

.03 

.38 
'■62 

,03 

,67 
.09 

.09 

.25 
.38 
.65 
.00 

!io 

.78 
.78 
.49 
.03 
.44 
.33 
.29 
.08 

.■34 
.10 

.05 

.42 

,43 
.03 

.'02 

2.13 

Uumeoy,  LockNo.'i  *.' 

G 

T. 

,ii 

4.17 
1.74 

I'uioutowu.  Dam  49* 

Ceiitrn!  Division 

....0. 
....0. 

.81 

.18 
.17 
1.82 

.86 
.01 

.08 

T. 

.20 

.02 
.27 

■'io 

T 

M6 
.24 
T. 
.39 

'^19 

'.'15 

T. 

,97 

.12 
.18 

.30 

.08 
.37 

.20 

.14 
t.' 

.08 

.06 

T. 
.02 

.03 

■^68 

.22 

.96 

.'02 

.30 
.'03 

.10 
.66 

'.'47 
.05 
1.30 

■.'07 
.65 

.05 

'.21 
".06 

,'20 

■:b4 

.89 

1.78 

Aiuhorage 

Bowling  Green 

Bowlinif  (aven  • ••■■  . 

lirowi,svmr,L..okNo.C'^ 

Burnsirle-    

Ciurollton   Look  No.  1'^ 

C^ld  Si)ring,  Dam  36- 

DanvillH^...., 

Dix  Dam,  Burgm 

Kadsville^ 

0. 

. . . .  u . 

T. 

3.43 
2.97 

........ 

T. 

8.10 

:::■:::: 'iG 

...]   ...|   .46 

.25 

;32 

.02 

i!34 
.15 
T. 

tv 

.82 
.27 

.07 

1.72 

.08 

f 

T. 

'.'is 

.28 

.'ci 
'.■43 

t. 

.63 

■.'ii 

■.'20 

,2* 
T. 

','42 

'!« 

.02 

.03 

T. 

2.96 

.'■''.<>.     '   .50 

..    ..K     .......  1.26 

.06 

.'is 

f. 
.24 

.02 
.16 

'120 

Vio 

.20 
.04 

".'ib 

.28 
.79 

.25 

■.■qs 

.'ii 

T. 

.20 

1.74 

'!08 

.'64 

3.78 

.■.::  'oS 

.05 
.12 
T. 

2  03 

,T 

■^is 

.12 

.:.. 

V25 
1.0s 

.51 

1.20 
.05 

1.45 
.02 
.85 
.06 

■.■30 
.06 

Frankfort.  Lock  No.  4= 

Gest,  LockNo.3'' 

K. 

K. 

.28 
.51 
.72 
1.05 
1.64 
.91 

1.35 
6.68 

Glasgow  —  —  ■  ■  • 

(iraut,  Dam  332 

Greeusburg^ ^ 

High  Bridge,  Lock  No.  7- 

'.'.'.'.'.0. 

'.'.'.' 

.35 

■.■03 

■f.' 

■^02 

''01 

.23 

•f. 

"^' 

2.09 

2.62 

.21 

.18 

T. 

.48 

2.32 

LaGrange ■ 

Liinea.stLT^ 

0. 

K. 

".60 
.06 

tV 

.01 

f.' 

.05 

.40 

ilo^ 

1.70 
.62 
.48 
.10 

1.28 

2 '23 
.02 

I., 56 
.2.=. 
.l.'i 
.97 
.44 
.20 
.86 
.41 
.9C 

.04 

^84 

.46 
.25 

.04 

'18 

.26 

i.'io 
'."26 

.27 

r. 

T. 
.27 
.76 
.51 
.14 
.11 
.21 

'.'63 
.46 

.10 

.08 
.04 

.04 
.17 

Vos 

T. 
.01 

■;29 

.60 
T. 
.80 
.14 
.4" 
.09 

.13 

.18 

.'ifi 

.09 

.'64 
T.' 

'.'05 
.0:! 
.26 

".W 

■.'is 
.02 

.03 
T. 

1.12 
.12 

.87 

2.39 

1.89 
.26 
.03 
T. 
.23 
.69 
.26 
.93 
.18 

.01 

.25 
.26 

■^03 
.13 

'!io 

'tv 

".\0 

.08 

.09 

".Oi 
.01 

tv 

f. 

T. 

■!i3 

T 

6.98 

.90 

2.45 
T. 
.31 
.96 

.'84 
.29 
.31 

t".^ 

'.67 

'.'bi 
'.'ie 

.50 
.12 

'.■12 
.62 

t 

".05 
T. 

■:6i 

'.'23 
.35 
.02 

'^07 

■;i5 

".bi 
.12 
1.30 

.24 

.18 
.20 
P5 

4.98 
2.53 

LiUiy  uVckman:  Lock  No.'  8  ^t 

Lockport,  Lock  No.  2  2 

Lduisvii.lei  t 

Do.  Bowman  Field 

Mammoth  Cave- 

Monticellos 

Muufordville  " 

nt.  .lohn^ 

Salvisa.LookNoe^t 

Shelby ville^  

ShepherdsviUe 

Smitli's  Urove 

K. 

K. 

K. 

0. 

....  0. 
...   .G. 

.■.■;..G^ 

s 

K. 

S. 

....  s. 

G. 

Vio 

T 
T. 
.24 

.43 

.82 

T. 

2'27 

".02 

".M 
.08 

1.80 
6.94 

■^2 
T. 

.37 

.04 

■;25 

2.' 84 
2.50 

2.84 

;::;  ■■•■ 

.09 
.04 

tV 

1.07 

.07 
.35 

.18 

.06 

'.'82 
.91 
.06 

'.VJ. 

T 
T. 
.11 

2.89 

.10 

.46 

.64 
.15 
.26 
.07 

V20 
.28 
.60 

2  ■.30 

tv 

uso 

2^28 

.04 
.06 

".02 
.01 

.29 

!l9 
.06 
.03 

f. 

il04 

'.'20 

4.11 
2.36 

....].... 

■.^67 

■:o2 

.11 
.06 

.95 

T. 

.21 

2- 68 

Tavlorsville  

Tyrone,  Lock  No.  5  n......... 

Williamstown  - 

■A'oodbijry,  Lock  No.  4^ 

Sa^lei-n  Division 

0. 

K. 

:::::t 

.  r 

.'20 

.05 

.01 
.06 

'.'07 

.02 

.  19 

'.'13 

.03 
.35 

.6. 
.02 

.29 

.20 
.80 

".iiS 

.04 

.13 

.05 

.01 

.60 

.02 
.03 
T. 

'.'bi 

':23 

2.09 

■;:: 

'.'ifi 

■  ii 

3.76 
2  36 

.01 
.06 

T. 

1.99 

3.44 

Berpa   

CoUcseHill.  Lock  No.  11^  ... 

Cumberland  .  ■  •  • 

Cyutliianii- 

K. 

.....1. 

L 

L 

'.['.'. ii 
0 

".if, 

l':::: 

l.VS 

.'gt 

.ic 
.2- 

.35 
.11 

.40 

.40 

1.50 

.35 

.11 
T. 

'.■43 
.23 
.2C 

I55 
.30 
.2r 

.03 

.2r 

.2 

.1 

".6 

.2 

..=) 
... 
,6 
.2 

.2 
.2 

.0 
.1 

.10 
f. 

".k 

■.6'] 
.09 
.72 

■^61 
1.46 
.92 

Vsc 

■^32 

\'.2( 
.0 

".5 

.1 
T 

's 

■^26 
.36 

1.89 
.12 

''20 

f. 
T 

1:24 

■.■.° 
.4 

■  V8 

1  ".' 

1    .. 

.08 

"^' 
.■33 

t. 
.02 
1.70 
.53 
.41 

■^2 

.2( 
.6 
.4 
.9 
.3 

l^.O 

.20 
.04 
.84 

.90 
.59 
.57 
.06 

■.19 
.42 
T. 
.45 

■.■30 
.98 

.'4f 

.36 

■.■27 

.08 
.36 
T. 

'.'03 

1.70 

T. 

.80 

T. 

■.■06 
.07 

.25 

.25 
Vb2 

■^is 

.35 

2  39 
3.65 
4.32 

Farmer,^  ■' 

Fl«n-.;,iL'sliin-2  - 

Ford,  Lock  No.  10  ^t 

Grayson  - 

.04 
t 

.'is 

.44 

T.' 
.10 

3  02 

f 

'!ib 

1.05 

■.■12 
.10 

.... 

1.54 
2.87 
3.63 
1.70 

Hazard^ 

Heidetbers.  Lock  No.  14^ 

Jackson  - 

K 

'.'b2 

T. 

'.'2c 

".w 

'.■50 
.52 

.25 

i!i6 
t. 

3.54 

3  17 
4.46 

'.'12 

.07 

2.06 

3.53 

.2- 

1.31 

0 

c 

■  Q 

i.'s 

.2 

•2 
'2 

'a 

i.8 
.2 

i.r 

.0 
.0 
.0 

.7 
.0 

.0 

.0 

' .'.'. 

j.:: 

.6 

;6 
.0 

'iflS 

i.b: 

... 

".2 
.0 

.6 
.1 

2.  If 
.6 

... 

.V 

... 

... 

... 
i ... 

'u 

v; 

■'b- 

.01 
.2- 

'.'be 

4.4.'5 

Middlp-sboro      .  .. 

l.'6C 

.02 
.IC 

1.22 

Mount  Sterling 

Oneida  M 

Oneo!itaT>:nn:j5  2 

Paintsville    2. 

L 

K 

'.'.];;;b 

5.. 50 

.5 

■^i 

1  V2 
}  .1 

■: 

.6 
.5 
.0 

?  ... 

Vi 

'.0 
.4 

'o 

■.'0 

.1 

5  ... 

.1. 

.Oi 

Vs 

t. 

.1 

.1 

'.0 
.1 

".0. 
.0 

■'i 

0.72 
2. 43 
2  27 

Pippapass    .••. 

Q,uicks.aud2 

K;ivenu:«,  Lock  No.  12=. 

Rioiunon<l= 

Vall"V  A'u.v.'.Lof.v  x<>.   9'- 

VancehiiriT.Tn.nNo.  o->  \  . . . 

WilliMinvbnr.!-..  ..■■    

n-ilkuv.Lo'k  Xo.  l;V' 

WiiH'- 

K 

K 

K 

K 

K 

0 

.'.'.'.'.,K 

.0 

.1 

T. 

.0 

3.12 

.0 

.5 

1  Vb 

4  ... 

.0 

2    .0 

B  v.: 

51^. 

T°. 

t 

... 
.0 

5.V. 

.£ 

fe 

2.57 
1.32 
2.42 
2.53 

T.  Traco.  or  prr-oipitation  less  than  O.Oi  inch. 
T.nck  10.  Red  ibnive  i\v  •  Oneonta.  Californi 
Kentucky;  (S'  Salt-  'G'  Green;  'C»  Cumber 


itation  is  lor  the  J  i       ■:         ■       i,  ;iiidnight 
i  hours.  ;  ;■;.  r- i-jt;>' -cu  iTiea.*urod 

T.  tPnst  office  a'i'ln'c^'s  as  loliow;- 

River    drainage   are.T,    i 
C I  Tennessee ;  ( 0  1  Ohio ;  ( M ''  M 


ear  sunset,  and  precipitation  rocorded  is  for  24  hours  ending  at  time  of  observation. 

to  midnight  unless  otherwise  indicated.        ^ppedpitation  measured  in  the  morning: 

.  with  recording  gage.  •Included  in  the  next  tollowmg  mea.s>ireniei>; 

-i.ock  5.  Lawrencehunr.  Kv.  :    Lock  6.  Versailles.   TTv.  ;  Lock  8.  Nicliobisvillo  Ky,  : 

which  station  is  located  is  indicated  as  follows:  (B)Big  Sandy    (L)  Licking;  (K) 


3'Z 


CLIMATOLOGICAL  DATA:  KENTUCKY  SECTION. 


August,  1939 


Daily  Temperatures  for  August,  1939. 


29     30     31   Mean 


H'e«(6ini   ih' vision. 


Beaver  Dftm 
Calhoun  •■•• 
Earlington  . . 
Greenville. . . 

Henderson 

Hopkiusville 

Lovelaceville — 

May  field 

Murray  

Owensboro 

Paducah 

Paducah  (near) 

Princeton 

RiissellvilleSS.. 


Maximum 
(Minimum. 
:  Maximum 
:Minimum. 
)  Maximum 
)  Minimum. 
)  Maximum 
i  Miuimum. 
I  Maximum 
I  Minimum. 
)  Maximum 
(Mi 


Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
iMaxiraum  . 

■  :Minimum.. 
:  Maximum  . 

•  :  Minimum.. 
J  Maximum  . 

■  (  Minimum. . 
j  Maximum  . 


Anchorage 

Bowling  Green.... 

Danville 

Dix  Dam 

Eubank  

Frankfort 


S  Maximum  . 
(Minimum.. 
\  Maximum  . 
'  Minimum.. 


Glasgow   

Greensburg 

Irvington 

Leitchfield 

Lexington   

Louisville 

Do.  Bowman  Field 

Mammoth  Cave 

St.  John 

Shelby ville  

Smith's  Grove 

Stearns 

Taylorsville   •  • 
Williamstown  . 


j  Maximum  . 
1  Minimum.. 

: Maximum  . 

•'Minimum. . 
\  Maximum  . 
'  Minimum. . 
j  Maximum  . 
1  Minimum., 
i  Maximum  . 
(  Minimum. . 
j  Maximum  . 
I  Minimum. . 
j  Maximum  . 
(  Minimum. . 

:Maximum  . 

^Minimum. . 

)  Maximum  . 

■■  /  Minimum.  . 

)  Maximum  . 

'  ■  /  Minimum  • . 

)  Maximum  . 

■  ■  (  Minimum, . 

»  Maximum  . 

"■■  (  Minimum.. 

: Maximum  . 
■■   :  Minimum.. 

: Maximum  . 

:  Minimum.. 

J  Maximum  . 

Minimum.. 


Eafterit    Divif 
iTim-iilo  .Maximum 

AnuMiie iMinimum. 

.   ,  ,      ,  i  Maximum 

As''lan'l    (Minimum. 

D^,->o  S  Maximum 

Berea (Minimum. 

Cumberland \^SmZ. 

Fanners »^.~.™ 


Heidelberg 

Maysville 

Middlesboro 

Mount  Sterling 

Pikeville 

Pippapass  

Qnlcks:ii\d 

Rifihinond 

Williamsburg  .  • 
Winchester  .... 


I  Minimum. . 
j  Maximum  . 
I  Minimum., 
j  Maximum . 
(  Minimum. . 
i  Maximum  . 
(Minimum.. 
:  Maximum  . 
:Minimum.. 
j  Maximum  • 
(  Minimum .. 
(Maximinn  . 
(  Minimum. . 
iMftximuro . 
IMinimnm.. 
: Maximum  . 
iMitiinuim  . 
:Maximum . 
^Minimum.. 
)  Maxinnun . 
(  Minimum  . 


69      74      76 


69      6G 
96 


64  67 
89 

571  62i     68 

9n|  Wl     91 

63i  6ft!     70 

R9|  89|     86 

62|  62.     " 

89!  88: 

62]  66; 

86  88 


911     91!     8" 


79      88 

65|     58 


89!     92: 
61!     62! 
911 


64!     68 

91!     88|     (iS 
67!     67     67 


111  Oil  50 

851  82  86 

6(  fiOl  59 

85!  86!  85 

68  67  68 

82  8'i 

64  61 


68!     66      6-tl     6.'i 
K^     »i\     S3|     86 


61 

62 

67 

79 

01!  82 

61 

6sS  74 

80 

91 

8.-, 

6:i 

61 

67 

82 

91 

83 

63 

6d 

75 

V'i 

7^ 

fid 

6f 

81 

9f 

8? 

64 

65 

72 

H7 

91 

91 

fia 

63 

83 

79 

71: 

K 

tv 

69 

K] 

91 

88 

62 

62 

65 

78'  88 

8? 

68|  68 

72 

I'S!  92 

90 

62]  63 

61 

77I  87 

81 

64   66 

1 

73 

571     64 


*89.5 
'60.2 
89.4 
65.1 


88.6 
63.8 
="89.7 


67.5 
85.4 
63.3 


941  '■SO.l 
59i  «66.1 
82.2 
63.2 


60      58 

gn    90 

e2j     59j 


91!     91  88.3 

601     67  64.2 

92i     94  90.0 

54  CO. 6 


85] 

89 

67! 

()fi 

8<)' 

81 

671 

67 

xsl 

85 

67! 

66 

''\ 

90 

6^  69  67l  66  69 
89  8,-)  87l  88  85 
661     70      68      67      68 


69  62 

83  87 

62  67 

81  so!  80  86 

69  67]  67  69 

Sn!  87!  90  ffl 

72l  70l  70  r>7 

92'  R8!  90!  88 

72!  7ll  69  72 


84|    85)    88     86 
71 1    68l     66     69 


89 

86: 

84 

55I 

Sfil 

S3 

81 

85! 

85 

59 

64! 

58 

9(1 

Hi 

86 

56l 

60 

56 

89!     92!     89 


52      63      67      60. 

84l     81      S-|l     84 


6i 

88 !  88 

55 

56 

8« 

91 

61 

62 

8h 

88 

58 

57 

891  9" 

57|  61 

86 

P8 

88 

58 

84  86 
5?  49 
SO!     82 


8" 

80 

67 

65 

8? 

63 

M 

72 

66 

65 

86 

69 

68 

8? 

81 

58 

54 

82 

83 

66 

60 

82 

80 

7r 

67 

s< 

88 

6f 

6(< 

84 

78 

68 

65 

64      63      60]     5. 


LU 

8, 

85 

55 

54 

81 

64 

56 

92 

83 

57 

55 

84 

K'- 

54 

56 

87     86 
57     57 

82|     83 


82]     88      86;     84 


63 

61' 

55 

«(! 

81   83 

59 

60 

64 

88 

8.3 

85 

58 

61 

55 

86 

81 

86 

67 

6J 

61 

81 

«;■ 

85 

66 

5( 

61 

88 

8h 

85 

62 

5!> 

55 

88 

8S 

85 

63 

65 

60 

83 

8' 

86 

57 

6f 

56 

8- 

8" 

82 

59 

61 

5) 

62 

63 

87 

87 

56 

53 

9f 

87 

58 

58 

87 

88 

6(! 

68 

86 

87 

55 

hb 

87 

91 

.W 

59 

8f 

88 

5< 

57 

89 

59 

Oil 

84 

v-o 

57 

58 

87 

6r 

68 

85 

85 

64 

62 

91 

88 

56 

54 

S'l 

90 

55 

59 

8-* 

88 

6' 

r,' 

90 

m 

56 

58 

8« 

88 

56 

59 

64.6 

84.6 

62.7 

89      86  0 

6G|     63.4 

■"='     85.6 


=  69.0 
88  1 
64.3 
>'87.3 
''62.6 
86.8 
60,  0 
86.  G 
61.9 
86.8 
62.7 


P61.4 
86.6 
6.1.4 
86.1 
65.6 
84.4 
59.9 


a  Instniments  are  read  in  the  tnorniii?;  the  maxlinuui  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs 
".''.•  etc.   indirate  r-isiifftivelv   1.  2.   3  Htc.  davs  missing  (imn  ratioH. 
«■   K  O  Ixiuisvillp   9  28  39  II"" 
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No. 


GENERAL    STTMMART. 

Tenjperatures  above  tin*  seasonal  average  during  most  of  the 
month  advanced  late  crops  toward  maturity  much  more  rapidly 
thiin  usual.  Except  in  thft  northeastern  counties,  where  the 
rainfall  was  moderate  to  heavy,  the  increasing  dryness  also  ac- 
<'elerated  the  ripening  of  late  vegetation.  In  most  of  the  State 
late  corn  and  tobacco  failed  of  complete  development  and  were 
harvested  in  this  condition.  The  dry  hot  weather  prevailed 
until  the  "iOth.  and  by  this  time  all  corn  and  tobacco  of  conse- 
quence were  safe  from  frost.  On  account  of  the  low  humidity 
and  high  temperature,  tobacco  cured  more  rapidly  than  desira- 
ble. Some  stripping  occurred  in  the  burley  district  in  the  short 
rainy  period  at  the  end  of  the  month.  Corn  dried  so  quickly 
that  cutting  could  not  keep  pace  with  its  changing  condition, 
resulting  in  loss  of  fodder.  Gathering  began  in  a  limited  way 
in  the  last  week. 

Gardens  deteriorated,  pastures  gradually  dried,  and  water 
supplies  diminished  until  hauling  became  necessary.  Even  the 
growth  of  cotton  and  production  of  bolls  declined.  Late  pota- 
toes grew  slowly  to  the  stage  of  setting  tubers,  then  remained 
practically  at  a  standstill.  The  rains  of  the  last  day  helped  the 
best  developed  plants  in  some  western  counties,  but  in  most  of 
the  State  the  late  potato  crop  promised  to  be  a  failure.  The 
drying  of  the  soil  finally  caused  the  suspension  of  preparations  for 
fall  seeding.  The  sowing  of  rye  for  pasture  could  not  be  fully 
accomplished.  These  adverse  conditions  were  less  pronounced 
in  the  northeastern  counties,  where  rains  about  the  middle  of 
the  month  provided  better  conditions  for  growth  than  in  other 
parts  of  the  State. 

The  weather  was  ideal  for  making  late  hay.  As  soil  moisture 
disappeared  the  growth  of  alfalfa  and  soybeans  decreased. 
Perfect  curing,  without  the  usual  loss  from  fall  rains,  largely 
made  up  for  the  lessened  yields.  Field  tomatoes  suffered  from 
high  temperature  and  the  period  of  production  was  shortened. 
The  rain  of  the  '29-30th  made  possible  the  resumption  of  plow- 
ing in  some  central  and  western  districts  and  seeding  on  corn 
and  tobacco  stubble.  In  much  of  the  State,  however,  the  ground 
remained  too  dry  to  be  properly  conditioned  for  sowing  grain. 
These  rains  temporarily  relieved  the  developing  water  shortage. 

TElVlPERATtrRE. 

The  temperature  averaged  4.0^  to  loSr^  above  normal  in  the 
central  and  western  divisions,  but  the  excess  was  not  so  great  in 
eastern  districts  where  there  was  more  cloudiness  and  rain.  In 
the  western  counties  temperatures  were  continuously  above  nor- 
mal until  the  29th.  During  the  first  half  of  the  month  maxi- 
mum temperatures  of  90°  to  100°  occurred  on  most  days,  and 
the  highest  temperature  of  the  season  was  registered  at  most 
stations.  The  30th  was  the  only  abnormally  cool  day.  Ex- 
tremes for  the  State  were  39*^  at  Taylorsville  on  the  23d  and 
lOo''  at  Princeton  on  the  8th. 

PRECIPITATION. 

Precipitation  averaged  about  one-third  of  the  normal  amount. 
In  the  western  counties  nearly  all  of  it  occurred  in  one  rain,  on 
the  29-30th.  In  the  central  and  eastern  divisions  there  were 
two  light  but  fairly  general  rains,  one  on  the  4-oth  and  the 
other  on  the  29-30th.  In  most  central  counties  irregular  and 
occasionally  heavy  showers  fell  in  the  period  19-20th.  There 
were  scattered  showers  from  the  10th  to  17th,  but  few  of  them 


were  heavy  ennuf^h  tn  be  of  consequence.     Limited  areas  in  the 

eastern  mount;iiii  i.  ci^iii  mi' I  Hi"  iioriln^avtcrii  counties  rocolvf:!!  from  3.0  to  6.0  liichi*. 
In  other  eastuni  'Ii-id'  i  ,  immi  m  licit  I  liri>ii);li  ihi^  central  countlfts  ino.ststiitlonH  reported 
from  1.0  to  2.(1  iihlicx,  L,  V  iliaii  l.o  iiicli  occurrefl  In  the  (llHrKit  from  the  lower 
Cumberland  to  the  lower  I.icIuiik  and  also  in  mueh  of  the  Houth-central  part  of  tho 
State.  For  the  State  amounts  varied  between  0.'22  inch  at  Owensboro,  Dam  lO,  and  6,09 
inches  at  Maysvllle.     Days  with  thunderBtorms  were:  2,  4,  10.  14,  16,  29. 

ERRATA.  -August,  1939,  page  30.  Paducah,  date  of  highest  temperature  should 
belt.  Borea,  lowest  temperature  should  be  55  on  27th.  Pippapass.  grealcs  t  24-hour 
precipitation  should  be  0.62. 

MISCELLANEOUS. 

/iVrrt-s.— Pool  Stages,  with  but  little  change,  prevailed  in  all  streams  during  tho 
month. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 
Wind. 


Ca  iro  Ill 

Cincinnati Ohio 

Evansville Ind 

Louisville   Ky 


80.00 
30.03 
30.01 
30.02 


o'o 

Ac, 


COMPARATIVE  DATA  FOR  SEPTEMBER. 


% 


^ 


Precipitation 


4 


1921. 
1922. 
1923. 
1924. 
1925 . 
1926. 
1927. 
1928. 
1929. 
1930. 
1931. 


72. 1\ 
67.0' 
G9.5 
68.5 

71.7 


O  3   \ 


1.89 
2.68 
3.24 
2.71 


2.25 
3.57 
4.01 
0.91 
2.58 
2.61 
6.15 
3.00 

2.51 
4.41 
3.71 
2.80 
2.49 
2.96 
3.32 
3.48 


5.37 
2.22 
2.87 
4.49 
2.83 
3.78 
2.87 
0.81 
4.69 
2.46 
2.74 
3.66 
5.03 
4.82 
2.75 
3.57 
1.84 
3.52 
1.26 
2.B3 


Number  of  days 


tl 


151. year  averages. 
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Climatoloeical  Da 

„afo 

r  September,   1939. 

Counties. 

1 

3 

•s 

1 
3 

Tempera  tui 

e,  in  t 

e&rees 

Fahr 

Precipitation  in 

inches 

Number  of  days- 

ii 

P 

Stations. 

g 

2§ 
2° 

1 

bo 

i 

1 

s 

p 

it 

H 

3 

a 

c 

P 

Ii 

ll 

1 

5: 

1 

Observers. 

H'tstern  Division. 
Beaver  Dam 

Ohio           

441 
4H7 

27 

•An 

75.4 
76.4 
76.5 

4-  4.5 
+  4.5 
+  4.9 

103 
101 
100 

8 
14 

8t 

41 
45 
44 

11 

22t 
22 

45 

48 
45 

0.26 
0.49 
1  0'' 

-2.42 
-2.5U 

0.24 
0.42 

1.00 
0  70 
1.09 
0.35 
0.32 
0.56 
0.54 
0.65 
0.76 
0.75 
0-28 
0.22 
1.02 
0.98 
0.63 
0.48 
0.33 
0.67 

0  28 
0.51 
0.95 
0.90 
0.78 
0.96 
0.43 
0.48 
0.70 

n:-i8 

0.29 
0  21 
0  62 
0,49 
0.73 
0.83 
0.31 
0.60 

0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

Q 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

6 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 

2 
2 
2 
2 
2 
2 

2 

5 
3 

23 
28 

5 
0 
0 

2 
2 

2 

sw. 

Eldred  G.  Young, 

K.  C.  Bennett. 

Brick  South  worth . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Hopkins 

Crittenden 

Marshall 

420  i  45 
358  '  10 

Fords  Ferry,  Dam  50  . . 

0.71;-3.97 

481 
519 
640 
382 
524 
479 
364 
412 
420 
404 
341 
390 
629 
384 
590 
357 

S52 
70U 
500 
410 
705 
480 
489 
955 
770 
622 

1177 
504 
490 
760 
506 
.581 
544 
640 
850 

1032 
685 
989 
560 
485 
4.59 
558 
800 
910 
600 

620 
825 
500 
607 
1400 
489 
.524 
943 
504 

Greenville            

Muhlenourg 

22 

75.4 

T  4.3 

103 

8 

42 

22 

43 

0.40 
0.43 
0.73 
0.66 
1.03 
1.64 
0.97 
n.25 
0.22 
1.12 
1.08 
0.77 
0.48 
0.51 
0.60 

0.46 
0.94 
1.15 
1.12 

0-92 
0.81 
2.16 
1.72 
0.63 
0.34 
0,6S 
0.88 
0.61 

\il 

0  64 
1.01 
1.91 
0.53 
1.59 
1.15 
0.97 
1.20 
1.03 
1.22 
1.26 
1.75 
0.51 
0.94 
1.10 
0.9- 

1  08 

0'95 
0.98 
0.63 
0.68 

-3.17 

-2!  73 
-2.  50 
-3.18 
-1.64 
-8.31 

zn 

-2.15 
-2.11 
-2.67 
-2.67 

-l^Ul 

-2.59 
-1.78 
-2.24 
-2.10 
-2.  Sll 
-1.77 
-■2.97 
-2.71 
-1. 18 

-'2'87 
-2.12 
-2.46 
-2.37 
-2.87 
-3.13 
-1  67 
-2  36 

'in? 

28 
26 
26 
25 
27 
23 
5 
26 

0 
2 
3 

1 
1 
5 
13 
2 

2 

2 

2 

12 
2 

s. 

's!'" 

8. 

a. 

Hartford  (near; 

Henderson 

Christian 

17 
43 
10 
30 
13 
42 
11 
19 
19 
32 
22 
26 
11 

11 
39 
43 
22 
48 
40 
13 
15 
15 

44 

43 
29 

12 
14 
46 
37 
41 

is' 

43 
55 
29 
29 
66 

4 

75.4 
76.4 
75.7 
»78.0 
78.1 
73.2 

+  '4.2 
+  4.7 

+  5.8 
+  6.4 
+  2.8 

104 
101 
191 
101 
102 
99 

8 

13t 
14 
9t 
14 

41 
48 
43 
61" 
45 
43 

22 

22t 
30 
30 
22 

46 
44 
47 
38» 
89 
12 

Hopkin«viUe          

Ballard 

Blaine  Malone. 
Mrs.  Joe  Payne. 
Pat  W     Wear 

Murray 

Calloway.   ... 

Daviess 

Henry  S.  Berry. 
Lockmaster. 
U.  S.  Engineers. 
Joe  Lahore. 
S.  J.  Lowry. 
Lockmaster. 

Owensboro,  Dam  46.- ■ 

Daviess 

Mccracken 

McCracken   

raldw.-ll 

>!cLe;m 

78.4 
77.4 

77.8 

+  1.0 
+  4.4 
+  6.0 

104 
104 
106 

9 

11 
8t 

52 

41 
49 

22t 
22 
22t 

46 
38 
40 

18 
25 
21 

3 

7 

3 

2 
2 

8. 

Paducah  [near) 

Prineeton  ..••■■. 

Riimsey,Lock2t 

73.4 

+  I.5I 

100 

9 

43 

22 

40 

23 

'26' 
20 

3 

7 

4 
"2 

BW. 
3. 

Uniontown.  Dam  49. . . 

Central  Division. 
Addison.  Dam  45 

Union 

LockiTiaster. 

Lockmaster. 
C    E    Barret 

Breckinridge   .... 

Jeliersou 

Warren 

Kdmousou 

73.2 
78.8 

+  4.2 
+  5.9 

99 
103 

8t 
8t 

41 
61 

22 

46 
41 

Bowling  Green 

B"own8ville,Lock  6t.. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfieet. 

Mrs.  Katie  Payne. 

Carrollton.Lockl 

Gold  SpnuK,Dam36... 

Carroll 

73.9 
75.4 

+  '3'5 

Campbell    

"99" 
102 

"ii' 

14 

"1.5  " 

45 

"43" 
41 

"22" 

22 1 

"12 
221 

"47" 
46 

"52' 

23 
15 

4 
11 

4 

T' 

Dix  Dam,  Burgin 

Eadsville 

Wayne 

Pula«ki 

23 
26 

5 

1 

2 
3 

sw. 

Frankfort,  Lock  4 

73.9 

+  4.4 

103 

14 

Lockmaster. 

Barren 

75.5 

+  2.6 

99 

81 

44 

22 

50 

19 

10 

1 

nw. 

Grant,  Dam  38 

73.3 

+  3.6 

102 

at 

<iO 

22t 

54 

10 

1 

19 

s. 

Mrs    Bettie  K    H    Alcorn 

Hijfh  Bridge,  Lock  7.. 

.I.-?saniine 

Breckinridge   .... 
OMhain 

Lockmaster. 
L    0  Stiles 

75.6 

+  5.0 

99 

9 

48 


22t 

42 

19 
25 

8 
2 

3 

sw. 

LaGrange • 

Lancaster 

Leitchtield 

f:?^i^gman:i^ck8« 

Lockport,  Lock  2 

Louisville 

Do.  Bowman  Field.. 

Mammoth  Cave 

Monticello 

J.  C.  i«gg. 

Kentucky  Utilities  Co. 

H.  H.  Willis. 

U.  S.  Weather  Bureau. 

Lockmaster. 

■]-~^,,innu-    

76.3 
74.6 

+  6.1 
f  6.1 

103 

101 

14 

8 

'£ 

23 

22 

17 
46 

-2^    Ul 

-1.48|  0.84 
-2.061  0  60 
-2.11J  0.41 

23 

24 

6 

8 

^.Z\. 

75.6 
74.1 
73.4 

+  5.1 

99 
99 
100 

9 
9 
8t 

48 
46 
40 

30 
23 
22 

45 
62 

22 

5 

3 

sw. 

l<;(linonson.. 

-093 
-2.64 
-2.12 

-1.68 

-2.21 
-2.31 
-2  00 
-2.02 

0.40 
0.91 
0.00 

0.36 
0.90 
0.62 
0.73 
0.67 
0.44 
0.55 
0.58 
0.28 
0.66 

0  66 

U    8.  Weather  Bureau. 
Ivan  J.  Ellsworth. 

18 
20 

11 
6 

1 
5 

Hart 

10 
43 
24 
46 
2 
1 
8 

21 

22 

S 
22 
36 
29 

2 
21 
50 
32 
14 
23 

y 

19 
15 
4 
15 
13 
36 
41 
40 
46 
2 
17 
5 
3 
5 
13 
20 
42 
2fi 
22 
42 
19 

Clip^tor  \\  illiams 

75.0 

+  5.6 

103 

8t 

48 

23 

47 

18 

7 

5 

Salvisa,  Lock  61 

ShelVjy 

73.8 

+  4.2 

100 

8t 

15 

22 

12 

20 
17 

1 
12 

9 

8W. 

Willa  S  Ratta, 

Bhepherdsville  ........ 

Bullitt 

C  W.  Guernsey. 

Warren 

76.0 
73.9 
71.8 

+  '3;2 

101 
98 
99 

14 

14 
9 

80 
50 
39 

21t 

211 
23 

40 
35 
47 

Mccreary 

'■28 
'26' 

17 
21 
18 

'22 

"2 
.... 

.... 

10 

I 

"4 

0 
"3 

3 
2 
4 

"1 

nw. 

sw. 
w. 
sw. 

•sw." 

Airway  station. 

Tyrone,  Locfe  5^    

Anderson 

Grant 

Lockmaster. 

Mis.s  Nettie  B.   Simpson. 

74.8 

+  6.6 

100 

8t 

48 

22t 

42 

Woodhnry,  Lock  4  t-  ■■ 
Enatei-n  Division. 

i-TO.l 
73.3 
71.2 

+  '2.'8 
+  4.3 

»7'' 
100 
97 

9 

8t 
8t 

40» 
46 
46 

23 
22 1 
22 

45" 
40 
45 

W.  A.  Worthington. 

Boyd 

534 
1070 
611 
1440 
684 
600 
668 
870 
593 
689 
540 

663 
776 

1566 
584 
524 

1128 
980 
800 
497 
620 
636 

1035. 
732 
631 
926 
571 
625 
939 
646 
964 

College  HilV.Loikii.:: 

Madison :.. 

Madison 

1.63;-1.31l  0.52 
1.671-1. 251  0.90 

0.60 0.47 

0.51-2.87    0.51 
1.2(1 -l..!2l  0.75 
0.90-1.82    0.72 
1.79l-l.Df;    0.94 
1.13-1.89    O.fiO 
I.6II-O  60    1  06 

2  44i~n.n4    1  .so 

Luther  M.  Ambrose. 
Lockmaster. 

70.4 

97 

9 

44 

12 

46 

H,.riiHOii 

falmouth 

Farmers   

Flemingsbarg 

IV.ldl.'tOIl 

I^i:^^;'",-:::;:;::: 

Clark 

17 

'io' 

'3' 

wV 

Je'^sie  Oldham. 

71.3 

+  3  0 

99 

9 

40 

23 

45 

Lucille  C-  Stamper. 
C.  A.  (rlascock 

Ford,  Lock  loi 

Greenup,  bam  30 

Greenup           

Locktiiaster. 

Kerry          .  .. 

72.3 

■■99" 

'9 

"it 

'23' 

"46  ' 

2.91 
1.67 
2.80 
1.80 
1.46 
5.09 

0  24'  1  ^'^ 

H.   A    Baily 

Heidelberg, Lock  14  ... 

Lee       •■■.:.. 

-1.47 

-1^14 
-1.13 

+2.20 

0.07 
1.68 
0.75 
0.67 
3.27 

o.'no 

0  80 
0.61 
1.24 
0.60 
1.30 
1.05 
1.67 
0.70 

17 

8 

5 

sw. 

Breathl  tt 

Jas.  T   Goff. 

'll 
15 

13 
13 

■3 
2 

3. 

bvv. 

R.J    Hon-ard, 

Mayl^ilie'.  Dam  33  ".:;.' 

Lawrenr-e 

Mason 

Bell 

'■72.8 



+  3.1 

•■98- 

..... 

"43"' 

22" 

"43' 

Zeb  He.'-ton. 
Lockmaster. 
Matllu-vv  Woodson 

Mount  Sterling 

Montgomery 

Clay 

73.0 

+  4.8 

99 

14 

11 

23 

38 

1.50 
131 
0.93 
1.82 

,3.13 
2.32 
2.93 
1.55 
1.72 
3.06 
1   M 

-1.'26 

-i:.53 

-0.  63 
-1.4' 

W.K    McKee. 
Garret  Combs . 

Oneonta.  Dam  351 

Pike 

73.6 

100 
95 

9 
9 
91 

■■'9t 

49 
4fi 
46 

50 
13" 

23 
14 
12 

"22" 
"30' 

37 
44 

49 

"go" 
"lo" 

21 
24 

8 
"0 

'6 

U.  S  Weather  Bnrean. 

Knott 

Quicksand 

Rave.nm.Lock  12 

Breathitt . 

71.01+  0  8 

R.    W.  Jones. 

Estill   

Madison      

77  2  i-'e.r  inn" 

Lockmaster. 
.1.   W.  Crooke. 

Valley  View.  Lock  9. .. 
Vftnrebarg,Dam.32... 
Williamsburg 

Madison 

Lewis 

Whitley       

100 

-1.69J  0.98 
+  0.92    2.09 
-■1.4]    0.62 

72.8 

+  'i'6 

'23' 

"3' 

4 

Lockmaster. 
Wadely  West. 

Willow    Lock  13     ... 

2.341-0.72    l.l.''i 

Lockmaster. 

78.8 
74 .6 

+'3.9 

ino 

14 
8t_ 

45 

22 
_23_ 

38 
_64^ 

Stat*'  averages  and  ex 

tremes 

_1.2C 

1-1.67 

3.27_ 

21 

_B^ 

1 

_s, 

All  temperature  data  are  taken  from  self-registering  thermometers. 

The  departures  from  normal  temperature  and  precipitation  are  computed  only  for  such  stations  a?  hnvo  ten  or  more  years  of 

naed  in  determiningsection  or  division  means.  JKurnsey.  Brownsville  and  Woodbury  an;  Locks  on  tlie  Green  River; 

Reference  letters,  *,  '',  °,  appearing  in  the  table  indicate  number  of  days  missing;  for  e.xamnle,  b  represents  two  days,  etc, 

t  Also  on  other  dates.    +t  Received  too  late  to  be  included  in  means  and  summaries.         T    Precipitation  is  less  than  0.01  i 


other  Locko  are  on  the  Kentucky 
nch  rain  or  melted  snow 


TiSgSiSSXSSSff'J^ 


SKn'KMincR,  li)o9 


CLlMATOLCK^fCAL  DATA:  KENTUCKY  SECTION 


Daily  Precipitation 

for  September,  1 

98 

). 

Day  o(  month 

1 

i 

SUtloiis 

1 

2 

S 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

1« 

19 

20 

21 

22 

28 

24 

2fi 

26 

27 

28 

29 

80 

81 

Western  Divition 

Beaver  Dam Q. 

i;.vlh<.uu. tt. 

.02 
.01 

.07 
.02 

.02 
.07 

.24 
.42 
.00 
.70 
.09 
.86 
.82 
.66 
.64 
.56 
.76 
.78 
.26 
.22 
1.02 

■.63 
.48 

'.'57 

.17 
.51 
.98 
.61 
.90 
.05 
.96 
.42 
.48 
.66 
.19 
.48 
.29 
.21 
.52 
.49 
.73 
.88 
.31 
.60 
.49 
.51 
.53 

'.■41 
.58 
.83 
.91 

0.20 
0.49 
1.02 

Ford.  Kerry  Dam  60« 0. 

OilbertsviUe" T. 

>ivcwivin« «. 

Hartford  G- 

T. 

T. 
.08 
.06 
.04 
.12 
.04 
.48 
.85 
.22 

0.71 

1.17 

.'63 

0.40 
0.48 
0.78 

.02 

t'.' 

.06 

0.60 

LovelacovlUe M. 

MayHeld  M. 

Murray   T. 

viwensboro  ' 0. 

OwPimhoro,  Dura  46  ' 0. 

Paduo»h« 0. 

I'aducah  (nenr)t 0. 

I'rincoton, W. 

Humsey,  Lock  No.  2  « G. 

.68 
T. 

.07 
.10 

1.03 
1.64 

f. 

t'.' 

0.97 
026 

'i 

.14 

0.22 
1.12 
1.08 

T. 

'!io 

.03 

.28 
.02 
.20 
.08 
.'22 

0.77 

'.'ii 

0.48 
0.54 

Oniontowu.  Dam  49« O. 

Centrni  Division 

Addison,  Dam  48.  « 0. 

.Vnohorage 0 . 

Bowling  Green G- 

Bouiiuit  Green  • G. 

Hrow nsville,  Lock  No .  6« G ■ 

Burnside*                                C, 

tV 

T. 

0.60 

.01 

.13 

0.46 

.28 

tV 

0.94 

1.16 
0.69 

'.'78 

t".' 
.09 

'.'60 

■■43 

't" 

.22 

".61 

".ii 

.03 

'.'12 

't' 

't.' 

i.ia 
1.12 

Carrollton  Lock  No.  i'' H 

Cnld  Spring, Dam  36- 0. 

.15 

■:33 

0.92 

'.■76 

.17 
'!20 

.04 

T. 

.03 

.55 

n«i 

Danville  .■■.■■. |> 

.02 

'.io 

2.16 

Eads\llle    

.15 
.06 

.58 

1.72 

0.63 

Frankfort,  Lock  No  '.'i^ K . 

T. 

.10 
.31 
T. 

T. 

T. 
.21 

■;65 

.05 

■;i6 

0.34 

0.68 

'^05 
.31 
.22 

.06 

0.68 

(irant,  Dn'mii^'.::::'"'.  ll'-Wl ..'...  .0 

.02 

T. 

.   . 

0.61 

.12 
.08 

1.16 

High  Bridge,  Lock  No.  7^ K. 

:i9 

.52 

.10 

T. 
.12 
.18 
.40 

0.54 

LaGrange O. 

Lancaster^ K. 

Loitchfleld  ^ G. 

Lexington  t K. 

Little  Hickman,  Lock  No.  SH K. 

Lockport,  Lock  No.  2- K. 

LonisviLLK^  i 0 . 

Do.  Bowman  Field 0. 

T 

T. 

••'■■ 

'.'.'.. 

.... 

.04 

'.'20 

T. 

.30 

0.53 

l^'.; 

'.'41 

.08 
.1? 

.... 

T. 

.15 

.... 

T. 

.75 
.60 

1.15 
0.97 

.17 
.18 
.31 

■;65 

■."61 
.24 

".ib 

'.'12 

.02 
■!33 

ios 

t. 

.14 

■.'65 

't'.' 

.01 

T. 

.36 

.40 

1.20 
1.03 
1.22 

Jlonticello2 C 

Munfordville  ^ G. 

St.  John'^ S, 

Salvisa,  Lock  No  6  *t K . 

.60 
.29 
.10 
T. 
.02 

.10 

.56 

1.26 

1.46 
.36 

■f^ 
.78 
.67 
.14 
.55 
.40 
.28 
.56 

.13 
.90 
.34 
.90 

1.75 

T. 
.04 
T. 

0.51 

0.94 

.03 

.56 

.02 

1.16 

ShepherdsYille 8- 

Sinitli'8  Srove G. 

Stearns C. 

Tavlorsville  0. 

Tyrone, Lock  No.  5  n..... K. 

Williamstown  - L 

0.97 

.41 
.15 

l.fS 

.10 

.44 

.18 

.02 

1.03 

.15 
T. 

O.ifl 

^27 

T. 

.08 

T. 

0.63 

0.68 

Endeiti  Dit'imnn 

Annville  '■ C 

Ashl^iiu' u. 

Beroa        K. 

rollet-e  Hill,  Lock  No.  11^  K. 

Cumberland  .■•■. C 

C'yathian:i'^ .L. 

Falmouth^ L. 

Ffl.rmers  ^ L. 

Flemlna-sbnr?  2 L. 

Ford.LockNo.  10  n K. 

Grayson  - 0. 

Ureeiiup.Dam    30^ O. 

Hazard^     ....K. 

Heidelberg.  Lock  No.  14' K . 

Jackson- K. 

Ienkins2 B 

Louisa^ B 

Maysville,  Dam  33^ 0 

".in 

"■K 

'.'70 

.31 
.4'2 

.65 
.28 

.01 

t" 

.35 

.05 

.47 

.20 

1.75 

2.07 

T. 
.06 

.44 

163 

.51 

T. 

.10 
.47 
T. 

1.57 
0.50 

T. 
.76 

T. 
T 

.61 
.12 
.72 
.25 
.47 
1.06 
1.50 
.16 
.67 

.62 

.84 

0  51 

.15 

T 

1.20 

T. 

.04 
.46 
.06 
.40 
.43 
.90 
.62 
.18 
.75 
.67 
.18 

0.90 

.10 
.60 
.15 
.31 
1.55 
.11 
.72 
.2.5 
.27 

.or 

.03 

.94 

1.79 

T. 

1.13 

1.61 

.14 

T. 

.06 

".5i 

T. 

2.44 

... 

.13 

.02 

1.67 

1.68 
.05 

2.80 

1.80 

1.46 

.18 

.06 

.50 

3.27 

5.09 

Mount  Sf.Tliiig L 

Oneida  n... K 

Oneonta  Dniii  35 -^ ........O 

.20 

■r. 

.20 

.20 

.60 

.30 
.51 
.51 
.27 
.25 
1.05 
.47 
.78 
.60 
.61 
.48 

1.50 

■.■32 

.3 

.4 

'.'60 

.80 

1.31 

.05 

i;24 

.49 

.09 
1.05 
1.6" 

T. 

0.93 
1.82 

Pikeville B 

Pippapa-ss  _; .K 

tinicUsaud- K 

Kavenua,  Lock  No.  12- K 

Richmond'-' K 

Valley  View.  Look  No.  9^ K 

Vancebnrg, Dam  No.  32  ^ 0 

".^f 

.'3.5 

■:o5 

.34 

.02 

1.70 

.SJ 

l.SO 

3.13 

2  32 

.07 

'.'20 
.6-2 

"7(1 

2.93 
1.55 

.01 
.5t 

1.::. 

.14 

■;o4 

''06 
.08 
.Of 

2^05 

.OS 
.2f 
.2^ 
I.IJ 
.11 

1.72 
3.56 

.121.... 

l.ll 

Willow, Lock  No.  132 K 

AViticbester K 

".' 

.3f 
.35 

1:::' 

1:1 

y^i 

.83 
.63 

y.:[ 

2.34 
1.06 

Except  as  otherwise  indioated  ohser 
'First-order  Weather  Bureau  sratioi 
amount  tlien  ref-ni-ded  is  for  th.'  pre 
T.  Tru'-f,  or  pr-.f-ipitstioi,  1"=^  tlia-- 
I.nrk  10.  R.>il  U.?ii-e  Kv  :  imeonta 
Kentucky;  iS'  Salt"  iQ)  Green;  (C  Cumberland;     T^  Tenne.^^e^ 


ations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  preoipitation  recorded  is  for  2A  hours  ending  at  time  of  observation. 
precioitation  is  lor  the  24-honr  period,  midniprht  to  midnight  unless  otherwise  indicated.  " precipitation  measured  in  the  morning: 
?diny  24  hours.  tPi-HC'Pitation  measured  with  recording  gage.  'Included  in  the  next  following  raeasuremeni 

tPost  ofli.-r  a'l'!v,-.;-.'v  as   Lillows:  -  Lock  ,'i,  LawreuceDurg.  Ky.  :    Lock  6.  Versailles.  JTv^ :  Tx>ck  8.  Nichojasyille  Ky,  ; 


^alifoi 


Ky. 


■nlOhio;  iM)  .Mississippi. 


phich  station  is  located  is  indicated  as  follows:  (BlRig  Sandy    (LI  Licking: 


CLIMATOLOGICAL  DATA:  KENIUCKY  SECTION. 


September,  1939 


Daily  Temperatures  for  September,  1939. 

stations. 

1 

2 

3 

4 

5 

6 

7 

« 

9 

10 

11 

n 

13 

14 

15 

16 

17 

.. 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

81 

Mean 

Wtitem  Divit 

i07l 

~ 

' 

~ 

Beaver  Dam   

Maximum  . . 

92 

94 

94 

95 

91 

95 

101 

103 

102 

91 

86 

98 

101 

102 

96 

96 

90 

86 

87 

86 

86 

84 

91 

92 

92 

91 

92 

96 

82 

68 

92.0 

Minimum... 

59 

69 
95 

66 

72 

55 

65 

64 

69 

72 

69 

41 

51 

61 

63 

67 

64 

65 

59 

89 

64 

48 

42 

4i 

4£ 

61 

60 

64 

61 

67 

49 

58.9 

Calhoun  

;Maxlmum  . . 

96 

95 

95 

92 

97 

100 

103 

102 

92 

87 

100 

102 

104 

99 

98 

89 

88 

90 

88 

85 

86 

92 

93 

97 

87 

93.3 

iMiuimum... 

62 

62 

62 

62 

69 

58 

63 

69 

72 

70 

48 

62 

62 

36 

69 

68 

67 

58 

59 

50 

52 

45 

i! 

4E 

61 

61 

60 

88 

67 

ii 

59.5 

Earllngton 

Maximum  . . 

9?. 

92 

94 

93 

9( 

94 

98 

100 

10« 

98 

88 

98 

100 

100 

98 

95 

92 

86 

86 

85 

84 

83 

90 

91 

91 

90 

80 

95 

90 

68 

91.7 

Minimum.. 

61 

64 

70 

61 

57 

60 

64 

75 

7h 

70 

47 

58 

66 

68 

67 

68 

6f 

60 

59 

56 

80 

44 

45 

63 

62 

64 

66 

66 

64 

5? 

61.3 

Greenville 

Maximum  . 

94 

96 

95 

95 

91 

96 

99 

103 

102 

91 

89 

98 

101 

101 

97 

96 

88 

85 

89 

84 

85 

85 

92 

91 

93 

91 

93 

97 

88 

68 

92.4 

Minimum.. 

58 

60 

63 

72 

64 

54 

67 

69 

72 

6t^ 

44 

49 

61 

02 

67 

64 

63 
88 
64 

57 

57 

62 

47 

42 

43 

63 

60 

60 

63 

60 

64 

47 

58.5 

FToTirlAr<5on          

Maximum  . 

Minimum... 

ee 

95 
65 

92 
09 

92 

65 

90 
55 

95 
66 

99 
69 

104 

1C2 
09 

89 
65 

83 

99 
55 

103 

68 

102 
69 

101 
67 

99 
70 

84 
65 

88 
58 

87 
46 

84 

87 
41 

89 
43 

92 
60 

93 

92 
66 

89 

55 

96 
56 

82 
58 

67 
47 

92.0 

neuuoiauu.. 

58.7 

Hopkinsville   

Maximum  . 

94 

95 

96 

97 

94 

96 

98 

102 

102 

94 

92 

99 

104 

104 

94 

98 

92 

90 

87 

87 

85 

91 

91 

93 

97 

79 

66 

92.9 

Minimum.. 

59 

61 

65 

70 

58 

67 

61 

62 

70 

65 

53 

60 

63 

69 

61 

65 

61 

64 

65 

52 

49 

48 

6C 

54 

69 

60 

61 

66 

53 

59.8 

Lovelaceville 

Maximum  . 

95 

93 

93 

96 

93 

97 

98 

ICO 

100 

95 

Bl 

98 

99 

101 

94 

96 

90 

87 

90 

90 

8h 

84 

9< 

91 

90 

91 

92 

96 

85 

64 

92.2 

Minimum.. 

60 

60 

67 

71 

5b 

67 

64 

69 

73 

69 

55 

55 

63 

62 

65 

64 

64 

62 

66 

6i 

43 

4? 

49 

02 

67 

67 

64 

50 

69.2 

Mayfield 

Maximum  . 

9i 

94 

91 

95 

89 

97 

9S 

10( 

101 

93 

91 

101 

100 

92 

96 

67 

90 

87 

86 

91 

91 

91 

94 

95 

86 

69 

92.1 

Minimum.. 

6i 

■ 

64 

77 

62 

61 

69 

72 

72 

73 

69 

64 

70 

69 

72 

67 

68 

62 

61 

56 

5."^ 

53 

63 

60 

63 

61 

61 

64 

66 

51 

«63.9 

Maximum  .. 

92 

91 

92 

95 

92 

96 

98 

101 

101 

94 

97 

9S 

lOI 

102 

91 

94 

91 

88 

86 

85 

87 

84 

91 

91 

90 

89 

P2 

95 

76 

70 

91  6 

Murray   

Minimum.. 

65 

66 

70 

77 

63 

62 

68 

72 

76 

74 

67 

61 

OS 

71 

73 

67 

69 

62 

63 

59 

66 

61 

52 

00 

63 

64 

65 

64 

66 

46 

64.6 

Oweiisboro 

Maximum  . 

90 

91 

91 

86 

80 

90 

95 

9S 

99 

85 

81 

94 

97 

97 

96 

92 

84 

85 

88 

89 

90 

87 

87 

»4 

77 

68 

87.5 

Minimum.. 

62 

65 

64 

73 

B9 

62 

61 

71 

66 

47 

61 

62 

65 

67 

67 

62 

67 

57 

66 

52 

43 

46 

48 

60 

58 

58 

68 

64 

60 

58.9 

Paducah 

;Maximum  . 

96 

95 

94 

94 

94 

98 

103 

104 

102 

94 

92 

100 

102 

102 

96 

98 

93 

90 

90 

90 

87 

88 

94 

94 

94 

94 

94 

to 

76 

62 

93.5 

:Miniinm.i.. 

66 

64 

69 

60 

64 

71 

74 

62 

68 

66 

67 

70 

68 

68 

63 

60 

58 

55 

62 

48 

52 

62 

62 

61 

61 

66 

52 

63.4 

Paducah  (near) 

;vhixiimiiii  . 

94 

95 

92 

96 

93 

99 

101 

103 

102 

97 

93 

100 

102 

104 

98 

98 

92 

92 

91 

B8 

87 

98 

99 

92 

93 

94 

96 

88 

70 

94.1 

Miiiinni;.!.. 

63 

65 

70 

78 

55 

58 

68 

71 

69 

53 

68 

68 

64 

6o 

68 

65 

63 

55 

46 

51 

41 

44 

51 

66 

61 

59 

61 

61 

50 

60.6 

Maximuii:  . 

96 

B6 

94 

99 

95 

100 

102 

105 

104 

94 

91 

100 

103 

1C5 

96 

98 

89 

84 

90 

83 

87 

85 

92 

92 

92 

92 

94 

96 

76 

53 

92.9 

Princeton 

Miuimuin.. 

62 

67 

70 

63 

CO 

69 

71 

71 

72 

64 

60 

69 

65 

72 

69 

66 

% 

60 

52 

64 

4£ 

49 

66 

63 

64 

62 

61 

67 

49 

62.9 

Ru3sellville|§ 

A'asimum  . 

89 

86 

87 

95 

84 

8U 

92 

95 

100 

87 

63 

95 

95 

90 

88 

96 

83 

71 

78 

78 

83 

89 

88 

93 

93 

82 

60 

86.6 

Miiiiuuitu,. 

67 

62 

64 

67 

68 

63 

68 

70 

71 

48 

62 

60 

63 

70 

63 

65 

68 

61 

65 

48 

43 

46 

56 

66 

02 

62 

€2 

67 

68 

60.2 

Central  D'n 

Maximum  . . 

87 

90 

92 

89 

83 

87 

96 

99 

99 

86 

80 

94 

98 

99 

95 

94 

87 

83 

81 

83 

80 

81 

89 

90 

91 

86 

88 

94 

82 

68 

88.4 

Anchorage  

Minimum... 

62 

66 

68 

«9 

54 

65 

62 

65 

64 

65 

48 

48 

eo 

66 

66 

66 

65 

55 

66 

50 

5(1 

41 

43 

49 

63 

66 

69 

58 

66 

47 

68.0 

Bowling  Green 

Maximum  . . 

95 

95 

96 

94 

92 

95 

98 

103 

103 

94 

85 

100 

lOS 

96 

96 

92 

89 

83 

86 

86 

85 

92 

92 

92 

91 

92 

95 

89 

73 

92.6 

Minimum... 

64 

65 

68 

64 

60 

66 

70 

76 

74 

57 

64 

66 

68 

67 

65 

62 

67 

61 

55 

53 

51 

57 

69 

«3 

66 

66 

70 

62 

64.0 

Danville 

Maximum  . . 
Minimum... 

91 
58 

93 
60 

64 

8S 
70 

85 
51 

89 
53 

95 
63 

98 
72 

98 
67 

TO 

80 

48 

95 
48 

98 
62 

99 
65 

92 
69 

U 

86 
67 

83 
54 

76 
6« 

81 
56 

79 
60 

79 
46 

87 
46 

90 

57 

88 
61 

89 
63 

91 

92 
62 

89 
66 

70 
48 

88.6 

59.3 

OixDan.';: {^SS^.V. 

94 

94 

94 

87 

85 

90 

97 

100 

99 

94 

83 

96 

99 

102 

95 

96 

95 

84 

81 

81 

82 

90 

89 

91 

93 

86 

68 

90.2 

61 

62 

64 

73 

68 

55 

61 

72 

70 

73 

49 

60 

81 

68 

70 

61 

69 

66 

65 

60 

62 

45 

46 

62 

64 

60 

61 

66 

08 

51 

60.7 

Maximum  . . 

.. 

■• 

•• 

•  ■ 

EuDauK •  — 

Minimum... 

56 

58 

58 

68 

64 

49 

52 

64 

63 

69 

48 

43 

66 

63 

65 

54 

60 

68 

60 

69 

ei 

68 

.51 

49 

51 

65 

51 

58 

56 

49 

"bh'.h 

Frankfort 

Maximum  . . 

92 

95 

94 

90 

86 

92 

99 

101 

102 

89 

81 

97 

101 

103 

95 

9fi 

89 

83 

80 

86 

82 

81 

90 

91 

90 

87 

92 

96 

87 

70 

90.5 

Minimum... 

69 

69 

60 

73 

64 

50 

57 

6S 

66 

69 

45 

45 

58 

64 

66 

63 

67 

66 

68 

69 

60 

41 

41 

46 

62 

56 

56 

66 

66 

491 

57. S 

Glasgow   

:Maxiimmi  . . 

94 

92 

92 

88 

92 

93 

97 

89 

98 

96 

98 

97 

»9 

99 

92 

92 

88 

86 

86 

86 

82 

90 

89 

89 

89 

91 

95 

90 

70 

91.5 

:Miniraum.. . 

59 

61 

66 

68 

56 

56 

65 

69 

74 

72 

47 

47 

02 

62 

67 

61 

6S 

58 

64 

63 

40 

44 

46 

54 

58 

59 

64 

66 

66 

62 

69.5 

Greensburg 

Maximum  .. 

96 

95 

89 

90 

95 

99 

102 

102 

94 

86 

97 

102 

100 

95 

97 

90 

82 

82 

85 

65 

86 

91 

91 

93 

84 

92 

96 

87 

69 

91.8 

Minimum... 

66 

58 

59 

67 

54 

51 

66 

61 

70 

68 

44 

43 

55 

60 

66 

60 

80 

64 

66 

55 

47 

40 

40 

47 

52 

56 

66 
88 

68 

63 

40 

55.8 

Irvinirton 

Maxiioum  .. 

92 

93 

93 

90 

86 

91 

96 

98 

99 

89 

82 

94 

97 

96 

93 

85 

81 

86 

82 

79 

79 

87 

90 

83 

94 

79 

691 

88.8 

Minimum... 

6=. 

64 

69 

74 

62 

68 

67 

72 

69 

72 

49 

62 

66 

67 

70 

71 

68 

66 

62 

64 

65 

48 

68 

63 

63 

68 

68 

62 

69 

481 

62.4 

Leitchfield 

Maximum  . . 

95 

95 

95 

93 

88 

98 

99 

102 

101 

91 

87 

98 

100 

103 

95 

97 

87 

84 

S3 

84 

82 

84 

92 

91 

91 

91 

93 

95 

84 

70 

91.4 

Minimum.. . 

60 

63 

65 

70 

59 

65 

63 

68 

75 

69 

50 

51 

6fi 

67 

71 

65 

66 

67 

65 

55 

54 

48 

46 

58 

60 

63 

64 

64 

70 

48 

61.2 

Lexington  

Maximum  . . 

90 

94 

94 

89 

83 

91 

97 

101 

101 

89 

81 

97 

99 

100 

95 

95 

86 

86 

71 

80 

79 

81 

90 

91 

90 

60 

91 

94 

87 

64 

69.3 

Minimum... 

63 

64 

65 

57 

55 

64 

71 

67 

GO 

52 

52 

66 

69 

70 

64 

59 

62 

69 

66 

63 

46 

49 

57 

60 

63 

62 

64 

64 

47j 

59.8 

t,o)ii8vllle 

Maximum  . . 

UO 

92 

91 

90 

82 

SO 

97 

99 

99 

84 

94 

97 

98 

95 

92 

85 

80 

79 

80 

76 

80 

89 

89 

32 

87 

93 

78 

661 

87.4 

Mininir.iii... 

66 

67 

70 

69 

63 

62 

71 

75 

73 

67 

66 

56 

70 

73 

73 

73 

66 

58 

61 

68 

68 

65 

58 

57 

68 

69 

63 

66 

48 

63.9 

Do.  Bowman  Field 

-Maxiiimm  .. 

90 

93 

92 

90 

83 

90 

97 

99 

99 

86 

81 

95 

99 

96 

86 

80 

80 

82 

78 

81 

89 

89 

90 

84 

87 

96 

80 

66 

■MininuiU!. . . 

83 

63 

68 

65 

68 

57 

66 

70 

68 

68 

47 

50 

C6 

67 

69 

68 

55 

B8 

61 

53 

47 

45 

63 

64 

60 

60 

60 

66 

49 

6o!o 

Mammoth  Cave 

Maximum  . . 

94 

91 

93 

93 

87 

92 

97 

100 

100 

93 

86 

95 

98 

99 

91 

95 

87 

86 

78 

83 

82 

83 

90 

90 

90 

89 

92 

92 

82 

65 

89.8 

Minimum... 

56 

57 

63 

67 

54 

62 

62 

67 

71 

44 

43 

60 

60 

67 

to 

61 

64 

69 

65 

46 

40 

42 

62 

61 

62 

61 

60 

64 

46 

87.1 

Maximum  . . 
Minimum... 

95 
61 

95 
61 

tl 

95 
69 

87 
67 

92 
58 

99 
67 

103 
67 

103 

66 

98 
67 

85 
52 

61 

93 
59 

loo 

P2 

96 

67 

62 

92 
62 

83 
55 

80 
61 

82 
61 

80 

82 
49 

48 

89 
61 

90 
59 

88 
69 

90 
61 

91 
60 

l^ 

71 

58 

90.9 

St.  jonn 

69.2 

Shelby  vine  

Maximum  . . 

92 

94 

94 

90 

84 

91 

99 

100 

100 

91 

82 

97 

99 

100 

96 

95 

89 

81 

75 

82 

79 

82 

89 

90 

90 

85 

90 

95 

85 

72 

89.6 

Minimum... 

61 

60 

63 

68 

56 

52 

60 

55 

65 

66 

47 

49 

61 

66 

67 

65 

65 

62 

59 

66 

52 

45 

47 

53 

60 

67 

68 

58 

65 

47 

58.1 

Smith's  Grove  ..■■^. 

Maximum  .  . 

95 

93 

94 

94 

89 

94 

97 

102 

101 

93 

86 

96 

100 

101 

95 

91 

88 

78 

86 

85 

83 

90 

90 

90 

90 

91 

95 

84 

69 

91.1 

Minimum... 

60 

61 

62 

72 

60 

58 

62 

67 

72 

61 

50 

6fi 

65 

70 

63 

66 

65 

66 

60 

50 

50 

64 

61 

61 

61 

65 

60 

61  0 

Stearns 

:>raxiniuni  . . 

90 

89 

92 

85 

86 

90 

95 

95 

98 

93 

84 

93 

97 

98 

94 

93 

89 

85 

63 

88 

79 

77 

85 

86 

87 

86 

88 

90 

86 

70 

87.7 

Mii.iiiiuin... 

60 

64 

62 

65 

5S 

56 

60 

64 

69 

70 

55 

52 

64 

65 

67 

6S 

63 

68 

58 

59 

60 

51 

60 

56 

64 

68 

63 

63 

68 

69 

60.1 

Taylorsville   

.Maximum  .. 

'.        90 

91 

90 

89 

82 

89 

96 

98 

99 

85 

82 

93 

97 

98 

93 

93 

92 

82 

76 

81 

80 

88 

90 

89 

89 

90 

94 

85 

69 

88.2 

Minimum... 

60 

69 

60 

58 

64 

61 

66 

65 

6* 

43 

44 

66 

62 

66 

64 

61 

55 

58 

65 

47 

46 

89 

44 

66 

64 

55 

56 

63 

48 

5B.3 

Williamstown 

Eaelern   Div 
Annville 

Maximum.. 

90 

94 

83 

80 

80 

95 

100 

100 

95 

80 

94 

97 

100 

98 

96 

84 

78 

85 

79 

76 

"8 

87 

90 

89 

80 

88 

93 

87 

74 

88.5 

Minimum... 

63 

66 

66 

72 

60 

54 

60 

72 

68 

68 

60 

52 

68 

72 

70 

69 

68 

52 

59 

58 

64 

48 

62 

67 

65 

56 

57 

59 

69 

48 

61.0 

.Maximum  . . 

90 

90 

90 

87 

84 

87 

_^ 

96 

97 

88 

91 

95 

95 

92 

92 

85 

84 

75 

77 

78 

78 

85 

87 

86 

89 

8R 

90 

88 

72 

1-87.0 

^Minimum... 

55 

55 

55 

61 

52 

47 

62 

62 

64 

42 

44 

55 

CO 

62 

53 

59 

56 

C7 

57 

50 

43 

40 

45 

46 

52 

66 

54 

60 

5] 

'53.2 

ABhland    

Maximum  .. 

92 

96 

94 

92 

8S 

85 

96 

100 

99 

80 

94 

97 

100 

97 

85 

83 

77 

75 

77 

80 

86 

88 

90 

81 

90 

91 

90 

77 

88.7 

Minimum... 

69 

«0 

60 

56 

65 

49 

57 

66 

69 

69 

48 

47 

62 

66 

66 

51 

67 

65 

68 

60 

67 

46 

46 

49 

57 

59 

54 

59 

66 

64 

67.9 

Berea 

Maximum  .. 

90 

90 

92 

Kg 

85 

86 

93 

97 

97 

93 

92 

90 

48 

93 

96 

91 

92 

91 

83 

79 

77 

77 

77 

84 

86 

85 

86 

88 

90 

88 

69 

87.5 

Minimum... 

62 

66 

67 

68 

65 

52 

65 

70 

69 

71 

47 

66 

66 

70 

64 

67 

52 

69 

60 

62 

46 

01 

62 

65 

64 

64 

65 

60 

61.0 

Cumberland 

Maximum  . . 

f8 
65 

M 

87 

86 

91 

80 

93 

94 

97 

91 

85 

90 

94 

93 

90 

92 

92 

90 

70 

73 

76 

76 

86 

85 

87 

87 

89 

88 

89 

86 

87.4 

Minimum... 

67 

55 

49 

58 

55 

68 

75 

80 

61 

49 

44 

54 

55 

50 

54 

54 

52 

66 

65 

51 

60 

46 

45 

45 

46 

68 

64 

56 

45 

53.5 

Farmers 

Maximum  . 

91 

89 

94 

83 

86 

88 

90 

96 

99 

84 

96 

95 

96 

81 

84 

84 

74 

85 

86 

86 

85 

90 

89 

89 

66 

86.9 

Minimum... 

bf 

69 

59 

63 

56 

47 

54 

65 

64 

67 

44 

44 

69 

64 

66 

53 

66 

62 

?8 

61 

63 

41 

40 

46 

52 

52 

64 

68 

63 

53 

55.7 

Heidelberg 

Maximum  . 

90 

91 

93 

88 

84 

86 

94 

98 

99 

89 

80 

94 

96 

96 

92 

95 

82 

82 

75 

78 

77 

80 

84 

89 

89 

87 

90 

91 

89 

71 

87.7 

Minimum... 

59 

59 

59 

61 

57 

51 

55 

60 

64 

66 

60 

45 

56 

66 

56 

61 

62 

62 

56 

49 

44 

49 

53 

65 

68 

57 

62 

62 

57.3 

Maysville 

Maximum . . 

89 

93 

93 

90 

81 

83 

97 

98 

97 

93 

79 

94 

97 

94 

90 

95 

81 

78 

74 

76 

76 

85 

89 

88 

76 

87 

91 

83 

68 

86.3 

Minimum... 

62 

66 

64 

68 

66 

52 

69 

66 

07 

08 

46 

51 

62 

67 

69 

66 

55 

60 

63 

53 

43 

47 

52 

63 

69 

56 

58 

67 

53 

69.2 

Middlesboro 

Maximum  . . 
Minimum... 

.. 

•• 

•■ 

Mount  Sterling 

Maximum  . . 

91 

91 

92 

86 

82 

86 

84 

97 

98 

89 

80 

93 

98 

99 

94 

95 

84 

85 

77 

72 

66 

73 

S2 

89 

88 

89 

90 

90 

86 

72 

"ie.i 

Minimum... 

60 

62 

62 

68 

55 

63 

61 

68 

66 

70 

4S 

48 

67 

67 

68 

61 

68 

54 

62 

60 

61 

45 

44 

54 

60 

63 

69 

61 

63 

52 

69.4 

Pikeville 

Maxiiinim.  . 

91 

92 

92 

88 

86 

86 

96 

98 

100 

92 

93 

91 

96 

96 

95 

84 

84 

6n 

72 

76 

80 

86 

89 

89 

89 

91 

92 

92 

78 

88.0 

Minimum... 

62 

0'2 

64 

63 

64 

57 

56 

62 

65 

68 

62 

53 

64 

61 

58 

60 

53 

59 

60 

59 

68 

49 

52 

52 

5i 

59 

61 

65 

62 

58.8 

Pippapa^s   

Maximum  .. 

88 

82 

90 

89 

81 

87 

95 

95 

94 

79 

80 

91 

88 

90 

89 

91 

90 

8S 

71 

80 

78 

90 

86 

88 

85 

87 

89 

91 

83 

86.6 

Minimum... 

66 

B7 

68 

61 

58 

51 

55 

61 

64 

50 

48 

47 

49 

46 

48 

52 

52 

56 

60 

58 

61 

51 

65 

54 

52 

59 

53 

62 

68 

56 

65.3 

Quicksiitid 

:Maximum . . 

93 

92 

95 

85 

88 

96 

97 

100 

90 

86 

96 

9fi 

97 

87 

83 

80 

78 

82 

87 

89 

8« 

89 

90 

93 

93 

77 

89.6 

iMinimum... 

59 

69 

68 

60 

5K 

61 

54 

60 

62 

64 

49 

46 

.55 

63 

65 

55 

59 

51 

67 

68 

54 

47 

49 

50 

62 

57 

66 

62 

63 

85.8 

llichmond........... 

:Maximum  . 

90 

92 

92 

86 

83 

88 

95 

98 

100 

85 

94 

100 

100 

P4 

96 

84 

83 

70 

82 

82 

80 

88 

88 

90 

92 

90 

92 

84 

75 

88.7 

:Minimum... 

66 

70 

70 

72 

64 

62 

70 

73 

74 

71 

67 

CO 

72 

73 

>2 

68 

68 

57 

68 

60 

67 

60 

52 

62 

64 

66 

66 

68 

70 

63 

65.7 

Williamsburg 

:Maxiraum. 

89 

90 

95 

89 

92 

94 

98 

96 

100 

90 

96 

95 

loo 

100 

95 

96 

92 

89 

78 

79 

84 

81 

83 

88 

90 

91 

91 

90 

72 

69 

89.8 

:Minimum... 

53 

66 

69 

60 

66 

66 

60 

59 

70 

52 

64 

49 

87 

69 

65 

66 

58 

56 

68 

68 

52 

53 

54 

49 

49 

52 

52 

50 

48 

43 

64.8 

Winchester   

Maximum. 
Minimum  .. 

90 
62 

90 
64 

90 
65 

87 
70 

81 
68 

86 
54 

94 
64 

97 
68 

98 
67 

87 
70 

77 
60 

93 
61 

97 
57 

10( 
69 

92 

95 
63 

85 
66 

84 
51 

68 
65 

68 

78 
55 

80 
46 

86 
48 

88 
54 

87 
61 

89 
61 

90 
58 

91 
64 

87 

69 
60 

87.2 

60.5 

ii  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  thp  precedinpr  day,  on  which  it  almost  always  occurs 
*.'.•  etc.  indicate  respcptivelv  1,  -l.  3  i>tr..  davs  miss'nff  from  roftord. 
I-oui9villp   10  26-39  ll'i'i 
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O-BNERAt.   SUHMART. 

Dry  weather  until  near  the  end,  broken  only  by  scattered 
showers,  favored  the  curing  of  late  tobacco  and  the  thorough 
drying  of  corn.  Tlie  gathering  of  corn  advanced  much  more 
rapidly  than  usual,  for  the  grain  soon  became  so  dry  that  it 
could  be  cribbed  without  f^ar  of  damage  from  contained  sap. 
P'all  seeding,  especially  of  wheat,  suffered  increasing  interference 
on  account  of  the  drying  and  hardening  of  the  soil.  Breaking 
of  land  for  wheat  practically  ceased  after  the  first  week,  there- 
fore most  of  the  sowing  was  done  on  corn  and  tobacco  stubble 
with  the  surface  soil  almost  devoid  of  moisture.  During  the 
very  warm  week  preceding  the  11th,  the  moisture  received  late 
in  the  preceding  month  was  largely  lost.  These  rains  had  been 
sufficient  in  places  to  cause  germination  but  not  generally 
throughout  the  State.  Also  in  many  places,  particula'ly  on  dry 
uplands,  they  brought  up  the  grain  but  did  not  supply  enough 
water  content  to  the  soil  to  sustain  growth  through  the  hot  spell. 
For  this  reason  much  grain,  especially  early  sown  wheat  and 
barley,  came  up  feebly  and  died  as  the  moisture  disappeared 
under  the  influence  of  the  mid-summer  type  of  heat.  Thin  and 
spotted  stands  resulted  in  those  areas.  Where  plants  survived 
they  made  little  or  no  growth.  Seeding  extended  southward 
toward  the  end  of  the  month,  with  most  of  the  grain  merely 
lying  in  the  dry  soil.  There  was  but  little  germination  in  the 
two  weeks  that  preceded  the  rains  near  the  end.  As  the  month 
closed  grain  that  had  lived  through  the  dry  spell  wasin)proving, 
but  the  abnormally  low  temperatures  were  unfavorable  for 
growth.  Water  shortage  developed  in  the  hill  and  upland 
sections.  Pastures  dried  up  early  in  the  month,  so  that  practi 
cally  complete  feeding  was  required.  The  rains  of  the  last  week 
relieved  the  water  shortage,  enabled  farmers  to  finish  seeding, 
and  made  possible  a  beginning  of  tobacco  stripping.  Killing 
frosts  occurred  rather  generally  on  the  14th  and  loth,  but  without 
damage.  Late  potatoes  made  some  growth  in  the  first  week,  but 
none  of  consequence  thereafter. 

TEMPHKATURE. 

The  first  three  and  the  last  four  days  were  relatively  cold, 
with  daily  deficiencies  of  5^  to  IT'".  Weather  colder  than  nor- 
mal also  prevailed  from  the  12th  to  !7th-  In  the  periods  4-lOth 
and  18-"27th  temperatures  wore  unseasonably  high,  with  the 
excess  on  most  days  from  10^  to  20''.  Maxima  in  these  warm 
spells  were  often  above  80''  and  at  times  in  the  first  of  the 
periods  above  90'"^.  Freezing  or  somewhat  lower  te;iii)eratures 
occurred  rather  generally  on  the  10th.  Extremes  fcr  the  State 
were  95°  at  Frankfort  on  the  8th  and  23"^  at  Mammoth  Cave 
on  the  23d.  

PRECIPITATION. 

The  average  precipitation  was  considerably  less  than  the 
normal  for  this  month.  Showers  occurred  locally  on  the  1st, 
0-7th,  and  lO-llth.  There  were  a  few  fairly  good  rains  on  the 
1st  and  7th.  otherwise  the  precipitation  in  th"  first  three  weeks 
was  generally  light.  j\Iost  of  the  rain  fell  in  the  perio<l  2r)-2Nth, 
when  amounts  ranged  from  1.0  to  2.0  inches  in  nearly  all 
districts.  The  rain  was  rather  well  distributed  over  the  State. 
Some  western  counties  and  districts  in  the  southeast  and  extreme 
north  received  from  1.0  to  2  0  inches.  In  other  parts  of  the 
State  monthly  amounts  ranged  from  2.0  to  4.0  inches.  The 
extremes  were  0.89  inch  at  Middlesboro    and    4.37    inches  at 


Mammoth  Cave.     Thunderetorms  were  reported  on  the  follow- 
ing dates;  5,  G,  7,  25,  27. 

miSCELLANEOUS. 

Oct.  24.— By  this  date  brush  fires  had  become  serious  in  many 
districts.  Jn  the  mountain  region  they  destroyed  considerable 
timber.  One  in  (Jraves  County  caused  damage  to  buildings  and 
other  farm  property  estimated  at  .$4,000. 

Ririrf(— Tool  stages  prevailed  in  all  streams  throughout  the 
month. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo 111.- 

Cineinnati  Ohio' 

Evansville Ind. 

Louisville   Ky. 


Atmospheric 

pressure 

Relative 

(reduced  to  sea-level.) 

""'"■ 

humidity 

fi 

4 

s 

g 

s 

B 

1 

-,  ^  ' 

1 

1 

. 

< 

1 

s 

i 

,6 

g 

2 

1 

30.07 

30.52 

14 

29.74 

27 

8.4 

24 

nw. 

27 

80 

47 

54 

•  30. 08 

30. 4S 

l.S 

29. 7( 

?■/. 

7.? 

7H 

42 

52 

30.07 

30.51 

14 

29.  7i 

27 

9  ? 

2R 

n. 

27 

73 

44 

48 

30.07 

30.45 

14 

29.72 

22  j  9.1 

31 

8W. 

26 

■,« 

44 

54 

COMPARATI'VE  DATA  ICP    CCTCEIR. 


Temperature. 


Precipitation 


1S»9 

18W 

1891 

1892.... 

1893 

1894 

1895 

1896 

1897 , 

1898 

1899 

1900 

1901.... 

1902 ... 

1903 

1904 

1905 

1906 

1907 

1908........ 

1909 

1910 

1911 

1912.... 

1913.... 

1914 

1915.... 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

192.5 

1926 . 

1927 

1928........ 

1929 

1930 

1931 

1932 

V:.:» 

1934 

193,5 

1936 

1937.... 

ly?.8  

1939 

Ppfiod    .  -    . . 

t51  .veaj  avera^ej 


52.0 

89 

23 

55.7 

87 

23 

54.8 

21 

57.3 

97 

19 

56.4 

90 

19 

58.6 

92 

25 

52.2 

89 

14 

65.8 

90 

25 

63.2 

96 

26 

57.1 

93 

21 

61.3 

26 

64.5 

94 

29 

58.1 

25 

60.1 

91 

25 

.57.7 

96 

19 

57.2 

93 

20 

57.0 

90 

25 

56.9 

91 

20 

55.5 

20 

57.1 

92 

20 

55.2 

94 

18 

61.4 

96 

17 

59.9 

94 

59.5 

92 

25 

56.9 

97 

23 

59.7 

91 

22 

90 

27 

57.6 

97 

24 

51.1 

90 

20 

62.3 

91 

32 

65,6 

98 

35 

61.0 

93 

24 

57.1 

90 

24 

60.2 

96 

25 

56.5 

89 

19 

61.1 

91 

24 

.52.9 

88 

13 

94 

25 

60.7 

92 

27 

61.6 

95 

2! 

56.4 

85 

25 

65.8 

94 

16 

62.  n 

28 

56.0 

85 

24 

57.4 

88 

23 

59.5 

22 

59.5 

91 

22 

.58.5 

88 

24 

65.7 

93 

17 

60  1 

95 

24 

60.9 

95 

23 

.58,2 

98 

13 

2.40 
2.94 
0.78 
0.51 


1.24 
1.71 
1.10 
4.19 
2.42 
2.29 
1.57 
2.34 
2.22 
0.52 
4.95 
1.51 
2.97 


7. 99 
1.64 
2.  ,31 


5.96 
2.61 
3.93 


3.01 
3. 31 
2.05 

2^51 
3.47 
4.27 


Number  of  days 


l-f- 


38 


CLiMATOLOGlCAL  DATA:  KENTUCKY  SECTION 


October,  1939 


Olunatologlcai  Data  foi  October,  1939. 


Wutmi  Diiiiion. 

Beaver  Dam 

Calhoun 

KarliURton 

Fords  Ferry.  Dam  50  . 

GUbertsTille 

QreenviUe    

Hartford  (near) 

flenderson •  •  • 

Hopkinsville 

Lovelaceville 

Mayfield 

Murray 

Oweusboro 

Oweusboro,  Dam  46. . 

Paducah  

Paducah  [near) 

Princeton 

Rumsey,Lock2t 

Russellville 

Uniontown.  Dam  49.. 
Centrid  Division. 

Addison,  Dam  45 

Ancliorage 

Bowling  Green 

BrowusviUe.Lock  6t 
Burnside 

L'arrolUon.Lock  1 

Cold  Sprint;,  Dam  36. 

Danville •• 

DixDam,  Burgin.... 

Kadsville 

Eubank  

Frankfort,  Lock  4... 

Gest,  Lock  3 

Glasgow   

Grant,  Dam  38 

Greensburg. ......... 

High  Bridge,  Lock  7 

Irvington 

LaGrange 

Lancaster 

Leitchfield 

Lexington • 

~:.ittleHickman.Lock8l 

Lockport,Lock2  .••• 

Louisville 

Do.  Bowman  Field 

Mammoth  Cave 

Monticello 

Munfordville 

cii.  John 

Salvisa.  Lock  611 

Shelby  ville 

Shepherdsville 

Smith's  Grove 

Stearns   

Taylorsville 

Tyrone,  Lock  ,5*(    

Williamstown 

Woodbury,  Lock  4  J. 
Eautern  Division. 

Annville 

Ashland   

Berea 

College  Hill,  Lock  11. 

(Cumberland  

C'ynthiHua   

(■■"almouth 

Farmers   

FlemirigBbnrK   

Ford,  Lock  101 

Grayson   

Greenup,  Dam  30... 

HazHrd .. 

Heidelberg,  Lock  14  . 

Jackson 

Jenkins 

Louisa 

MaysviUe,  Dam  33  .. 

Mlddlesboro 

Mount  Sterling 

Oneida    

Oneonta,  Dam  351  .. . 

PaintHville 

Pikeville 

Plppap.iss 

(.^nickBiind 

Riivenna,  Lock  12 

Kichmoiid 

Vnllcy  View,  Lock  9. 

Vanceburg,  Dam32.. 

Williamsburg 

Willow.  Lock  13 

Winchester  

State  averages  and  ^ 


Ohio.-.. 

McLean 

Hopkins 

Crittenden  . . 
Marshall  — 
MuhlenDurg. 

Ohio 

Henderson  . . 

Christian 

Ballard 


Calloway... 

Daviess 

Daviess 

McCracken. 
McCracken 
Caldwell  ... 

McLean 

Logan   

Union 


Breckinridge 

Jefferson 

Warren 

Edraonsou  .  .. 

Pulaski 

Carroll 

Campbell    — 

Boyle   

Mercer 

Wavne 

Pulaski 

Franklin 

Henry 

Barren 

Boone 

Green  


Jessamine 

Breckinridge   .. 

Oldham 

Garrard 

Grayson 

Fayette 

Jessamine   

Henry 

Jefferson 

Jefferson 

Edmonson 

Wayne 

Hart 

Hardin 

Mercer 

Shelby 

Bullitt 

Warren 

McCreary 

Spencer  

Anderson 

Grant 

Bntler 


Jackson  . . . 

Boyd 

Madison..  . 
Madison.  • . 
Harlan  .  . .  • 
llarriMon  .  . 
Pendleton . 


Ilowan 

Fleminfr  . , 

Clark    

Carter  — 
Greenup.., 

Perry   

Lee    

Breathitt  . 
Letcher. . . 
Lawrence 
Mason 


Montgomery  . 

Clay 

Ciirapbell 

Johnson 

Pike 

Knott 

Breathitt 

Estill  

Madison , 

Madison 

I,ewis 

Whitley 


Clark 


Temperature,  in  degrees  Fahr. 


Preeicitation  in  inches  I  Number  of  day  8' 


497 

17 

mo 

5 

636 

3 

108,S. 

5 

n\> 

13 

m 

20 

926 

42 

,'i7l 

26 

.525 

22 

939 

42 

61.81+  l.( 
61. 6^+  l.( 

+  4.; 


2.7 


23 


0.54 
1.46 
1.92 
1.31 
1.88 
-1.31 
.71 
.93 


-0.95 
-1.10 
+0.61 
-0.85 


-2 

-0.96 
+  1.12 


-0.8B 
+0.16 
-0.9Sl  I 


+0.16 
+  0.98 
-0.41 


62 


-1  U3 
+0.06 
0.79 
-0.50 
0.77 
0.48 
1.08 


-0.50 
-0.92 
-1.12 

-0  78 


-0.61 


Eldred  G.  Young. 

K.  C.  Bennett. 

Brick  South  worth . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W.  R.  Carson.  Sr. 

Frank  T.  Street,  Jr 

W.  K.   Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Pat  W.    Wear. 

Henry  S.  Berry. 

Lockmaster. 

U.  S.  Engineers. 

Joe  Lagore. 

S.  J.  Lowry. 

Lockmaster. 

Wm.  Shelton. 

Lockmaster. 

Lockmaster. 

C.  E.   Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E .  Lewis  ■ 

Lockmaster. 

Lockmaster. 

R.  P.  Coldiron. 

Kentucky  Utilities  Co. 

Joe  Norfleet- 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 

Lockmaster. 

Mrs.  Bettie  K.  H.  Aloom. 

Lockmaster. 

L.  O,  Stiles. 

J.   C.  Ogg. 

Kentuckv  Utilities  Co- 

H.  H.  Vi'lllis. 

U.  S.  Weather  Bureau. 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Burnau. 

U.   6.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O    Cooper. 

Chester  Williams. 

Sisters  of  Loretto. 

Lockmaster. 

WillaS.Ratta. 

C.  W.  Guernsey. 

Airway  Station. 

Airway  Station. 

Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Npttie  B.   Simpson. 

Lockmaster. 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambrose. 

Lockmaster. 

Olou  Cook. 

S.  M  JHll. 

Jessie  Oldham. 

Lucille  C-  Stamper. 

C.  A.  Glascock 

Lockmaster. 

Mrs    Ruby  A-  Burton. 

Lockmaster. 

H.  A.  Baily. 

Lockmaster. 

Jas.T.  Goff. 

R.  J.  Howard, 

Zeb  Heston. 

Lockmaster. 

Matthew  Woodson 

W.  R    McKee. 

Garret  Combs  • 

Lockmaster. 

A.  L    Douta. 

U.  S  Weatlier  Bnrean. 

Csinev  Run  Com-  Ceu. 

R.   W.  Jones. 

Lockmaster. 

J.  W.  Crooke. 

Lockmaster. 

Lockmaster. 

Wadely  West, 

Lockmaster. 

.\irway  Station. 


more  years  of  record,  but  all  complete  reports  are 


1  det.-riiilningsectioh  or  division  means.  tliumsey,  Brownsville  and  Woodbnry  arc  Locks  on  the  Green  K'^^i  •  """*='  i.u>-^=  ai-r 

Reference  letters, ',".'.  appearing  in  the  table  indicate  wn^^iei;  of  days  missing;  for  example,  b  r.«;presents  two  aays^e 

" Bd  in  mei 


t  Also  on  other  dates.    ++  Received  too  late  to  be  included  in  means  and  summaries. 


n  e,  u  repiws«ui.H  I.VVU  i-i».v  a.  ,:.vv..  

I'r^cinitation  is  less  than  0.01  inch  ram  or  melted  snow 


i^ssmss^m^/ 


OCIOHKK,   1939 


CLIMATOLOUICAL  DATA:   KKNTUCKY   SECTION 


Daily  Precipitation  for  October 

1989 

Day  of  month 

1 

stations 

I 

2 

8 

4 

5 

6 

7      8 

9 

10 

11 

12 

18 

14 

IS     16 

17 

IS 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

20 

80 

81 

Western  DMfion 
Beaver  Dam Q- 

... 

.04 

T.' 

t" 

.06 
.25 

!i4 
.69 
.03 

ioi 

.13 
T." 

."6i 

.16 

::: 

.Ofl 
.14 
.02 

.19 
.20 

!ii 

.04 

.26 

.70 

.«3 
.67 
.60 
.63 
.43 

.22 
.24 
1.07 
.62 
.42 
.80 

1.34 

.04 
.02 
.05 
.03 
.05 

f.' 
T. 

1.70 

Karlinjrton  ' U- 

Kords  Kerry  Dam  60' 0. 

Gllbertsville' T. 

Dreenvilla G. 

Hartford  Q- 

Henderson 0. 

Hopkinsville' C. 

Lovelaceville M. 

Mayfleld  M. 

t)wen9horo  ' 0. 

Owennboro,  Dam  46  ' O. 

Caducah' • 0. 

I'aduoah  (near)i 0. 

.07 
.11 
.04 

.'io 
'."64 

.06 
.05 

1.6U 
1.25 

"m 

T.' 
T. 

.43 

!.'.' 

.26 

.'08 

.30 

2.26 

.60 
.02 
.16 
.04 
T. 

T«' 
.07 
.08 
.05 
.02 

'.'02 
T 

.89 
.41 
.26 
.37 
.43 
.11 
.09 
.47 
.40 
.40 
.12 
.21 
.40 

.11 
.19 
.48 
.17 
.15 
.09 
.94 
.43 
.69 
.30 
.06 
.60 
.56 
.34 
.04 
.35 
.06 
.48 
.12 

'.'40 
.22 

^74 
.68 
.21 

.'25 

'.08 
.31 
.81 
.15 
.06 
.16 
.04 
.40 
22 

'.'29 

.02 
■  IC 
1.37 
.81 

'.'59 
.26 

".k 

.IS 

i.:w 

.29 
.65 
.84 
.70 
.46 
.43 
.44 
.44 
.69 
.42 
.44 
.51 

.15 
.91 
.28 
.23 
.25 

1.45 
.13 
.34 
.32 
.85 

1.05 
.53 
.31 
.20 
.46 
.23 
.58 
.31 

1.80 
.22 
.80 
.42 

1.70 
.36 
.4( 

.'78 
.36 
.49 
.30 

.66 
.48 
.69 

i.r 

.36 
.97 

1.75 
.48 
.28 
.2' 

.52 
.Of 
.37 
.3C 

f. 

.3C 

.Ic 

.3C 
.2 

.06 
!b5 

^04 

2.64 

.05 

.90 

'!48 
.23 
1.26 
1.35 

1.97 

".ii 
.25 
T. 

.65 
.17 
.22 
T. 

^25 

1.00 

1.96 

.02 

.01 
.03 

2.14 

't',' 

.01 
.09 

2.22 

1.39 

n  9? 

.03 

.02 
".\b 

1.17 

Huuisey.  Lock  No.  2  ' G. 

Russellville  « • G- 

Uniontowu.  Dam  49' O. 

Centrnl  Divifum 

Addieon,  Dam  45.  ' 0. 

Auchoraite 0. 

Bowling  Green ' G . 

BowUiur Green  No-  2'.-- G. 

.04 
.29 

.11 

.07 

'.'■27 
.24 
.45 

!51 

.'45 
.48 
.1» 
.21 
.32 
.05 
.48 
.48 

'.'63 

'.'36 

'.'58 
.19 

■'26 
.51 

'^30 
.40 
.26 
.02 
.26 

'.'.SO 
.13 
.35 

.29 

'!67 

.13 

'lis 

.37 

'.'30 

.48 
1.04 
.22 

".'\h 

.75 
.74 

1.86 

i:63 

.92 
.60 
.91 
.86 
.44 
.88 

!69 
t'. 

.'03 
.04 

2.23 

2.20 

2.80 

.12 
.08 
.07 

T. 

1.89 

.15 
.07 
.06 
.07 

''07 
.14 

't'.' 

2.41 
3.19 
1.93 
1.43 

Burnside'   <^- 

(^arroUton    Lock  No.  1' i^- 

Cold  Spring,  Dam  36- O. 

Danville' K. 

DixDam,  Burgin..... K. 

.04 
.02 

T 

'"22 

2.56 

.02 

.74 

2  13 

.18 
.13 

■.'29 

.03 
.45 

.07 
.28 

90 

i.'is 
1.10 

.67 
.64 
.62 
1.52 

■;57 

2.67 

Eubank  ..••■• ■■ C. 

l^'rankfort.  Lock  No .  4' K. 

Gest,  Lock  No. 3'. K. 

Glasgow .......•.- G. 

(irant.  Dam  33' 0. 

High 'Bridge,'  Lock'  No. "7' .' .' ." .' .' .' ." .' .'  .K ^ 

Irvington   O . 

LaGrange. O. 

Lancaster' Iv. 

.06 

't.' 

2.20 

.11 
T. 

T.- 

1.92 

.10 
.02 

T. 

2  20 

.06 

'.'6i 

'i?.' 

1.34 

::: 

.20 

■:o2 

!oi 

.08 

.28 

.15 

.... 

.... 

.■34 
.40 

.85 

2.91 
2.4J1 

T. 

'.'06 

.... 

't. 

'02 

.50 

2.83 
2.83 

.75 

1.00 
.96 

".'62 

'.'60 
.66 

1.68 
.88 

1.15 
.67 
.49 

'!o2 

.06 

't. 

':o3 

T.' 

Lexington  J ■ Iv, 

Little  Hickman,  Lock  No.  8 't K. 

Lockport,  Lock  No .  2  ' K. 

Louisviu.eI  t 0. 

Do.  Bowman  Field O. 

Mammoth  Cave- G. 

Monticello  '  .    C 

Muufordville  ' G. 

iit.  .lohn' S 

.36 

f 
T. 

.12 

f. 
.43 
.20 

2.58 

.01 
.07 

't. 

.... 

■'■'■ 

.... 

2.68 
2  23 

.03 
.01 

L38 

2^77 
.43 
.^■2 
.18 

'.'85 
.38 

.01 

.07 
.09 
.30 
.51 

4.37 

.06 

.03 

T. 
T. 

T. 
.05 

'as 

1.29 
2.31 
3.90 

SalvUa,  Lock  No  6  't K . 

Shelbyville'  S. 

Shepherdsville...... 8. 

Smith's  Grove G. 

Stearns C. 

Tavlorsville  0. 

Ty roue, Lock  No., 5 't..... K. 

wniiamstown  L 

-Voodbury,  Lock  No.  4'. G. 

Eastern  Dlvinon 

'.'6s 

't.' 

■!i2 

'.'08 
.20 

■.'10 

'.'60 
.43 

."62 
.04 

.11 

'.'62 
.03 

'.'09 
.09 

".bi 

3.07 
2.49 

.80 

3  20 

.34 

1.80 
.83 
.60 

.75 
1.62 

.73 
L32 

i.k 

.75 
1.77 
1.45 
1  24 
1.60 
1.22 
.45 
.62 
.68 
... 
1.85 
.80 
.8C 

.0' 

.10 

.54 
T. 

.06 
.01 

't.' 

':63 
,02 

2.01 

.01 

.37 
.10 

.03 

L95 
1.80 

Ashlaud' u 

Coufg  e  iiiYi;  Lock  No.'  iV '.  V'.'. '. ! ! '.  K 
Cumberland..... C 

.64 
.34 

.5y 

.41 
.32 
.12 

't. 

.IC 
.24 
.If 
.IC 
.0' 

.'it 

t' 
.1 

T. 

.03 

.:'' 

.04 

T. 

4.'S 

T. 

2.P4 
"2!n9 

't.' 

'.'63 

Falmouth'  L 

Fanners  ' L 

Fo^rd.'Lock^No.  10  '  t .' .' ." .' ." .' .' '.'.'.' '. '.  '. .' .  K 

Grayson'. 0 

Greenup, Dam    30' O 

Hazard' K 

Heidelberg.  Lock  No.  14' K 

Jackson' K 

ienklns'   B 

Louisa' B 

Maysville,  Dam  33' 0 

Middlesboro      ..- C 

Mount  Sterling L 

Onelda't K 

.11 

.7.5 
.39 

.38 
.6-1 

■  hi 
.50 
.4f 
.52 

.2i 

.St 

.'s^ 

.6 

.6r 
.5 
.'2 

.3 
.4 

1.58 

.06 

2.97 

2.52 

f. 

T. 

2.09 

2  23 

•4 

l::: 

'.'is 

'.'6 

.1( 
.6( 
.4 
.8 
.4 
.2 

".it 

.3C 

.7( 
.2 

.05 

1.96 
2.61 
2  31 

.... 

.06 

".'oj 

1.36 

2.  51 

.3 

.0 

.18 

.1' 
T. 

.8 
.5' 

.1 

'.'e 

".2 
.2 
.2 

'.A 
.3 

.46 
V  .32 

.71 

3    '.H( 

.6r 

... 

r. 

'.'6 

5 ;;'. 

.02 

f. 
.0£ 

.0 

!i 

'^2 
.5 

A 

.1 

.4 

i- 

1;:: 

.02 

'.'ii 

.09 
'T 

1.31 

Pauitsville  ' B 

Pikeville B 

^?!i?^':;:::;::::::;:::;::::::::K 

i^'^;^ 

E 

1... 

.1 

I ... 

2 ;:.' 

1... 

E 

::: 

i.s: 

.4( 

til 

2i39 

Richmond' K 

Valley  View.  Lock  No.  9' K 

Vancehurg,  Dam  No .  .32  ' 0 

Williamsburg' . . .  •  •    (' 

Willow,  Lock  No.  13' K 

'WinchP8tpr                  ...                        .  K" 

.4 
.3 
.3 

T. 

•4 
.0 

1.0 

.4 
.2 

»'i!o 

S'l.l 

f)'  .2 

D     .4 

^1  7 

1     r05 

5,11 

,-,l--?4 
2.01 

L-,8.65 

Except  as  otherwise  indicated  oh.servatious  are  generally  made  law  in  the  afternoon,  near  sunset,  and  precipitation  rscorded  Is  for  24  hours  ending  at  time  of  ol.sprvation 
•First-order  Weather  Bureau  station :  precipitation  is  ior  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated.  -Precipitation  measured  in  the  morning 
amount  then  recorded  is  for  the  prpoeding  24  hours.  tPrecipitation  measured  with  recording  gage.  •Included  in  the  next  following  measuremeni 

T    Trace   or  precipitation  less  than  0.01  inch.  tPost  office  addres.ses  as  foUows:-Lock  .i.  Lawrencebnr?.  Ky.  :    Lock  6.  ^  erqa.lles,   Kv.  :  T^^ck  S.  .JM-bolsgvillo  Ky. 

Lock  in.  Red  finite    Kv.  :  Oneonta.  California.  Ky.  River   drainage  area   in  which  station  is  located  Is  indicated  as  follows:  (B)  Big  Sandy    (L)  Licking:  (  K 

Kentucky:  (S)  Salt-  (G>  Green:  tC)  Cumberland:     T'  Tennessee:  (01  Ohio:  (M)  Mississippi. 
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Daily  Temperatures  for  October,  1939. 


Stations. 


Wutem  Division. 
._  )  Maximum  . . . 

Beaver  Dam   j  Minimum .... 

;Maximum... 

Calhoun rMinimum.-.. 

,.      ,  (Maximum... 

Earllngton J  Minimum .... 

...  S  Maximum  .. . 

Qreenville (Minimum.... 

„      ,  I  Maximum  . . . 

Henderson i  Minimum.... 

„     ,  .        .,,  )  Maximum  . . . 

Hopkins  ville   j  Minimum .... 

,         .,,  )  Maximum  ... 

Lovelaceyille........  jMiuimum.... 

)  Maximum  ... 

Mayfield J  Minimum .... 

S  Maximum  . . . 

Murray  (Minimum.... 

J  Maximum  . . . 

Owensboro j  Minimum.... 

;Maximum  ... 

Paducan :Minimum.... 

,   ,         ,  :  Maximum  .   . 

Paducah  (near) ;  Minimum .... 

J  Maximum  .  .. 

Princeton |  Minimum.... 

„   -11  cc  J  Maximum  ... 

RussellviUeiS ,  Minimum .... 

Central  Division. 

)  Maximum  . . . 
Anchorage |  Minimum.... 

BowUng  Green j  Mfnimum .'.'.'. 

j  Maximum  . . . 

Danville )  Minimum.... 

^  (  Maximum  . . . 

Dix  Dam \  Minimum .... 

,  Maximum  . . . 

Eubank )  Minimum 

,  ,     .  Maximum  .. . 

Frankfort )  Minimum .... 

:Maxiraum  . . . 

Gla.«gow   rMinimum .... 

)  Maximum  . . . 

Greensburg j  Minimum. . . . 

,     ,     ^  Maximum  . . . 

iFvington ;  Minimum . . . . 

.    •*  uR^^A  (Maximum... 

Leitchfield ,  Minimum. . . . 

)  Maximum  . . . 

Lexington  )  Minimum . . . . 

,     .,,  )  Maximum  . . . 

Louisville i  Minimum . . . . 

DO.  Bowman  Field  :^[-^'r.::: 
^,    _  S  Maximum  ... 

Mammoth  Cave j  Minimum.  . .  • 

^      ,  .  i  Maximum  . . . 

St.  John (Minimum.... 

„,    ,^     ...  )  Maximum  . . . 

Shelbyville  j  Minimum . . . . 

«  *  Maximum  .  ■  - 

Smith's  Grove  .......  j  Minimum . . . . 

:  Maximum  . .. 

Steams :  Minimum . . . . 

„     ,        .,,  : Maximum  ... 

Taylorsville   -.Minimum.... 

miiiamstowB ]^rSn.::: 

Eastern   Vivifion. 
.,,  .Maximum  .  ■• 

Anjiville Minimum.... 

^,      ,  i  Maximum  . . . 

Ashland   (Minimum... 

)  Maximum  . . , 

Berea )  Minimum . . . , 

_      ,     , ^  I  Maximum.., 

Cumberland |  Minimum ... 

_  Maximum  . . 

Farmers |  Minimum... 

„  , ,  ,.  s  Maximum  . . 

Heidelberg ,  Minimum... 

„         .,,  )  Maximum  •  . 

MaysviUe (Minimum... 

Mlddlesboro ImniZm.V. 

Mount  Sterling I^ST:: 

,      .,,  S  Maximum  .  . 

Pikeville /Minimum... 

_.  .  „  )  Maximum  .. 

PlPPaPas'   (Minimum... 

n„i,.v,...„i  iMaxlmura.. 

Qnlcks:ind .•    ;Mi„imum... 

Kiolnnond...........   S^uT:: 

Williamsburg ^^^f^i'^Z.V. 

..'!„,  K„.f^,.  S  -'laximuw  . . 

VMnchehter i  Minimum  .. 


891  36  37   42 


44  441  42 
66  75  8-2 
88'  33|  30 


SO      91 

66l     64 
89i     89 


69  69|  79 

461  43|  47 

65|  70  80 

40  37l  40!     46 


S9 

7n 

<6 

38 

62 

ft7 

J< 

411 

62 

68 

1(S 

49 

M 

67 

48 

37 

83J     81 


14     15     16     17     18     19 


74 

71 

hi 

44 

7t 

79 

bt 

42 

6fi     69 

54      46 

71 

72 

5V 

47 

67 

7r 

4C 

AC 

68 

67 

MS 

5( 

68 

67 

SC 

40 

7C 

70 

51 

84 

1     7< 

73 

241     25 

69 

82l     29 


631  55 
83  70 
63     51 


81  89|  8H 

60  6oi  66; 

78  851  82: 

50  62]  61 

83  84|  89; 

49I  56[  66, 

85  881  88 

66  62  63 


SO      89      77 


90:  87 
48l  48 
901     88 


84  84  89 
50  521  53 

85  83  91 
62I  58i  60 


781  731 
401  41 1 
76      66j     64 


^1 

29 

38 

57      64 

V2 

87 

32 

32 

55 

63     691 

3^ 

29 

84  j 

6^ 

63 

75I 

34 

24 

84 

70 

58 

V2 

34 

29 

37 

57 

64 

71 

87 

24 

24 

57 

6r 

7ft 

41 

2f 

31 

69 

6^ 

68 

36 

32 

29 

64 

58 

BB 

34 

25 

26 

f,^ 

M 

74 

36 

28 

27 

5.') 

M 

3( 

'/<, 

82 

fiO 

6! 

6f 

36 

30 

29 

60 

67 

74 

44 

30 

29 

71 

7.5 

77 

86 

25 

25 

7.'i 

75 

R^ 

3 

40 

7h 

7' 

8( 

3? 

8! 

56 

6 

1     "'■^ 

3C 

1     '' 

40      40 


69 

69 

82 

77 

55 

6r 

82 

76 

65 
81 

69 
79 

67 

6i 

69 

76 
68 

75 

72 

64 

64 

73 

79 

fi2 

6; 

8r 

78 

67 

6. 

81 

82 

65 

62 

Vt 

kL 

65 

61 

1 

6(1 

S<: 

75 

8 

6 

6 

1 

81 

71 

I 

nr 

6)1 

V8 

7J 

60 

60! 

83      7,,     ,.,     ., 
49      66l     66      63 


641  "'^  ''21 

52!  56  58! 

78!  81  85 

52  42  64| 


761  811  85 

54  40]  57! 

8I1  84l  86! 

39!  421  ''] 


79;    85 

SO'    39I 

72      75 


74 

76l 

64 

6B 

76 

81 

62 

(.? 

75 

77 

66 

6S 

73 

V8 

6? 

64 

68 

71 

63 

65 

77 

77 

64 

64 

77 

78 

62 

60 

76 

68 

67 

''\ 

78 

41 

28 

8II 

80 

61 

621 

41 

28 

84! 

71 

62 

53 

3<1 

'M 

29 

(,» 

5! 

53 

3P 

40 

71 

6r 

51 

87 

27 

38 

52 

f( 

52 

84 

2i 

33 

51 

55 

,52] 

3f 

35 

48 

50 

6( 

35 

28 

40 

71 

■i;- 

42 

S8 

23 

30 

72 

6( 

58 

4- 

27 

40 

70 

59 

62 

27  i     34 

5? 

60      52 

40 

291     3ft 

61 

61 

?•? 

"76.3 
«46.0 
78.6 
47.0 
76.8 
49.8 
77.3 
46.5 
77.0 
47.3 
77.7 
45.8 


74.4 
46.7 
77.3 
49.1 


79 

67 

64 

86 

79 

64 

40 

6.8 

S5 

85 

64 

65      46 

80 

76 

60 

55' 

51 

28 

31 

35 

57 

B3 

4? 

28 

39 

26 

70 

48 

24 

26 

82 

60 

62 

53 

29 

33 

43 

661     61!     64      42i     28 


44i     R4l     401     56 


44.7 

76.8 
50.7 
75.8 


77.2 
48,3 
76.9 
43.8 
73.7 
48.4 
75.  B 
48.8 
73.6 
46.2 
72.3 
51.  ft 
72.9 

47. 0 

70.9 
45.9 
75.7 
49. 8 
74,4 
45.5 
74.2 
49.4 
72.8 


«75.a 

40.0 

45,8 
73.8 


43,6 
75.8 
44.7 
72.9 
45.9 
73.5 
44.6 


51.1 
79.5 
42.  6 
73.1 


iitf  InstrumHtitsftre  read  in  the  morning;  the  maximum  temperature  then  read  is  nhareed  to  the  preenrtin 
•.',•  eXf.-  indicate  rt'sppptivelv  1.  2,  3  fi^e..  days  missine  from  moor<}. 
WHO  LoiriivUlo    11  2630  IVxi 


rhich  it  almost  always  orcur 
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QENEBAL,   SUMMARY. 

I'iui8ual  dn-ness  and  long  periods  of  subnormal  temperature 
characterized  the  weather.  The  rainfall  was  barely  sufficient  to 
bring  up  the  fall  grains  and  sustain  growth.  Because  lack  of 
moisture  in  the  preceding  month  rendered  germination  uncertain 
and  made  the  soil  dillicult  to  work,  sowing  of  wheat  continued 
in  a  limited  way  through  the  first  two  weeks.  Most  of  this  very 
late  seeding  occurred  in  the  southern  and  western  counties. 
Wheat  had  scarcely  all  come  up  by  the  end  of  the  month.  Light 
to  moderate  showers  near  the  end  of  the  first  decade  increased 
the  water  content  of  the  surface  soil  enough  to  insure  continued 
growth.  A  few  days  of  relatively  warm  weather  that  followed 
these  rains  were  verj-  favorable  for  additional  germination.  From 
the  1st  through  this  period  day  temperatures  and  generous  sun- 
shine favored  advancement  of  fall  grains,  but  frequent  freezes  at 
night  had  a  retarding  tendency.  Therefore,  while  slow  improve- 
ment continued,  it  did  not  permit  grains  to  reach  the  size  de- 
sirable for  entry  into  winter.  Stands  improved  as  more  seed 
germinated,  mainly  west  and  south,  but  remained  unsatisfatory 
in  most  districts,  especially  on  the  drier  uplands  of  the  central 
and  northern  counties.  Although  undersized,  the  plants  were 
rooted  and  vigorous.  Rye  for  pasture  was  much  more  backward 
than  usual  at  this  time.  A  long  period  of  cloudiness  and  low 
temperature  in  the  last  half  greatly  decreased  the  progress  of 
grains  and  practically  ended  the  growth  of  pastures. 

Tobacco  stripping  made  fair  progress  during  and  immediately 
following  each  shower  period,  but  the  prevailing  dryness  pre- 
vented seasonal  results.  These  conditions  favored  corn  gather- 
ing, which  almost  reached  completion.  The  grain  was  cribbed 
in  excellent  condition.  The  usual  loss  from  wet  and  fallen  coi'n 
was  practically  non-existent  this  year.  Although  the  tempera- 
ture averaged  somewhat  lower  than  normal,  the  absence  of  in- 
clement conditions  made  heavy  feeding  of  livestock  unnecessary. 
Water  supplies  for  domestic  use  and  for  farm  animals  improved 
somewhat  toward  the  end  but  remained  short  at  all  times.  The 
rainfall  was  not  sufficient  to  start  small  streams  or  influence  wells 


than  1.0  inch.  For  the  State  the  total  prectipitation  ranged  be- 
tweed  0.20  inch  at  Loui.^ia  and  2.75  inches  at  Lovelaceville.  No 
thunderstorms  were  reported. 

MISCELLANEOUS. 

Nov.  16. -Twenty-five  forest  fires  in  the  eastern  mountain 
region  were  reported  by  the  State  Forester. 

Rivers  -  —  Pool  stages  continued  in  all  streams  of  the  State 
during  the  month. 

PEESSUBE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo , . , 

Cincinuati  . . 
Evansville..  . 
Louisville   .. 


Ill 

....Ohio 
...  Ind 
Ky 


29.86 
29.91 
29.95 
29.94 


I  s 


COMPARATIVE  DATA  FOR  NOVEMBER. 


Temperature. 


TEMPERATURE. 

Temperature  on  the  first  six  days  ranged  from  .5^'  to  15^  below 
the  seasonal  average.  Relatively  cold  weather,  with  less  pro- 
nounced daily  deficiencies,  occurred  from  the  20th  to  29th. 
lemperatures  varying  from  6""'  to  i5~^  above  normal  prevailed  in 
the  periods  7-lOth,  14-19th,  and  on  the  30th.  Maxima  of  65° 
to  70^  were  registered  on  several  days  in  these  warm  intervals. 
Extremes  for  the  State  ranged  between  79"  at  Quicksand  on  the 
10th  and  14°  at  Annville  on  the  27th. 

PRECIPITATION. 

Precipitation  averaged  about  one-third  of  the  normal  amount 
for  this  month.  Ix-cal  showers  occurred  in  the  period  ■J-Sth, 
sometimes  measuring  as  much  as  half  an  inch  but  usually  lighter! 
Light  to  moderate  and  more  general  rains  fell  in  the  interval 
19-25th.  At  a  few  western  stations  1.0  inch  or  more  was  regis- 
tered on  the  19th  and  20lh.  Precipitation  diminished  from  a 
total  above  2.0  inches  in  the  extreme  west  to  less  than  half  an 
inch  in  the  Big  Sandy  Valley.  In  a  few  western  counties  it 
ranged  betw^pn  2.0  and  3.0  inches.  In  other  western  and  most 
northern  districts  from  1  .(> to  1 .7  inches  occurred.  Most  stations 
from  the  center  of  the  Siate  east  to  the  Big  Sandy  reported  less 


1890 

1891 

1892.... 

1893 

1894 

189.') 

1896 

1897 

1898 

1899 

1900 

1901  •  •  • • 

1902 . . . . 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911..... ..■ 

1912 

1913.... 

1914 

1915.... 

1916 .....•••.... 

1917 

1918 

1919 

1920 

1921 

1922 

1924!'.!!;!!^.^!'!:'.  . 

1925 

1926 

1927 

1928 .......  

1929 

1930 

1931 

1932 

19-33 

1934 •■  . 

1935 

1S36 

1937.... 

1938 

1931 

Period 

tSl.year  average.- 


47.0 
41.8 
53-4 
42.5 
44.7 
46.4 
46.1 
44.2 


47.8 
44.3 
46. 1 
47.  4 
44.7 
49.8 
48.3 
46.4 
47.7 
44.9 
42. 9 
51.3 
46.8 


45.5 
50.5 
47.3 
42.9 
43.2 
47.9 
43.6 
46  4 


4.87 
6.04 
3-85 
3.12 
1-32 
4.29 
5.01 
4.69 
2.79 
2.12 


3.55 
5.02 
3.49 
2.61 
2. 29 
2.04 
4.51 
1.22 
3  25 
1.23 
4.80 
1.52 
1.23 


3.  ,52 
2.71 
1.54 
2.85 


3.68 
1.16 
3.39  ! 


Number  of  days 


■x  rv  .> 
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Oliinatolog-ical  Data  fo 

I  November,  1939 

Counties. 

1 

a 

1 

1 
1 

Temperature,  in  degrees  Fahr. 

Precinitation  in 

inches 

Number  of  days 

li 

s! 

1| 
1'^ 

stations. 

1 

si 

11 

1 

1 

1 

1 

0 

1 

jl 

0 

11 

s 

1 

>• 

Obeerrers. 

U'egtem  mvition. 
Beaver  Dam 

441 
437 
420 
356 
481 
519 
640 
382 

^t 
364 
412 
420 
404 
341 
390 
529 
384 
590 
357 

S52 

700 
500 
410 
705 
480 
489 
955 
770 
622 
1177 
504 
490 
760 
506 
581 

27 
85 
45 
10 

Eldred  G.  Yonng. 

McLean':::::::::: 

44.1 
45.2 

-  4.2 
-2.8 

72 
72 

17 
16 

20 
20 

5 
28 

46 
48 

1.24 
1.57 
1.49 
1.73 
1.02 

-2.40 
-2.05 
-1.68 

-2:52 

0.62 
0.72 
0.77 
l.OI 
0.42 

7 
4 
4 

17 
14 

1 
4 

12 

n. 

Hopkins 

Crittenden 

Marshall    

MuhlenDurg 

Fords  Ferry.  Dam  50  .. 

Tennessee  Valley  Authority. 
C.  R.  Lovell. 

22 

43.9 

-3.9 

72 

9t 

17 

6t 

48 

14 

s 

13 

n. 

Hartford  (near; 

Henderson 

Cliristian 

17 
43 
10 
30 
13 
42 
11 
19 
19 

f2 
26 
11 

11 

43 
22 
48 
40 
13 
15 
1,^ 

44.6 
44.6 
44.0 
46.6 
45.2 
42.8 

44'.5 
46.6 
45.7 

-1:1 

-  3.9 

-  4.2 

74 
72 
73 
74 
78 
68 

74 
74 
73 

15 

lot 

9 
9 

9 

17 

■■■9" 
9 
16 

20 
20 
20 
24 
26 
20 

■■23" 
19 
21 

5 
5 
6 
5 
27t 
5 
...... 

6 
0 

49 
45 

45 
35 
34 

44 

47 
42 

2.22 
1.67 
2.75 
2.  24 
1.96 
1.31 
1.22 
1.54 

'1.89 
1.28 
1.47 
166 

1.13 
0.74 
1.34 
1.03 
1.14 
1.38 
0.73 
1.05 
1.13 
1.21 

-1.57 
-2.35 
-0.61 
-1.64 
-1.44 
-2.01 
-1.59 
-2.29 

-1.40 
-2.14 
-1.81 
-1.10 

-1.67 
-2.50 
-2.30 
-2.83 
-2.32 
-1.55 
-2.51 
-1.96 
-2.00 

0^96 
0.85 
1.23 
1.00 
0.60 
0.56 
0.68 

0 
0 
0 
0 
0 
0 
0 
0 

5 

6 

6 
3 
4 

7 
6 

13 
19 

11 

15 

7 
4 
9 
10 
3 
3 

10 
7 

10 
9 

24 

e. 

": 

n. 
n. 

W.  K.   Morris.' 

Blaine  Malone. 

Mrs.  Joe  Payne. 
Put  W.  Wnar. 

Maynela-           

Calloway 

Henry  S.  Berry. 

Oweusboro,  Dam  46-  ■  ■ 

Lockmaster. 

McCracken 

McCracken   

Caldwell  . 

7 

14 
10 

6 

7 

4 

17 
9 
16 

n. 

Paducah  [near) 

Joe  Lagore. 
S.  J.  Lowry. 

1.21 
0.B7 
0.81 
0.92 

0.63 
0.42 
0.50 
0.62 
0.46 
0.74 
0,33 
0.82 
0.44 
0.34 

0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 

T. 
0 
0 

5 
7 
5 
6 

7 
4 
4 
4 
8 
4 
5 

4 

7 

Ruinsey,Lock2t 

Russellville 

Lockmaster. 
Wm.  Sbelton. 

Logan         

41.4 

-  6.6 

'1 

16 

22 

27 

36 

14 

'is 

16 

6 
6 

U 

ii 

a. 



e. 
w. 

Uuiontown.  Dam  49. . . 

Cailral  Division. 
Addison.  Dam  45 

Breckinridge   .... 
Jefferson 

41.4 

-  3.4 

68 
67 

17 
10 

19 
27 

6t 
6t 

43 
87 

Bowling  Green 

BrownsvillH.Lock  6t.. 

46. 2i-  1.7 

Mrs.  Lillie  G.  Causey. 

Edmonson 

Pulaski 

Sarah  E.  Lewis. 

(Jarrollton,  Lock  1 

Odd  Sprini<,Dam36... 

Campbell    

Rovlfi    

43.8 
'44.6 

-•3:0 

72 
69* 

lot 

15 

22 
22» 

28 
27 

44 

14 

10 

4 
4 

12 

16 

ne. 

96. 

R.  P.  Coldiron. 

Dix  Dam.  Bur^in 

Kadsville 

Merclr    .        .  . 

Kentucky  Utilities  Co. 

Joe  Norfieet. 

44 
43 
29 
12 
14 



17 
20 

5t 
27t 

is' 

5 
6 

'11' 

17 
13 

^'. 
'■26 

w. 

8. 

Frankfort.  Lock  4 

Franklin 

43.2 

-3.4 

71 

16t 

49 

1.15 
1.11 
0.90 
1.39 
0.90 
1.07 
1.63 
1.20 
2.22 
1.34 
1.15 
0.90 
1.03 
1.16 

1:13 
1.72 
0.89 
1.25 
1.19 
1.45 
1.06 
1.01 
1.20 
0.68 
MO 
1.12 
1.16 

0.76 
0.78 
1.09 
0.89 

-1.84 
-2.13 
-3.35 

-2^65 
-2.  II 
-1.62 

-1.04 
-2.60 
-2. 19 
-2.24 
-1.71 
-2.45 

-i:77 
-2  30 
-2.12 
-1.80 

-2^68 
-1  79 
-1.80 
-2.28 

-2.'i2 
-2.29 
-2.01 

0.41 
0.55 
0.31 
0.70 
0.25 
0.43 
0  63 
048 
0.80 
0.70 
0.68 
0.48 
0.61 
0.59 
0.46 
0.49 
0.55 
0.52 
0.69 
0.52 
0  32 
0.42 
0.63 
0  70 
0.30 
0.48 
0.55 
0.58 

0.36 
0.32 
020 
0.28 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0.1 
0 
0 
T 
T. 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

n 
0 
0 

T. 
0 
0 
0 

6 
6 
6 
6 
5 
6 
6 
9 
7 
4 
9 
4 
4 
6 
6 
6 
5 
3 

6 
12 
7 
7 
W 
3 
6 
7 

7 
9 
10 
7 

Lockmaster. 

Henry             

Lockmaster. 

rf  caf  ro 

K? 

44.2 

-  4.3 

72 

16 

19 

28 

45 

L.  E.  Turner. 

Grant,  Dam  38 

41.6 

-  4.1 

69 

10 

16 

27t 

44 

Mrs.  Bettio  K.  H.  Aloorn. 

High  Bridge,  Lock?.. 

Breckinridge   .... 
Oldham 

Lockmaster. 
L.  0.  Stiles. 

646      41 

44.8 

-  2.2 

71 

14t 

23 

5 

42 

9 
12 

4 
7 

17 

n. 

sw. 

8.50 

J.   C   ogg. 

LaGrange 

Kentucky  Utilities  Co. 

635 

660 
485 
459 
558 
800 
910 

43 
6.5 
29 
29 
66 
1 
4 

43.8 
42  4 

-  3.0 

-  2.4 

72 
69 

16 

17 

22 

6t 
27 

40 

u 

15 
14 

7 
3 

12 
12 

IS 

sw. 
ne. 

H.  H.  Willis. 

Fayette      .  . 

U.S.  Weather  Bureau. 

LittleHickman.LockSl 

Lockport,Lock2 

Louisville 

Do.  Bowman  Field. . 

Mammoth  Cave 

Monticpllo 

Henry 

Lockmaster. 

Lockmaster. 

.lefferson 

44.  6 
42  3 
40.2 

-  2.1 

67 
69 
69 

17 
16 
15 

29 
22 
17 

28 
8t 

28 

31 
38 
46 

t'.S.  Weather Biirsan. 

Jefferson 

Edmonson 

Wnvno 

U    8.  Weather  Bureau. 
Ivan  J.  Ellsworth. 
E.  0.  Cooper 

17 

14 

13 

3 

"4' 

12 
13 

'is 

sw. 

Chester  Williams. 

Kardin 

777  1  43 
520     24 
825      46 
500       2 
607        1 

43.2 

■42:0 

-  2.6 
-'2^8 

69 
'  68' 

17 

"iet' 

22 

"ii" 

S 

"28  " 

41 

Sisters  of  Loretto. 

Salvisa,  Lock  6i: 

Shelby  ville 

Me-cfi- 

.Shplby 

11 

11 

0 
10 

19 
9 

sw. 

BW. 

WiUaS  Riitta. 

Shepherdsville 

Smith's  Grove 

44.6 
43.6 
42.0 

-■3:1 

72 
71 
69 

17 
15 
15t 

23 
22 
17 

6 
5 
27 

39 
40 
43 

Mccreary 

Spencer 

489 
524 
943 
604 

33 
21 
36 
22 

R 
22 
36 
29 

2 
21 
50 
32 
14 
23 

y 

19 
15 

4 
IS 
13 
36 
41 
40 
46 

2 
17 

5 

5 
13 
20 
42 
26 
22 
42 
19 

2 

26 
14 

12 
11 

13 

4 

'b 

6 
8 
6 

0 

ii' 

IS 

11 

12 

nw. 
w. 

ne. 

Thad.  Cheatham.  Sr. 

Tyrone, Locks'!    

Anderson 

G  rant 

Lockmaster. 

Miss  N^ttiH  B.   Simpson. 

43.1 

-  2.1 

69 

io 

23 

27 

30 

Woodbury,  Lock  4  t .. 
Enrtem  DiviKion. 

Bntler 

Lockmaster. 

41.2 
45.1 
43.5 

-  4.0 

72 
75 
70 

10 
10 
10 

14 
21 
19 

27 
27 

49 

47 
38 

W.  A.  Worthington. 

Ashland   

Berea 

Collegp  Hill.  Lock  U  .. 

Boyd 

534 

1070 
611 

1440 
684 
600 
668 
870 
693 
5b9 
biO 
869 
663 
776 

1566 
584 
524 

1128 
930 
800 
497 
620 
636 

1035. 
732 
631 
926 
.571 
525 
939 
646 
964 

Lockmaster. 

Madison 

Luther  M.  Ambrose. 

Harlan 

Olon  Cook. 

0.51 
!.22 
1.00 
1.47 
0.76 
0.76 
1.25 
0.79 
0.92 
0.7fi 
0.6fi 
0  26 
1.15 
1.08 

0.96 
0..53 
0.56 

o>i 

1.39 
1.10 
1.0"- 
1.4S 
0.91 
1.02 
0.90 
1.16 

-2,52 
-1.73 
-1.99 
-1  91 
—2.  10 

-\.h; 
-1.77 

-2.26 
-1.99 

-3.06 
-2.44 
-1.B9 
-2.44 

-'i'95 

-2.40 

-2.96 
-1.33 
-2.19 
-2.41 
-1.40 
-2.« 
-2  36 

-2123 

OSl 
0.50 
0.30 
0.65 
0.27 
0.30 
0.55 
0.30 
0..I2 
0.25 
n.23 
0.06 
0.66 
0.42 

6'40 

n.17 

0.18 

'(\'.r<k' 
0..34 
0.40 

0.46 
0.S7 
0.39 
0.35 
0.32 
1.23 

0 
0 
0 
0 
T 
0 
T. 
T 
0 
T. 
0 
0 
T. 
0 

■  •  -.j,'  •  • 



T. 
0 
0 
0 
0 
0 
0 
0 
T. 

2 
6 
8 

7 

8 
5 

5 
7 
6 
6 

8 

"h 
4 

'3 

7 
5 

8 
6 
6 
9 
6 

S    M  Hill. 

falmoulh 

Pendleton 

Rowan 

Fleming   

Clark 

10 

"e 

": 

w. 

./essie  Oldham. 

Karmers   

Kleminjis'Jun;   

Ford,  Lock  101 

40.3 

-5.2 

67 

lot 

15 

27 

42 

Lucille  C-  Stamper. 
C.  A.Glascock 

Lockmaster. 

Carter   

is' 
io' 

15 

i6 
li 

"2 
ii 

8 
"5' 
"6 

is 
"9 

12' 

sw. 
n.  _ 

Mrs    Ruby  A.  Burton. 

Ur<;enup.Dam  30  

I'erry ..:;::::.... 

43.3 

"72" 

10 

20 

'27t 

'47' 

H.  A.  Baily. 

HcidelberK,  Lock  14  . . . 

Lee   ...........:;. 

Lockmaster. 
.las  T   Goff. 

Letcher         

R.  J    Howard, 

Louisa 

Maygville,  Dam  S3  ... 

Lawrence 

Mason..     . 

42.4 

•'42.  I 

■43:2 

MS.  6 

45.' i 

-  2.8 

-  4.2 



-'1^4 
-'2a 

69 

67' 

"76  " 

■■79» 

70 

10 

"io" 
io 

"l5t 

21 
19'' 

'24' 
17" 

is' 

271 
28 

'e' 

'28' 
'27' 

44 

43*' 

■'47" 
66" 
"36" 

Lockmaster. 

Bell 

Mount  Storling 

Onpifla 

Montgomery 

Clay 

Garret  Combs. 

On.-oiita.  Dam  Ssi 

PiiiiitHvillp             

Lockmaster. 

Johimon        

A.  L.  Donta. 

Hik.'ville 

Pike 

Cfney  Run  Com.  Ceu. 

QnirksHnd 

Ravenna.  Lock  12 

Breathitt . 

Eotiil     ... 

Lockma.'^tcr. 

Madison  

Valley  View.  Lock  9. . . 
Vancebiirg.Dfini  32  .. 

MudiBon.  ..:::..: 

I/pwis 

Lockmaster. 
Lockmaster. 

Whitley 

44.2 

-  3.4 

70 

2t 

17 

27 

49 

VVadely  West. 

Willow.  Lochia....... 

Lockmaster. 

Qlj^flj                 

42. 8 
43.6 

-'2.8 

68 
79 

15t 
10 

24 
14 

S 
27 

St 

66 

Airway  Station. 

Sta'"  avMratref!  and  ox 

Ireines 

i 


All  temperature  data  are  taken  from  self-registering  thermometers. 

The  d-partures  from  normal  temperature  and  precipitation  are  comput/^d  only  for  such  stations  as  have  t«n  or  more  years  ot 

used  in  determiningsection  or  division  means.  tUumst  y,  Brownsville  inul  Woodbury  am  Locks  on  tlie  Green  Kiver; 

Reference  letters.  •.  ''.  ',  appeajiiig  in  the  table  indicate  number  of  days  missing:  for  example,  b  represents  two  days,  etc, 

♦  Also  on  other  dates.    ++  Received  too  late  to  be  included  in  means  and  summaries,         T    Precipitation  is  loss  than  0.01  1 

Errata  -«lcpt"mb»r.  I93'»:  Pasre  34.  Paducah.  lowest  temperature  shoiild  he  -18  on  23d;  Shelbyville,  greatest  24.hour  amount 


nch  rain  or 
should  be  0 


mplted  snow 
56. 


[ovEMnER,  19;^9 


CLIMATOLOGICAL  DATA:   KENTUCKY  HECTiON 


Daily  Precipitation  for  November, 

1089. 

Stuhous 

Day  of  month 

4 

1 

•i 

8       4 

6 

6 

7 

8 

9 

10 

11 

U      18     14 

16 

16 

17 

18 

19     20 

21 

22 

28 

24 

26 

28 

27 

28 

29 

80 

■' 

I 

Wettem  Diviiion 
fftver  Dwn 

:: 

.05 

.01 

"."62 
.61 

".'io 

.72 
.10 
.25 
.40 

1.24 

.24 

.77 
1.01 
.15 

1  57 

ords  Ferry  D»in  b6« 

....0. 

.68 
.48 

.02 
.04 

T. 

.01 

T. 

1. 71 
1  02 

reunvilli)  . 

. . . .  o 

G 

.OS 

.42 

0 

0 

.16 

.63 

.78 

.63 
.96 

.85 

.08 

2.22 

oplJii\aville          

.61 

.10 

"ios 

IV, 

....M 

.80 
.69 
.84 

.30 

.18 
1.23 
1.00 
.30 
.04 
.31 

i.'2i 

.05 
.11 
.13 

.01 
.17 
.32 

.22 
T 

.80 

nyrteid    

...T 
() 

.08 

f. 
.02 
.01 

'.'02 
.02 
.07 

.07 

T. 
T. 

i 

io; 

.07 

f.' 

1.96 

.60 
.63 
.68 

.39 
.56 
.46 

".'08 
.57 
.81 
.92 

t" 

.42 
.62 
62 
.30 
.74 
.19 
.32 
.26 
.34 

.02 
.02 
T 

'.'64 
.01 

1  S4 

weuBboro,  Uara  -16  » 

....0 
(} 

.03 

".04 
.01 

.06 
.03 

'.'B4 

'.'42 

■f.' 

.02 

.08 

"t." 

.02 

■f- 

T. 

aducah  (near)t 

:::: 

"i".89 
1.28 
1.47 

ninsev,  Lock  No.  2  « 

ussellviUe  » 

....0 

....o 
....o 

....  G 
...  G 
....G. 
..  C 

■■■■ 

.57 
.47 
.44 

.53 
T. 
.60 
.45 
.85 
.20 

"."is 

.16 

uiontowu.  Dam  49' 

Central  Dhision 

.06 

.08 

.01 

T. 

T. 
'.'12 

.04 

.01 
T. 

tv 

.... 

'.::: 

t ' 

1.66 

0  74 

owling  Green   

owlinjc  Green  No-  2"  •  •  •  • 

:::: 

tV 

1  34 

.10 
.03 
.03 

ioe 

1.17 

rownsvi lie, Lock  No.  6* 

1  03 

.4( 

.'38 
.28 

'."oa 
.02 

.03 

"ios 

.06 
.23 

":23 

.04 

1  14 

.  ..K 

... 

".02 

T. 

"."22 

.... 

nld  Spring,  Dam  36'' 

'.'.'.'. 

.04 
'."21 

0.73 

anville'' • 

.... 

"."44 

1.05 

adsville '            ' 

T. 

T. 

.23 

.34 

.02 

.02 

.14 

.12 

1.2 1 

ubank     

.     .  C 

rankfort.LockNo.  4' 

::::i. 

.... 

.... 

07 

".03 
.01 
.■10 
.02 
.01 

i'V 

.01 
T 

tV 

03 

".05 
.03 
.01 

tv 

'.'08 
.03 

.02 
'.U 

.13 

".10 
.09 
.08 
T. 
.04 

'.'25 

;27 

.15 

.17 
.28 

.41 
.55 
.31 
.36 
.25 
.43 
.63 
.48 
.25 
.70 
.54 
.46 
.61 

'.29 
.49 

[52 
.59 
.62 
.32 
.42 
..53 
.17 
.28 
48 

.25 
.06 

[70 
.12 
.26 
T. 
.03 

'[62 
.01 
.24 
.13 

t"^ 

.04 
.55 
.08 
.02 
.21 
.06 
T. 
.08 
.70 
T. 

.03 

t" 

.07 

."64 
.01 

'^80 

f  ■ 

'.'17 
.20 

.16 

-.11 
.02 
.22 
.05 
.02 
T. 

:::: 

T. 

■■n'5 

est.  Lock  No.  3^ 

".*02 

1.11 

0.90 
1.39 

rani  Dam33» 

....0 
....G 
....K 
....0 
0 

. . . .  K 
...O 
....  0 
..   .G 
..     .C 
....G 

■'.;. 

'.::: 
:.:. 

f. 

.14 
.22 

.16 

tv 

T. 

igh  Bridge,  Lock  No.  7' 

.... 

'."36 

.04 
.30 

1.07 

aGrange 

aucaster' 

.... 

.01 

1.2U 
2.22 

.12 

'!oi 

".06 

.... 

.60 

.10 
.26 

'."45 

'.'29 
.48 
.21 
.22 
.03 
.34 
.13 

■[is 

.10 
.50 

.05 
.08 
.17 
.12 

exington  t 

itt'e  Hickman,  Lock  No.  8  =t 

.10 
.10 
.03 

.05 
.04 
.08 

T. 
.02 
.07 
.14 
.IC 

'.0\ 
.02 

''oi 

T. 
.09 

.17 

'."il 

.46 

:".:: 

f.' 

.24 

'.'29 
.26 

.01 

.06 

T. 

1.15 
0  90 

ockport.  Lock  No.  2* 

OUISVILI-E'I 

i:.:c:. 

T. 
T. 
T. 
.01 

'.'io 

.11 

T. 

tv 

.06 
.15 

T. 

T. 
T. 

l'.16 
1.17 

onticello  * 

unfordville  " 

.47 

.50 

1.72 
0.89 
1.28 
119 
1.15 

I    .loliil    • 

.ii 

.36 

■:05 

.03 
.06 
.05 
.07 
.01 
.03 

.06 
.12 

.03 
.12 
.01 

.05 

.05 
T. 

■.'62 
■f. 

".'02 
.04 
.04 

.13 
.06 

.01 
".07 

.03 
.12 
.13 

■;6i 

.05 

"!io 

.03 
.02 

"'02 
.14 
.10 

".05 

"."03 

Uvisn.LockNo6«t 

....K 

|... 

'.'01 

T. 

".'io 

....  8 
...   .G 
C 

s. 

L 

....G. 

C. 

'     K 

tV 

'.in 

.05 
.02 
.10 
.09 

".W 

1.01 
1  20 

avlorsville 

y'roae.Lo.kNcV-t..... 

0.68 
1  10 

.'illiaia^towu  

bl    '"^ 

.01 

.18 

■;i7 

.58 

..36 
.18 
.20 

.28 

.06 
.32 
.13 
.12 

Eastern  Divmon 

nnvii;e  ' 

sl.li.nd2 

0.76 
0.78 
1.09 
0.89 

oIlPHelliU.  Lock  No.  ll^  .... 

. . . .  K 
.  ...   C 
.....L 

L 

L 

L 

....K 

0 

O 

....K 

....K 
...K 

...    B 

B 

O 

C 

L 

...K 

viitbiaiiM  - 

T. 

'!i3 

.02 
.07 

.03 
.SO 
T. 
.26 
.12 
.05 
T. 
.30 

.'ii 

.08 

'.']3 
.10 

".03 
.09 

T. 
.02 

■;68 

'.07 

".n 

.07 

.31 
.37 
.18 

".'27 
.21 
.25 
.12 
.24 
.22 
.11 

.20 

.60 
.30 
.30 
.10 
.25 
.56 
.16 

t" 

23 
.05 
.66 
.OS 

'.'40 

T 
.18 

'.'ie 

.28 
.10 
.S4 

.67 

"..35 
.14 

T. 

.10 
.14 

■[20 

"[02 
18 

0  61 

almouth^    

armers  - 

leir.iiigsburg  ' 

ord.LockNo.  10  M 

rayson  '' 

reFiiup.-Dam    30^ 

.... 

I 

.oe 
'.'os 

;::: 

".OS 
.13 

tV 

'."24 

.22 
.12 

".'is 

'[06 
.10 
.07 
T. 

'^09 
.04 

'.'63 

'.'01 
0^ 

T. 
.02 
.04 
.05 

tv 

.12 
.05 
T. 
.02 
.04 
.02 
.05 

tv 

J7 

.01 

.05 

1.22 
1.00 
1.47 
0.76 
0.76 
'  25 

a2;ard  -     

0  79 

eidelberg.  Lock  No.  14^ 

ackson  - 

::::|::-; 

t. 

0.92 
0  76 

i-iikms'- 

•««l   -'^ 

0  66 

.13 

.04 

•  07 

"."03 

".'08 
.15 
.08 
.10 

'!08 
.10 

"tV 

.12 

.06 
.16 
.OS 

'."22 

"."os 

.... 

.17 
.42 

"."is 

.12 
.02 

.07 
.02 

".\» 

T 

T. 

iddlesboro      .  ■• 

... 

■.'67 
tV 

T. 
''04 
''oi 

1  08 

I ount  Sterling 

nelda=t 

iieonta  Dam  35  '^ 



"t. 

f. 

"6'96 
0  .ijj 

aintsvillp    2 

B 

B 

K 

ikeville. 

.02 

"ss 

.18 
.10 
.12 
.27 
.16 

'[14 

.06 
'[22 

■;i2 

'ioa 

.04 

T. 

T. 

.01 

T. 

Ippapass  — 

uickaaiids 

... 

0  91 

aveniia    l.ork  No    12^    

:::. 

.34 

.40 
.46 
.23 
.19 
.30 
.32 

.08 
.05 

''03 
1. 

.11 

.04 

M 

.19 
.20 
.05 
.08 

■;i5 

.05 

:::: 

.... 

'.v.: 

1.39 
1.10 
1.05 
1.48 
091 
1.02 
090 

ichmond   

i.llpy  View.  Lock  No.  y^ 

anceburg.  Dam  No .  32  - 

^'illiainsbur^^.... 

■illo'V.Lork  No.  IS- 

rii.ch.-otei-     . 

O 

.      (' 

K 

Kxfept  as  .itlierwi.'^e  indicated  obi<ervations  are  generally  made  lati-  in  the  afternoon,  near  sunset,  and  precipitation  recordpd  is  for  24  hours  ending  at  rime  of  obser\'ation. 
'First-order  WVatbcT  Bureau  station;  precipitation  is  lor  the  24-hour  period.  midnigJit  to  midniffht  unless  otherwise  indicated.  -Precipitation  measured  in  the  morning: 
amount  tlien  recorded  is  for  the  preceding  24  hours.  iPrecipitation  measured  with  recording  gage.  'Included  in  thn  wx\  toliowmg  nieasureniein 

tPost  office  addrpsst's  a.s  follows: -Lock  .'i.  LMWreiicebnrtr.  Ky.  :    Lock  6.  Versailles.    Kv.  ;  Lock  8.  TJicboldsville  Ky   : 
Rifcr   drainage   area    in  which  station  is  located  is  indicated  as  follows:  (B)Big  Sandy    (L)  Licking;  (K) 
Kentuctv;  iS'  Sal'-  •n\  Gieen;  'Ci  Cuniberlaud;     T    Tennessee;  'O    Oliio;  IM>  .Mississippi. 


T.  Tra. 
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CLIMATOLOGICAL  DATA:  KENIUCKY  SECTION. 


NoVEMBTiR,    1939 


Daily  Temperatures  for  November,  1939. 


Stations. 


Weslerii  Divinon. 
^  j  Maximum  . .  • 

Beaver  Dam   i  Miuimum . . . . 

iMaximum... 

Calhoun  :Miuimum...- 

^    ,.    _^  (  Maximum  ... 

Earlington j  Minimum 

.„  i  Maximum  .. . 

Ureenville j  Minimum .... 

„      ,  I  Maximum  . . . 

Henderson.... i  Minimum ... . 

.  .        .„  Maximum  ... 

HopkinsviUe   (Minimum.... 

,        ,       _.,,  (Maximum... 

Lovelacevillfi........  j  Minimum.... 

i  Maximum  . . . 

Maytipld i  Minimum.... 

Maximum  . . . 

Murray   )  Minimum .... 

j  Maximum  . . . 

Owensboro )  Minimum 

:Maximum  . . . 

Paducah :Minimum.... 

,   ,         ,  :  Maximum  .   . 

Paducah  (near) :  Minimum 

J  Maximum .  .. 

Princeton 1  Minimum.... 

„   ...  „„  (Maximum  ... 

Russell  villei;!) )  Minimum .... 

Cmtral  Dh>iiii"n . 

\  Maximum  . . . 

Aiiotiorage (Minimum.... 

Maximum... 

Bowling  Green (Minimum.... 

\  Maximum  . . . 

Danville J  Miuiuuim.... 

(  ^'axiiiium  ... 

Dix  Dam ,  Minimum.... 

)  MaxiDium  ... 

Kiibank j  Minimum 

,  ,    ,  Maximum  . . . 

Frankfort \  Minimum .... 

J  Maximum  . . . 

Glasgow   (Minimum.... 

j  Maximum  . . . 

Greenshurg j  Minimum. . . . 

S  Maximum  . . . 

Irvlngton j  Miuimum.... 

(Maximum  ... 

Leuchfield )  Minimum.... 

Maximum  . . . 

Lexington   (Minimum.... 

.     .„  (Maxinuim... 

Louisville j  Mininumi.... 

Do.  Bowman  Fifld   ■  MiV,Vii'iu'n'. '. '. '. 

(  Maximum  . .. 
Mammoth  Cave ,  Miuimum 

j  Maximum  . . . 

f''  •    lol'" (  Minimum  — 

,^   ,^     .,,  (Maximum ... 

Shelby ville   (Minimum.... 

„    .^.,    _       „  'Maximum... 

Smith's  Grove  ...•-.  (Minimum.... 

:  Maximum  . . . 
Stearns...   •••• .Minimum.... 

Taylorsville   '.m^mum. '.'.'. 

Wi.Hamstown ]  SJfnimur.::: 

KiiHlern   Division. 

.Maximum  . .. 

Annville :Minimum.... 

,,      ^  (Maximum... 

A-S'i'^'"^    (Minimum.... 

i  Maximum  . . . 

"•Tea (  Minimum.... 

„      ,     ,      ,  I  Maximum . . . 

Cumberland |  Minimum.... 

_  Maximum  .. . 

Farmers |  Minimum.... 

„,,,.„  3  Maximum  ... 

Heidelberg ^  Minimum.... 

.,  ...  (  Maximum .  .. 

^'aysville ,  Minimum.... 

.,, , ,,    .  )  .Maximum  ... 

Mlddlesboro i  Minimum . . . . 

Mount  Sterling.....   ^ |^f,f/"u,n . ! ! ! 

Pikevllle iMfidmum.'.:: 

_,  (  .Maximum  ... 

Plppapass   (Minimum.... 

QnicksHud :Mi„imum.... 

„,  ,  J  :Maximum  . .. 

KX'i.iiionn  ...........   : jiinimiini . . . . 

Williamsburg i^f^^zs'.;:; 

Winchester   ]  ^^^^IZS  y.: 


47 
32!     34 
46 


281  42 
601  62 
23!     38 


25      42 
57      46 


33      23| 

it!     601     59 

251     22' 


491     581 
80i     35 

4b\     68 


44  27 

31!  22 

591  63 

41i  2i 

69!  68 

42!  26 

6O!  66 

43l  21 

62i  66 


^5 

26 

50 

50 

26 

2V 

41 

45 

i^6 

26 

51 

48 

2ii 

3! 

54 

44 

28 

32 

5f 

47 

W 

27 

4t 

45 

80 

27 

64 

49 

22 

a 

fil 

49 

3f 

35 

6( 

46 

26 

29 

46 

45 

22 

27 

5- 

48 

25 

27 

4i 

45 

2( 

23 

5' 

47 

2. 

28 

56 

46 

2o 

27 

fif 

52 

■21 

SI 

&■ 

ft'l 

8( 

sr 

1< 

fi^ 

2- 

2(i 

SI 

4h 

8( 

n 

22 

50 
32     21 


38 

43 

32 

29 

41 

46 

36 

84 

49 

65 

27 

21 

42 

hi 

3f 

24 

66 

67 

25 

24 

4( 

46 

32 

24 

13     14     15      16     17     18 


34  23 
62  59 
40 


I 

59 

29 

5.^ 

5V 

32 

27 

55 

57 

2S 

26 

55 

57 

3,1 

28 

54 

55 

34 

32 

56 

68 

21 

54 

54 

33 

29 

57 

57 

2S 

21 

K 

58 

Ti 

■X 

55 

5£ 

26 

27 

RR 

5.S 

26 

22 

58 

rc 

3{ 

25 

M 

57 

'n 

26 

65 

35 

58 

fifi 

31 

■28 

fifi 

67 

2- 

22 

r,y 

60 

»■ 

3f 

6: 

5f 

2: 

31 

5 

57 

3- 

28 

39!  42 
71!  69 
47 


66 

34  39 

381  421 

68  69 

37 1  39 

66;  67 

38!  45 


32j  36 

69]  08 

35 

08 !  69 


82i     36;     39      42 


20     21     22     23     24     25 


36  35 

37  44 


42 
37  32 
45  50 
38 


32]     841 


32      S61 

50|     451 


46l     461 
34i     891 


50  50 

40l  28 

45      45  45 

36      32  27 


21 

Sq' 

46 

57 

25 

37 

4^ 

52 

2;- 

38 

52 

55 

26 

42 

53 

63 

27 

4( 

5r 

6<- 

19 

3!^ 

52 

50 

46 
20 

53 
19 

47 

22 

52 

42 

58 

?;- 

5( 

54 

17 

18 

48 

52 

22 

2b 

I  charged  to  the  preonding  day, 


which  it  almost  always  occurs 


iiisvillf    12  28  39  no!' 


U.  S.  DEPARTMENT  OF  AGRICULTURE.  WEATHER  BUREAU. 
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KENTUCKY    SECTION 

J.  L.  KENDALL. 


Vol.  XLIV       Louisville,  Ky.,  December,  193&  No.  12 


OENEKAL   StTMMART. 

Weather  nmch  warmer  than  normal  prevailed  during  the 
first  two  decades.  Although  temperatures  frequently  fell  to 
freezing  or  somewhat  lower  at  night,  the  relative  warmth  and 
sunshine  of  the  days  caused  slow  growth  of  winter  grains  to  con- 
tinue. Of  these  rye  and  barley  showed  most  improvement.  In 
occasional  fields  grains  reached  almost  full  size  for  this  stage  of 
development  and  practically  covered  the  ground.  In  most  cases, 
however,  plants  remained  undersized  but  became  well  rooted  and 
vigorous,  largely  as  a  result  of  this  late  spell  of  favorable  weather. 
Growth  increased  in  the  very  mild  weather  at  the  end  of  the 
period.  A  rather  abrupt  change  to  winter  conditions  began  on 
the  20th,  followed  by  heavy  snow  in  central  and  western  districts 
on  the  24th.  Additional  snow  on  the  27th  spread  over  the  east- 
ern districts.  Most  of  the  grain  growing  section  of  the  State 
had  moderate  to  heavy  snow  cover  during  the  severe  freezes  that 
centered  about  the  25th  and  31st.  Prior  to  the  onset  of  mid- 
winter weather  plowing  had  continued  quite  generally,  but  there 
was  some  hindrance  in  places  from  dry  soil.  The  lack  of  rain 
also  retarded  tobacco  stripping  during  the  warm  period  and  the 
dry  cold  weather  interfered  during  the  last  decade.  The  water 
supply  for  livestock  remained  scanty  in  most  places.  It  was 
increased  by  melting  snow  in  the  southern  counties  late  in  the 
month,  but  much  inconvenience  resulted  at  that  time  from  the 
freezing  of  shallow  pools  and  small  streams.  The  snow  melted 
very  slowly  in  central  and  northern  districts,  where  two  to  five 
inches  remained  on  the  ground  at  the  end  of  the  month.  The 
weather  of  the  first  three  weeks  was  exceptionally  favorable  for 
completing  corn  gathering  and  jther  early  winter  work  outdoors. 
Livestock  ran  in  the  open  and  feeding  requirements  were  rela- 
tively low.  Egg  production  before  the  cold  spell  was  higher  than 
usual.  The  midwinter  severity  of  the  last  week,  with  the  heaviest 
snow  accumulation  in  many  years,  stopped  field  work  and  raised 
the  needs  of  animals  to  the  cold  weather  maximum.  Ice  on 
roads  made  traveling  hazardous  in  the  central  and  northern 
parts  of  the  State. 

TEM.PEBATTJEE. 

Except  on  the  3d  and  4th,  which  were  moderately  cold,  mean 
tejnperatures  on  most  days  from  the  1st  to  19th  ranged  between 
o  and  20  above  normal.  There  were  two  short  periods  of 
decided  warmth,  7-lOth  and  16-19th,  when  maxima  exceeded 
60".  Most  days  after  the  20th  showed  rather  large  temperature 
deficiencies,  especially  in  the  north-central  counties  near  the 
end  of  the  month.  On  the  coldest  days,  which  were  the  25th 
and  31st,  minimum  temperatures  ranged  from  0°  to  10°  in 
northwestern  districts  and  from  10^  to  15°  in  the  southern  and 
eastern  counties.  Extremes  for  the  State  were  72°  at  three 
stations  from  the  7th  to  10th  and  -2°  at  Quicksand  and 
Heidelberg  on  the  25th. 

PRECIPITATION. 

Thp^  precipitation  for  the  State  averaged  somewhat  more  than 
halt  the  normal  amount.  In  the  extreme  northern  counties  it 
ranged  between  1.2  and  2.0  inches.  In  a  broad  east-we.st  belt 
through  the  center  of  the  State  from  2.0  to  3.0  inches  occurred 
Some  southern  counties  received  from  3  0  to  4.0  inches.  For 
the  State  amounts  varied  between  4.11  inches  at  Montieello  and 
1.15  mches  at  Cynthiana.      Light  to  moderate  rain  oeeurred  in 


the  periods  Ist-Sd,   13th,  and    19-20th.     Most   districts   were 

visited  by  heavy  snow  on  tlie  23d-2Uh  and  26.27tl1 .    More  than  half  of  the  total  preclpl. 
tatlon  iu  many  districts  fell  In  thesi;  two  snowstorms.    No  thunderstorms  were  reported. 

MISCELLANEOUS. 

Deoeniber  9-12th, -Twenty-six  forest  flres  were  reported  to  be  active  In  the  eastpm 
and  southeastern  counties. 

if^r/Ts.-The  run-off  was  very  slight  and  streams  remained  at  pool  stage  during  the 
month. 

Errata.  -October.  1939,  page  88:  Mayfield.  lowest  temperature  should  be  31  on  the 


PBESSUEE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Cairo III. 

Cincinnati Ohio 

Evans ville..' Ind. 

Louisville   Ky. 


30.40 
30.41 
30.42 


29.61 
29.60 
29.59 
29.56 


Wind. 


s 


il 


COMPARATIVE  DATA  FOE  DECEMBER. 


1938... 
1939.... 
Period 


60.2 
37.8 
42.4 
34.6 
39.0 


34.1 
34.8 
38.6 
32.3 
36.7 
30.7 
36.4 
37.3 
39.0 


41.6 
37.2 
39.5 
32.8 
37.0 
35.5 
26.5 
44.8 
34.6 
38.6 
41.7 
41.5 
46.6 


39.0 
35.4 
46.1 
37.9 
44.2 
37.0 
30  0 
40  5 
35.5 


Precipitatioi 


1.67 
3.51 
4. 10 
4.22 


2.74 
4.26 
2.59 


4.38 
5.64 
3.20 
2.42 
3.46 
3.37 
6.25 
3.98 
2.73 
5.22 
7.56 
4.23 
2.01 
4.44 
4.93 
2.89 
4.40 
5.64 
6.60 
5.97 
0.89 
6.01 
8.37 
2.32 
2.72 
2.21 
5.48 
4.32 
4.99 
2.18 
2.39 
4.51 
2.94 
1.85 
2.32 


Nuihber  of  days 


tSl. year  averages. 
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ULlMA'fOLOGlCAL  DATA:  KENTUCKY  SECTION 


December,  1939 


Olimatologrical  Data^foiJPgceinber,  1939. 


Western  Division. 

Beaver  Dam 

Calhoun 

Karlingtou 

Fords  Kerry.  Dam  50 

Gilbertsville 

Greenville    

Hartford  (near; 

Henderson 

Hopkinsville 

Lovelaceville ■ 

Maylield 

Murray 

Owensboro 

Oweusboro,  Dam  46 

Paducaii 

Paducah  [near)  •  - 

Princeton 

Rnmsey,  Lock  2  ;... 

Russellville 

Uniontown.  Dam  49. . . 
Central  Division. 

Addison,  Dam  45 

Anchorage 

Bowling  Green...... 

Brownsville,  Lock  61 

Burnside 

Carrollton,  Lock  1. .. 
Cold  SpriuK,Dam36. 

Danville 

DixDam,  Burgin.... 

Kadsville 

Eubank  

Frankfort,  Lock  4... 

Ge.st.Lock  3 

Glasgow   

Grant,  Dam  38 

Greensburg.......... 

High  Bridge,  Lock  7.. 

Irvington  

LaGrange 

Lancaster 

Leitchtield 

Lexington j- ••,•••,; 

■:-ittleHickm!in,Lock81 

I.ockport,  Lock2 

Louisville 

Do.  Bowman  Field. . 

Mammoth  Cave 

Monticello 

Munfordville 

ot.  Jonn 

Salvisa,  Lock  61 

Shelby  villa 

Shephordsville 

Smith's  Grove 

Stea ins   

Taylorsville 

Tyroni.  Lock  51    

Williamstown 

Woodbury,  Lock  4  t.  .. 
Eivtlem  Division. 

Annville 

Ashland  


Ohio-.-- 

-Mci  ean 

Hopkins 

Crittenden 

Marshall    

Muhlenourg... 

Ohio 

Henderson 

Christian 

Ballard 

Graves  

Calloway • 

Daviess 

Daviess 

McCracken 

McCracken   ... 

Caldwell 

McLean 

Logan    

Union 

Breckinridge   . 

Jefferson 

Warren 

Edmonson  .  . . . 

Pulaski 

Carroll 

Campbell    

Boyle   

Mercer 

Wayne 

Pulaski 

Franklin 

Henry 

Barren  ..   ..-• 

Boone 

Green 


ridge 


.lessami 

Brpcldn 

Oldhair 

(■iarrard  .  ■  • 

Grayson.., 

Fayette.... 

.Tessainine 

Henry 

.Jefferson  . 
Jeffer.son  . 
Kdmonson 
Wayne  — 

Hart 

Hardiu  . . . 
Mercer  . . . 
Shelby  ... 
Bullitt  .... 
Warren. .. 
McCreary 
Spencer  . . 
Aud'Tfon. 

Grant 

Bntl.-r.... 


College  Hill.  Lock  11... 

Cumberland  

Cyulliianii 

falmouth 

Farmers   

Flemingsbnrg   

Ford,  Lock  101 

Grayson  

Greenup.  Dam  30 

Hazard 

Heidelberg, Lock  14  ... 

Jackson 

.Jenkins  — 

lA>uisa 

Maysville.  Dam  33  .... 

Middlesboro 

Mount  Sterling 

Oneida    

Oneonta,  Dam  351 

Paiutsville 

Pikovllle 

pippapaes 

c^nicksaiid 

KHVeiinn,  Lock  12 

Richmond 

VHlley  View.  Lock  9.. 

\'!inceburg.  Dam  32 . . . 

Williampbursf 

Willow.  Lock  13...... 

Winche.ster .■ 

Staf"  avwraffMPande; 


Carter    

Qraenup 

PTry   

Breathitt  ..■••' 

Letcher.   

Lawren.-e  .... 

-Mason 

Bell  

Montgomery  . 

Clay 

t^nmpbell 

.Johncou  .... 

Pike 

Knott 

Breathitt 

Estill     

Madison 

Martidoii.    ... 

T,ewis 

Whitley 

Clark   • 


Temperature,  in  degrees  Fahi 


Precipitation  in  inches  Number  of  days 


a  . 

S     m    O    ►:!    O 


640 
S«2 

17 

524 

43 

479 

10  ■■> 

364 

412 

13 

4V0 

42 

404 

11 

341 

19 

390 

19 

32 

3«4 

22 

590 

26 

357 

11 

8.52 

11 

700 

500 

43 

410 

22 

70,1 

48 

4H0 

4(1 

489 

13 

9to 

15 

770 

15 

622 

1177 

44 

504 

43 

490 

29 

760 

12 

989 


1032  I  IS 
635  1  43 
55 
29 
485  ;  29 
459  1  66 


910 


+  1.0 


+  3.6 

+  0.8 
'.37.81+  2.2 


o 


—1.42 
-1.16 
-1.61 


1.86  - 
2.76- 
2.S3I- 
3.13- 
2.43- 
2.47- 


-1. 

-2.39 

-1,09 

-2.05 

-2.03 

-1.36 

-i.l4 

-2, 17 
-1.42 
-1.5' 
-1.6' 
-1.31 


0.87 

0,47 

.43    0.56 


-1.65 

-O-70 

0.42 

-?.ll 

0,55 

0.72 

-1  78 

0.60 

-1  56 

0,70 

-1,45 

0,45 

n  89 

-?,ia 

0,85 

0.84 

I,?5 

-1  m 

0.5H 

-1  35 

0,71 

-?  IC 

0,  58 

-2.51 

065 

0.97 

-2,94 

036 

064 

-1.03 

0,68 

-1  5,^ 

(Vgi' 

0.63 

0  SO 

-l,4fi 

1-30 

-9,2- 

0.54 

-1,43 

0,  OS 

-1.7C 

0,76 

0.55 

-1.54 

1.36 

23 


EldredG.  Young. 

K.  C.  Bennett. 

Brick  Southw  orth . 

Lockmaster. 

Tennessee  Valley  Authority. 

C.  R.  Lovell. 

W    R.  Carson.  Sr- 

Frank  T.  Street,  Jr 

W.  K.  Morris. 

Blaine  Malone. 

Mrs.  Joe  Payne. 

Pat  W.   Wear. 

Henry  S.  Berry. 

Lockmaster- 

U.  S.  Engineers. 

Joe  Lagore. 

S-  J.  Lowry. 

Lockmaster. 

Wm.  Sheltou. 

Lockmaster. 

Lockmaster. 

C.  E.  Barret. 

Mrs.  Lillie  G.  Causey. 

Lockmaster. 

Sarah  E.  Lewis. 

Lockmaster. 

Lockmaster. 

R.  p.  Coldiron. 

Kentucky  Utilities  Co. 

.Toe  Norfieet. 

Mrs.  Katie  Payne. 

Lockmaster. 

Lockmaster. 

L.  E.  Turner. 
Lockmaster. 

Mrs.  Bettie  K.  H.  Alooru. 
Lockmaster. 

L.  O.  Stiles. 
J.  C  "gg- 

Kentucky  Utilities  Co. 

H.  H.  Willis. 

IT.  S.  Weather  Bureau, 

Lockmaster. 

Lockmaster. 

U.S.  Weather  Burean 

U    S.  Weather  Bureau. 

Ivan  J.  Ellsworth. 

E.  O,  Cooper 

Chester  Williams. 

Sisters  of  Loretto. 

Lockmaster. 

WillaS.Ratta, 

C.  W.  Guernsey. 

Airway  Station. 

Airway  Station. 

Thad.  Cheatham,  Sr. 

Lockmaster. 

Miss  Nettie  B.   Simpson. 

Lockmaster. 

W.  A.  Worthington. 

Lockmaster. 

Luther  M.  Ambrose. 

Lockmaster. 

olou  Cook. 

S.  M  Hill 

Jessie  Oldham. 

Lucille  C-  Stamper. 

C.  A.  Glascock 

Lockmaster. 

Mrs    Ruby  A.  Burton. 

Lockmaster. 

II.  A.  Bally. 

Lockmaster. 

Jas.T   GofT. 

R,  J    Howard. 

Zeb  Ileston. 

Lockmaster. 

Matthew  Woodson 

W.  R    McKee. 

Garret  Combs , 

Lockinnstt'r. 

A.  L    Donta.  „ 

r.  S  «eatli(T  Bureau. 

C(>.nev  Run  Com,  Cell. 

1(.    W.  Jones. 

Lockmaster. 

I  .  \V.  Crooke. 

Lockmaster. 

Lockmaster. 

Wadcly  West, 

Lockmaster. 

Airway  Station. 


data  are  taken  from  self-regi.stering  thermometers. 


i  have  ten  or  more  years  of 
.ocks  on  the  Green  River; 


record,  but  all  eomplote  report.s  are 
otiier  Locks  are  on  the  Kentucky  River 

inch  rain  or  melted  snow 


t  Also  on  other  dates. 


DlOlKMlJliK,    l*Joi> 


CIJMATOUKUCAL   DATA:   KKNTUCKY   SKCTION 


47 


Wettem  Dirigion 

Beiivor  Daui 

Cftllioim 

Kiirliurton — 

Kords  Kerry  Dam  60° 

GllberteviUe" 

urofuvin* 

Hartfora  

llandorsou 

aoi>kiii8vine 

LoveliioevlUe 

Maytield 

Murray    

i.)\veiisboro 

Ovveneboro,  Dam  46  ' • 

Huducah'^. 

I'Bduc'fth  I  neiir)  t 

I'liiiceton       • 

Kunisey ,  Lock  No.  2  ' 

Ki.ssollvillo  s 

I'uiontowu.  Dam  49^* 

rentrnl  Division 

Addisou,  Dam  45.  ^ 

Auuhorage 

Bowling  Green 

Bott-liiitr  Green  i^o-V  ■■■■. 
browusville,  Lock  No.  0-. . 

Buniside'''   ■  — 

CarroUtoa   Lock  No.  1-... 

Cold  Spring,  Dam  36= 

Danville" 

Dix  Dam.Burgin 

Eadsvllle* ••• 

Eubank  ..-•■■ •••■•■ 

Frankfort.  Lock  No.  4=.... 

Gest,  Lock  No.  3'- 

Glasgow • 

(irant,  Dam  33'' 

(ireeuciburg •■ 

High  Bridge,  Lock  No.  7". 

Irvington   

LaGrange 

Laucaister^ 

Leitchrteld  - 

Lexington  t . .. 

Little  Iliikmnii,  Lock  No. 

Loclvport.  Lock  No .  2 

LonisvU-[,F.'  X 

Do.  Bowman  Field.... 

Mammoth  Cave'^ 

Monticello  ^ 

Munfordville  - 

St.  John    •■    

Salvisa,  I.ockNoe  '•'1 

Shelbyville     

Shepherdsville 

Smith's  Grove 

Stearns • 

Tavlorsville 

Tyrone,  Lock  No.  5  -t • . 

VVilliamstown  

Xoodlmry.Locli  No.  4-. .. 

Eastern  Divisioi 


College  iiill,  Lock  No.  ll^ 
Cumberland  —  .  . .  —  . . . 

Cyntliiaiiii  - 

Falmouth^   

Farmers  - 

Flen:lnirsbnr5  ^ 

Ford.  Lock  No.  10 -t 

Grayson  - 

Greenup,  Dam    30- 

Hazard'^ 

Heidelberg.  Lock  No.  \i^ . . 

Jackson  - 

leukuis'-   

Louisa- • 

Maysville,  Dam  33- 

Middlesboro      — 

Mount  Sterling 

Oneida  M •■ 

Oneonta  Dam  35  ^ 

Paintsville   2    

Pikeville. 

Pippapass  — 

CiuicUsund^ 

Ravenna,  Lock  No.  12-.... 

Richmond  

Valley  View,  Look  No.  9-. 
Vanceburg.Dam  No.  32  '' . 

Williamsburg-,.  •••■ 

Willow,  Look  No.  13- 

Winchester     .    


G 

G 

0, 

.......T 

G 


Dally  Precipitatiou  for  December,  1089. 
Day  of  mouth 


1      'i       8      4      6       6      7       8       9     10     11     12     18     14     16 


.39i  .10 
,121  .19 
,ll'  T 


AH 
If, 
,40|   .0-2 
,22]   .11 


05  .32 
10  .60 
39    .22 


06   T. 


.041 


^01 

.03 

.'oi] 

T. 

.10 

.::. 

.02 

;o3 

.06 
.02 

.321. 


.42 

.'io 

.Rl 

T. 

.U 

.!( 

.0 

■  V 

T. 

r. 

.  64! . . . 


4fi 

'r:\ 

.20 

.Rf 

.OHl 

27 

.05! 

.36 

....1 
1251 

.27 

4(1 

..W 

.05 

05 

.51 

.02 

"."3f 

■  rV  1 

.IC 

0.S 

16 

-Ob 

■.50 
.27 

..SO 

".u 

4ft 

T. 

.!^' 

05 

.r. 

..1' 

T. 

.R6 

.02 

2.21 

2.87 
2.99 
2.90 
2.01 
8- 06 
2.47 
2. 90 
3.5a 
2.07 
1.86 
2.'6 
2.88 
8. 18 
2.48 
2.47 
1.98 


2.98 
2.99 
2.81 
2.87 
1.27 
1.22 
2.44 
I. CO 
2.99 


2.02 
2.57 
2.35 
2.11 
2.04 
2.43 
1.87 
2.59 
4.11 
2.78 
2. 12 
2.31 


4.10 
2.46 
2.24 


115 
1  61 
2.12 

; .  62 

2.16 
1-25 
1.61 
2.69 
2. 54 
3.88 
2.61 
2. 29 


2.43 
1.53 
2.  66 
2.30 

1.97 


Kxci'pt  a«  otherwise  indicated  obser* 
'First-order  Weather  Bureau  station 
amount  then  recorded  is  for  the  pre( 
T.  Trace,  or  prtjcipitntion  less  than 


•ations  are  generally  made  late  in  the  afternoon,  near  snn.set.  and  precinitation  reeorded  i: 

;  precipitation  is  lor  the  24-hour  period,  midnight  to  midnight  unless  otherwise  indicated. 

■edinir  24  liours.  tPreeipitation  measured  with  recording  gage.  'Included 

0.01  inch.  tPost  office  addresses  as  follows: -Lock  f,.  Lawrencehnr^    Ky   ■  }''<^\f'-  ,  Lickine 

Kiver   drainage   area   in  which  station  is  located  is  indicated  as  follows:  (B)Big  sandy    (L)  Licking 


for  24  hours  ending  at  time  of  observation. 
-Precipitation  measured  in  the  morning: 
n  tlie  uHXT   following  measurfmeiu 
ersailles.   Kv.  :  Ix^ck  i*.  NicholagviU-  Kv   : 


California.  Kv. 

I  Cumlierland;     Ti  Tennessee;  (O)Ohii 


.M)  Mississippi. 
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December,  1939 


Daily  Temperatures  for  December,  1939. 


Stations. 


Wettem   Division. 

Beaver  Dam  iJ}f„f=.: 

;  Maximum  . 

■  :Minimum.. 
(  Maximum  . 

■  )  Minimum.. 
{  Maximum  . 

■  (  Minimum.. 
I  Maximum  . 
I  Minimum.. 

H"^'''"^-*"^   - iM^muT: 


Calhoun  .. 
Earlington  . 


Greenville.  . 
Henderson. 


Murray 


Maximum  . . 
Minimum... 
Maximum  . . 
Minimum... 
Maximum  . . 


Owensboro -j 

■.Maximum  . . . 

■■■   :Minimum 

: Maximum  .  . 

"•■  :  Minimum 

J  Maximum  .  . . 
■■■  I  Minimum 

R--"vine§s ]^sr.::: 

Central  Diiisiitn . 


Paducah 

Paducah  (near) . 


Princeton 


Ancnorage 

Bowling  Green. 


■  )  Minimum 

j  Maximum  ... 

■  (  Minimum 

\  Maximum  . . . 

)  Minimum 

I  Maximimi  . . . 

■  (Minimum 

j  Maximum  . . . 

■  (  Minimum 

j  Maximum  . . . 

■  (  Minimum 

\  Maximum  . . . 
'(  Minimum 


Frankfort 


Glasgow   ... 

«-nst.urg 1^«5=::: 

Maximum  .. . 

Minimum 

Maximum  . . . 
Minimum 

i^-'— \^SZS.::: 

^-i-i"e l^Sr.::: 

Do.  Bowman  Field  :^If-i-^um... 

1  Maximum  . . . 
'  Minimum.  . . . 

Maximum  . . . 

Minimum  — 

sheibyviiie !^s^::: 


Irvington  . 
Lfiitohfleld 


Mammoth  Cave. 


8t.  John 


Smith's  Grove 


'  Maximum . 
(  Minimum.. 
:  Maximum  . 


^ayio-viiie i^ss:z.: 

^^^n.msu..n ]^Sr.: 

Eattern   Diviginn. 

.Maximum  . 

■■■   ;Minimum.. 

i  Maximum  . 


AnnvlUe  ■ 


Ashland 


I  Minimum 

(  Maximum  ... 

/  Minimum 

I  Maximum  . .. 
I  Minimum.... 
I  Maximum  ... 
I  Minimum 


Pllfeville  . 


(  Maximum  . . . 

/  Minimum 

I  Maximum  . .. 

I  Minimum 

:  Maximum  . . . 

:  Minimum 

j  Maximum . . . 
I  Minimum  — 


^''>^''''- ••••!^i''nruT:: 

'i°"^'=-"^ iMlSS^;: 

:Maximum  . . 
:Minimum  .. 
:Maximum.  . 
iMinimum. .. 
)  Maximum. . 
I  Minimum  .. 


Klohinoiid  — 
Williamsburg  . 


Winchester 


31 
34 
30 
43 

26 
36 

32i    29 
Jl      54 


55  55 
42 
55  55 
39      44 


28  281 
52  63 
35     30 


12     13     14     16     16 


17     23 

45     «.1 
46 


43      58 
61 


32 
40 
32      25 
37      32 


22  11 

39  40 

28!  31 
86 


331  32 
121  25  23 
39!  35  35 
141  23!  24 
39i  38! 
28! 


16 


20I 


351     36 
281    29 


30 

42(     43 
36 


61.1 
28.6 
49.3 
28. 0 
61.2 
29.3 
•51.0 
•28.5 
51.8 

5K2 
32.2 
46.9 


50.5 
31.4 
44.0 


47.2 
26.1 
50.4 
31.4 
49.9 
28.8 
49  :i 


26  6 
48.5 
27.8 
61.1 
29.8 
49.5 
26-6 
48.2 
29. 1» 
48.7 
800 
45.0 
28.2 


45.1 
28.1 
46.8 
26.6 


47.3 
31.8 
49.  2 

2?..  a 

46.8 

29.3 

48.4 
24.  6 

49.0 


25.4 
46.7 
31  fi 


K  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  oharcred  to  the  prppi^ding  day 
•.".•  etc-,  indicate  rpsppftivelv  1.  2.  H  etf ..  days  missing  from  wword. 
WHO  IxiiWRvlIle.  128  40  lift!' 


ihic.h  it  almost  always  occiiis 


V/fi:* 


4^ 
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Vol.  XLIV         Louisville,  Ky.,  Annual,  1939 


No.  13 


OBNERAL   STTUMABT. 

Weather  much  warmer  than  normal  earlj'  in  January  started 
untimely  expansion  of  buds  and  growth  of  winter  grains.  Un- 
seasonable warmth  predominated  in  February  and  March,  caus- 
ing further  advancement  of  fruit  to  a  stage  that  endangered  its 
safety.  Brief  periods  of  sharp  cold  in  these  months  checked  the 
premature  development  of  vegetation.  Grains  had  entered  the 
winter  undersized,  therefore  the  growth  caused  by  the  prevailing 
warmth  improved  their  general  condition  but  did  not  advance 
them  to  the  extent  that  the  freezes  would  cause  injury.  Some 
winter  plowing  was  accomplished  early  in  January,  after  which 
wet  weather  prevented  any  progress  of  consequence  with  this 
work.  The  heavy  and  persistent  rains  continued  through  April 
and  greatly  delayed  all  phases  of  farm  activity.  The  abnormally 
low  temperature  of  this  month,  in  connection  with  the  wet 
weather,  retarded  gardening  and  spring  growth.  Flooding  of 
bottom  lands  in  the  western  part  of  the  State  interfered  seriously 
with  plowing  and  planting  of  these  areas.  The  dry  weather  of 
May  was  opportune  at  first  in  allowing  plowing  and  planting  to 
go  forward.  Toward  the  end,  however,  the  drying  and  harden- 
ing soil  began  to  impede  the  growth  of  some  crops  and  the  late 
preparations  for  planting.  Too  much  rain  in  June  and  in  the 
eastern  counties  in  July  adversely  affected  cultivation  of  crops, 
haymaking  and  harvest.  Seasonal  temperatures  favored  all 
growth.  Except  for  excessive  rains  that  damaged  tobacco  and 
soybeans  in  the  Burley  district  and  weather  too  dry  for  the 
staple  crops  in  the  southwestern  counties,  the  month  of  August 
was  generally  favorable.  In  central  and  eastern  sections  pastures 
continued  good  to  luxuriant  throughout  the  summer.  Very 
dry  and  decidedly  warm  weather  in  September  caused  early 
maturity  and  complete  ripening  of  crops,  but  it  brought  all  late 
growth  to  a  standstill  by  the  end  of  the  month.  Dry  weather 
in  October  hampered  plowing  and  seeding,  prevented'  germina- 
tion of  grains,  and  developed  water  shortage.  Temperatures 
much  above  normal  advanced  the  curing  of  tobacco  and  drying 
of  corn,  but  practically  ruined  late  potatoes  and  pastures. 
November  and  December  continued  dry,  with  much  incon- 
venience from  shortage  of  water  for  livestock.  Light  showers 
furnished  barely  enough  moisture  to  sustain  the  growth  of  grains 
and  maintain  meager  water  supplies.  Grain  that  came  up  in 
November  started  very  slowly  because  of  low  temperatures,  but 
abnormal  warmth  in  December  caused  some  growth.  Although 
small  in  size,  the  continued  slow  development  brought  the 
grains  to  vigorous  condition  before  the  dormant  state  was 
reached  late  in  December.  V/inter  plowing  and  other  outdoor 
work  advanced  almost  without  hindrance  from  the  weather. 
The  prevailing  dryness  delayed  tobacco  stripping,  which  was 
possible  only  in  the  brief  shower  periods. 


The  Weather  By  Months. 

.Taniiary.-Frequentfree=!ing:andthawingr  in  the  last  three 


«  AP^}}  ■  ~J^'?'*  ^^'^^  **'**  ^'^  opened  were  largely  destroyed  by  the  f roezcH  of  thn 
nrsthiilf.  Tobacco  rlft.iits  wern  backward  In  coining  up  and  ktow  very  slowlv  until 
Jat8  In  the  month.     The  <mts  en, p  ui.s  muhIi  iv.inced  because  wet  weather  prevented 

»owinff.     Crop'icMli.innciit   \wi-  alH.nt  lu,,  v,.-.  ks  late. 

Way.-Thcdi.laycls.nl  coiMlitl.inini,'  .-M.n.lcfl  the  period  of  corn  planting.  Dry 
woatherpreventiMl  lol.aci  i,  mI  Iniif  in  ilir  hiii.\  sections.  High  teinccratures  in  the  last 
two  weeks  brought  up  ((irii  and  colli.n  witlninuMKil  promptness  cauFlng  rapid  growth. 
m,.  June. -Rains  in  the  first  weelt  ciml.led  tol.u<co  fanners  in  hll  iy  districts  to  transplant, 
The  rainfall  was  less  and  farm  progress  better  In  the  cotton  district  and  extreme  western 
counties.  Corn  grew  rapidly  but  sulTered  from  weedlne-ss.  Kxcel  lent  stands  of  tobacco 
were  obtained- 

.luly. -Floods  along  creeks  caused  extensive  dnmago  and  loss  of  life  in  the  mountain 
counties.  Southwest  of  the  lower  Green  the  weather  wa-s  too  dry  and  corn  began  to 
deteriorate.  Temperature  and  soil  conditions  were  generally  favorable  for  planting 
late  potatoes. 

August. -Cutting  tobacco  began  In  the  burley  district  near  the  end  of  the  first 
c!ecaile.  llitrh  huniKhty  delayed  preliminary  curing.  Fair  weather  late  in  the  month 
lavored  culling  and  curing  tobacco  and  stopped  the  damage  to  tomatoes.  Pastures 
varied  from  luxuriance  in  the  east  to  poor  conditions  in  the  southwest, 

■  T.-I.nti-  potatoes  Kivw  .sli)\sly  tfi  t lie  stage  of  setting  tubers  but  made  little 
r.ss.  loliaicn  (iiif'l  iii.,ri-  riipiflly  than  desirable.  The  weather  was  ideal 
ati'  hay      (  urn  iliinl  snllieicntly  to  Ije  gathered.    Dry  soil  hindered  prepa- 


furli 


grains  on  the  heavier  soils 


injured  winter 


i„.    ■     .1  4.V,  ,   ,        -  periods  of  rain  favored  handling  tobacco     iieavvrai 

late  m  the  month  caused  the  first  sharp  rise  in  the  streams  of  tlfe  State 

February. -Temperatures  fluctuated 
siderably  belo' 


,  lely  ill  short  periods  from  far  above  to  cou- 
raiufall  packed  the  land  that  had  been  plowed 
isive  flooding  of  bottom  lands.     Very  little  could 


normal,  ihe  heavv 
eaTlier  in  the  winter  and  caused  exteii 
be  done  in  sowing  tobacco  plant  beds 

to  bloom  in  western  districts  toward  the  end 


(irtober.-htuiiulatud  by  liulit  showers,  much  grain  came  up  feebly  and  died  as  the 
moisture  disappeared  under  the  influence  of  mid-summer  heat.  Plants  that  survived 
made  httle  growth.  Water  shortage  developed  In  upland  sections.  Pastures  dried  up 
early  m  the  month, 

November. -Stands  of  grain  improved  as  more  seed  germinated,  following  the  light 
showirs  Seeding  continued  during  the  tir.st  two  weeks,  torn  gathering  advanced 
practically  to  completion,  and  the  grain  was  cribbed  unusually  dry.  Water  supplies 
improved  .somewhat  toward  the  end. 

December. -Grains  made  no  growth  of  consequence  after  the  20th.  Because  of 
the  unsaturated  condition  of  the  soil,  freez&s  caused  no  injury.  E.xcept  toba';co  .strip- 
ping, fall  and  early  winter  work  was  generally  ahead  of  its  usual  stage. 


COMPAKATIVE  ANNUAL  BATA  FOR  KENTUCKY, 


1890 

1891 

1892.... 

1893 

1894 

189.5 

1896 

1897 

1898 

1899 

1900 

1901.... 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911........ 

1912... 

1913.... 

1914 

1915.... 

1916 

1917 

1918 

1919 , 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

192S........ 

19'29 

1930 

1931 

1932 

1933 

1934 . 

19.35 

1936 

1H38'.'.'."....  !.".'.'.'.'.'."]!.' 

193.9   . 

Period    

tSl-year  average-s 


Temperature. 


65.6 
57.1 
56.3 
55.3 
55.5 
57.1 
55.0 
57.6 


55.3 
55.8 
57.0 
56.1 
57.7 
56.5 
55.3 
58.0 
54.6 
57.9 
56  3 


53.5 
56.5 
57.9 
55.5 


55.0 
57.6 
56.1 
67.8 
56.0 
56.2 
67.6 
59.0 
67.7 
68.4 
57.6 


-20 


44.40 
35.65 
44.35 
41.16 
35.10 
47.68 
48.84 
47.76 
41.94 
51.41 
50.67 
46.77 

47!46 
41.80 
51.92 
45.49 
46.01  j 
40.64 
52.13 
46,90  I 
49.42  i 
44.43 
53.92  I 
42  68 

-  9  i     41.11 
-11  ;    49.95 

-  3  I     .53.45 

-  8  i    45.61 
-15       48.46 


Number  ot  days 


B2 


14.9  I  118 

14.5  I  119 

9.5  109 

10.0  108 


44.19  I  40 


106  —  9 
lin  i  -19 
105 
113 


0  I  49.86 

4  I  45.78 

5  47.35 
30  I  45.63 


106 

159  j 

116 

170 

104 

1.54 

113 

160 

119 

170 

115 

161 

105 

169  1 

104 

168 

129 

149 

123 

157  1 

111 

166 

121 

1,55  ! 

95 

175 

114 

166 

110 

173 

115 

1,54  : 

100 

171 

123 

1.51 

97 

170 

120 

151  1 

Ifil 

92 

107 

165  1 

inq 

161  1 

50 
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Annual,  1939 


Olimatological    Data   for   the   Year    1939. 


Temperature  (degrees  Fahrenheit). 


WB8TEBN   DIVISION' 

Beaver  Dam   

Calhoun 

Earlington 

Ford's  Ferry 

Gilbertsville 

Greenville  

Hartford 

Henderson 

Uopkiusville 

LoveUceviUe 

Mayfield 

Murray 

Owensboro 

OwensboroDam  46 

Paducah   

Paducah.  near 

Princeton 

Knmsey.  Lock  2 

Russellville 

LiiiontovvnDain  49-.  ■ 

CENTRAL  DIVISION. 

Addison   Dam  45 

Anchorage 

Bowling  Green 

Brownsville,  Lock  6  . 

Bnmside  

Carrollton,  Lock  1 

ColdSprinK 

Danville    

Dix  Dara.Burfrin 

Eadsville  

Eubank 

Frankfort 

Gest.LockS 

Glasgow  

Grant 

Greensburg  •  ■ . 

High  Bridge,  Lock  7.. 

Irvington    

LaGrange 

Lancaster 

Leiichfleld  •  •  • 

Lexington 

Little  Hickman,  Lock  8 
Lockport.Lock2  . 

Louisville  

Bowman  Field  •••■ 
Mamniotli  Cave  — 

Monticello    

MunfordviHe 

St.  .John 

Saivisa.Lock  6  •■■■ 

Shelbyville 

ShepherdsviUe  . . . 
Smith's  Grove — 

Stearns  

Taylorsville  ..... 
Tyrone,  Lock  5  . . . 
Williamstowu.  ... 
Woodbury, Lock  4 


Ohio  ■ 

McLean 

Hopkins 

Crittenden... 
Marshall  — 
Muhlenburg 

'  bio 

Henderson. . . 
Christian.  ... 

Ballard  

Graves 

Callowav.  ... 

Daviess' 

Daviess   

Mccracken  . 
McCracken 

Caldwell 

McLean 

l..i>Kaii 

Union 


Breckinridge 

Jefferson 

Warren    

Edmonson   . . 


Campbell 
Boyle  .... 
Mereer  . . . 
Wayne  •  .. 


Henrv 

Barren 

Boone . 

Green  

.Jessamine 
Brefkinridg 
Oldham  ••■ 


iirra 


Gravso 
FMyett.^ 


Henry 

Jefferson  . . 
Jefferson  .  • 
Edmi  .nson  • 
Wayne  ■••■ 

Hart 

Hardin  .... 
Mercer.  . . . 

Shelby 

Bullitt 


E«8TEKN   DIVISION. 

Annville 

\Bhland    

Berea 

College  Hill,  Lock  11  . 

Cumberland 

Cvnthiana 

Falmouth 

Farmers   

Flemingsburg 

Ford,  Lock  10 

Grayson   ....   ...... 

(jreenup.  Dam  30 

Hazard —  ... 

Heidelberg,  Lock  14.., 

Jacksnn 

Jenkins 

Louisa 

Mavsville   

Middlesboro   

Mount  Sterling 

Oneida 

Oneonin.Dam  35 

I'.iintsville 

Plkeville 

Pippapa-ss 

liuicksand. 

Kavenna,  Lock  12... 

Richmond 

Valley  View,  Lock  9. 
V;iiieebiirK.  Dam  82.. 

Williamsburg 

Willow.  Lock  13 

Winchester  ■• 


War  re 
McCre 


.Anderson. 

Grant 

Butler.... 


Jackson  .. 

Boyd  

Madison. . 
Madisou. . 
Harlan  •  ■  ■ 
H.irrison  . 
Pendli'ton 
Rowiin  . .. 
Fleming  .. 
(Uark  .... 
Carter  ... 
(rreennp. . 
Perrv    .... 

Lee    

Breathitt  . 

Bell 

Lawr.MicR 


B.'ll  ...  .. 
Mnnt;,'omi- 
Clay  

(;:iinpbell. 
Johnson   . 

Pike 

Knott.  ... 
lirenthltt  . 
Estill  .... 
.Vtadison  . . 
Madison  . 
Lewis  .... 
Whitley  .. 

Lee   

Clark   .... 


Sept.  8 
Sert.  14 
Sept-    8 


Sept.    8 

Sept-  8 
Sept.  13 
Sept.  14 
Sept.  & 
Sept.  14 
Sept.    9 

SsptV'g' 


Precipitation  (inches). 


7       Feb.  14 

1  Feb.     4 

2  Feb.     4 


Feb.  21 


Sept.  14 
Sept.  8 
'SbpV.'"8' 
SeptVg' 


Sept. 
Sept. 
Sept. 


Sept.    3 
Sept.    8 

ioi:t.'i4 

Sept.  14 
Sept.    9 


Feb.  4 
Feb.  21 
Feb.  4 
Feb.  4 
Deo.  13 
Feb.     4 

D.^c'  31 
Feb.  4 
Feb.     4 


Sept. 
Sept. 
Sept. 


Dec.  22 
Feb-  'is 
bee.  25 


Feb.  23f 
D.'C  25 


Dec  31 
Dec.  25 
Dec  22 


Dec   25 

Dec'  25 

Feb  ."2.3 
Feb.  23 
Djc   25 


Deo.  25 
'Feb.  23 
Feb.  23 


Sept.    8 
Sept.'i4' 


Sept.  9 
.lune  16 
Sept.     9 


Sept.    9 
Sept '.'14 


Dec. 
Dec' 
Dec 

'Feb! 
1  Dec 


50.05 
5U.35 
44. K8 
48.15 
42.40 
56.30 
48.13 
611.31 
48.83 
48.80 


46.79 
48.81 
46.24 


46.S7 
411-05 
48-85 
50-55 
44-76 
43-67 
45-27 
19-93 

'46-22' 

45  .'02' 
51-57 
49-18 
40-64 
47-57 
45-06 


66-70 
54-87 
48.70 
56. 96 


54-56 
50-79 
53-62 
43.41 
49-33 
46.95 


47,86 
50-<:9 
47-62 


50-79 


14-64 
46-16 
50-31 
58.81 


3 

18 

'41. '31 

fi 

39 

43.34 

n 

13 

55.38 

22 

4.'i..^9 

49 

56-  05 

26 

52-06 

25 

50.17 

4^ 

39-96 

?3 

50-34 

3 

50-28 

7.64 
7-31 
8-64 
8-14 
9-95 
10.  30 
7-10 
7-09 
9-04 
8-41 


Feb- 
Feb- 
Feb- 
Feb- 
Feb. 
Feb. 
Feb- 
April 
Feb- 
Feb- 
June 
Feb- 
April 
Feb- 
Feb. 
Feb. 

April" 


Feb. 
.Tune 
Feb. 
Feb. 
Feb. 
M>.r. 
April 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
M..r. 
Feb. 
M;ir. 
Feb- 


10-48 

Feb. 

10.28 

S.48 

Feb. 

-tune 

8.68 

Jnne 

7.11 

Mar. 

7.42 

MMr. 

9.50 

Feb- 

10.29 

Feb. 

9.59 

Feb- 

Feb- 

s.ifi 

Feb-   1 

7.46 

Mi.r. 

7.86 

.April 

8.85 

Feb. 

U-82 

Feb. 

7-83 

June 

7.97 

Feb- 

8-25 

Mnr. 

8-22 

Feb- 

10-21 

Feb- 

7-62 

April 

7-18 

Feb. 

8-46 

Feb. 

6-29 

Mar. 

8-78 

April 

8.70 

July 

9-16 

.June 

».81 

6-64 

Feb. 

8.r,n 

.M).-il 

111.30 

Feb. 

y  rin 

fi.ffl 

l''elj 

H  .i3 

Apnl 

9.^3 

8. '5  3 

i   April 

9,  Oo 

1  .Tuly 

7., SI 

i"!->' 

Number  of  days 


Apnl 
Feb. 
Feb. 
Feb. 


:ip!e.  b  represents  2  days,  etc. 


tAlso  on  other  dates. 


Annual,  1989 


OlJMATOlAKilCAL    DAIA:    KKNTIJCKY    Sl^JCTION 


Monthly    and   Annv 

ftl    Precipitation    for   the  Tear 

1939 

,  with    DepartureB    from    the    N 

orrnttl. 

January.  | 

Kebniarj'.  , 

Mnrch. 

April. 

May. 

Jane. 

July. 

Augual.   1 

SopUsiiiber., 

October. 

November. 

December. 

AiinnuL 

g 

c 

^ 

^ 

a 

a 

a 

q 

d 

d 

d 

p 

0 

SUtloin. 

t 

0 

1 

a 

1 

1 

0 

.2 

0 

S 

2 

a 

2 
5 

i 

s 

i 

5 
S 

e 

0 
•3 

a 

0 
5 

i 

.3 

£ 

1 

i 

f 

:! 

1 

1 

■a. 

1 

■p. 

1 

1 

:§• 
t 

I 

■3. 

1 

;§. 

1 

1 

1 

i 

1 

Beaver  Dam 

5.43+0.99 

,.». 

+5.20 

6.23 

+  1.99 

6.50+1.38 

1.06 

-3.17 

4.62 

+  1.35 

2.77 

-1.21 

2.49 

-0.82 

C.26 

-2.42 

1.84 

-1.46 

2.01 

-1.74 

9  61+4.5t 
8.09+3.05 

8.90 
8.79 

+5.38 
+  5.26 

6.72 
5.51 

+2. 15 
+0.93 

6.84+2.42 
7.80+3.70 

1.60 
2.87 

-if. 

4.72 
4.49 

+0.86 
+  0.67 

3.18 
2.20 

-0.32 
-1.26 

8.12 
2.89 

-0.72 
-0.80 

0.49 
1.02 

-2.59 
-1.88 

1.70 
2.69 

-0:71 

'i:24 
1.57 

-2.' 40 
-2.05 

2.08 
2. S3 

:?:?3 

■96:65 

60.35 

+  3.22 

Kiirlington  ..'.'.'..'. 

+   4.41 

Kord's  VfTTy 

6.68+0.98 
6.77    

7.75 
8.30 

+  6.17 

5.80 
5.46 

+0.77 

6.89+3.46 
8.10 

2.80 
2.63 

-0.82 

5.01 
5.82 

+  1.41 

1.04 
1.41 

-1.18 

2.92 
2.64 

+0.63 

0.71 
1.17 

-8.97 

1.68 
1.26 

:':^^ 

I.4B 
1.78 

-1.68 

2.21 
2.87 

::!■'.' 

44.fl8 
48.15 

+  1.  48 

tlllbertsville ■ 

(Jre.'.iviUo    

5.29  +0.76 

«.12 

+4^91 

r..46 

+i.'o7 

6.67+2.21 

1.69 

-2:06 

3.70 

-'0.'46 

2.46 

-i!29 

2.5S 

-6.88 

0.40 

-2.'i7 

2.26 

-1.46 

1.02 

-2!  52 

2.96 

-1.01 

42.40 

-'3.' 54 

llavtl'Dni    

6. 00    

9.71 

7.18 

6.69 

1.30 

7.03 

2.56 

2.80 

048 

2.48 

2.22 

2.90 

56.30 

U.iult'iHon 

6.53 +2.  SS 

8.91 

+  6:25 

4.3d 

-6]  86 

7. 30  +3. 80 

2., 85 

-i!o8 

4.17 

'4-6:36 

3.35 

+0  16 

2.87 

-6:35 

0.73 

-2:73 

2,64 

-6:64 

2.22 

-i:57 

2.01 

-2:«3 

48.13 

+  '3.' 78 

Hopkinoville  

ti. 33+1. 01 

8.96 

+6.33 

6.34 

+  1.47 

6.52+2.21 

1.34 

-2.78 

5.89 

+  1.40 

5.87 

+  1.64 

2.21 

-1.83 

0.66 

-2.50 

1.97 

-1.46 

1.67 

-2.36 

8.06 

-1.82 

50.31 

+  0.82 

Lovebuvville 

6.5U+0.58 

8.95 

+  5.23 

4.87 

-0.82 

9.26  +5.48 

2.16 

-1.35 

3.26 

-1.82 

—2.01 

-0.  95 

1.03 

-3.18 

1.60 

-1.92 

2.75 

-0.61 

2.47 

-1.67 

48.83 

-  2.03 

Muytii'M 

7.t).il+2.49 

7.87 

+4.49 

4.29 

+  0  26 

7.68  +3.42 

3.33 

-0.07 

3.11 

-0.69 

4'.  22 

+0.68 

L92 

-1.79 

1.64 

-1.34 

1.98 

-1.3) 

2.24 

-1.64 

2.90 

-1.421  48.80 

+  2.48 

5-lS  -0,35 

7.82 
6.4; 

+  4.62 
+3.62 

3.91 

5.48 

-2.04 
+  1.21 

6.93+2.22 
5.56  +1.C0 

1.15 

-2.' 78 

'6!79 

+  2:8!> 

i'-'l^ 

+i!i4 

1.95 
5. 67 

—  1.44 
+2.23 

0.97 
0.25 

-8.31 
-2.  99 

1.58 
2.14 

-1.88 
-1.81 

1.96 
1.31 

-1.44 
-2.01 

3.63 
2.07 

+0  13 

Owens'boro 

n.73 

+  1.46 

-1.67 

48. 79+  3.38 

0«  ensboro  No .  i 

5. 76 

+0.44 

7.20 

+  4.58 

5.73 

+ 1  96 

C.23  +2. 75 

1 .  :i.5 

-2.47 

6.72 

+2.60 

4.19 

+  1  88 

6.11 

+3.01 

0.22 

-3.31 

2.22 

-0.71 

1.22 

-1.69 

1.86 

48.81 

+  7.M 

P.uiucivh  

6.26 

+  1.29 

8.62 

+  5.31 

5.511 

t-0  '.I'.i 

'.1  4:;   1  )  >,^ 

1    >l,5 

-1.99 

3.02 

-1.20 

1.64 

—  1.84 

3.011-0.73 

1.12 

-2.16 

1.39 

-1.93 

1.54 

-2  29 

2.76 

-1:43 

46.24 

-0.96 

Pnciuoah,  near 

6.9S 

+0. 12 

8.85 

+  5.  19 

S   l- 

]  0  .1  . 

I'l.'.  li    ■  ..',  4- 

2   I" 

-.;.06 

2.43 

-1.36 

2.02 

—  1.89 

2.101-2.22 

1.08 

-2.11 

0.92 

—2-93 

1.92 

-2.02 

2.83 

-2.. 52 

41.71 

-  9.12 

I'riucftou 

7.81 

+  2.84 

9.06 

+  5,5: 

5    MJ 

1-1  7,5 

4.12 

+0.02 

0.85 

-2.99 

2.13 

-1.47 

0.77 

-2.67 

1.17 

-2.00 

1.89 

-1.40 

3.13 

-1.23 

Rnmsev.Lock  No.  2  t.. 

6.39 

+  1.75 

8.50 

+■5.  J^ 

■  2.15 

7.911   ■  :i'^i 

-2:78 

4.87 

+  1.26 

3.55 

H0.47 

4.17 

-0.05 

0.48 

-2.67 

1.6S 

-1.64 

1.28 

-2.14 

2.43 

'49.33 

+'3:2» 

I{;is9i'liville 

6.23 

+0.99 
+0  87 

6.64 

+3 .  32 

5.11 
5.11 

+-O.34 
+  1.18 

.4.30  —  (1  .^(1 

2.20 
2.  60 

-1  67 
—0.68 

4.07 
4.10 

+0.43 
+0.87 

3.55 
6. 16 

-0.72 
+2.  99 

1.74 
3.46 

+0.24 

0.64 

0.60 

-2.53 

2.23 
2.20 

-0.  66 
—0.74 

1.47 
1.  66 

-1.81 
—  1. 10 

2.47 
1.98 

-LSI 
—  1.12 

Unioutown   

6.28 

+2 .  83 

45:68 

+  '4!i8 

OBVTKAL  DIVISIOH. 

Addison   •  •  ■ 

5.36 

-0.S3 

7.74 

+5.08 

6.40 

+2.54 

6.25 

+2.56 

1.34 

-2.84 

7.22 

+3.32 

3.89 

+  0.81 

1.78 

-1..36 

0.46 

-2.  59 

2.30 

-0.77 

L13 

-167 

2.12 

-1.49'  46.97 

+  3.31 

Anchorage   

4.7b 

+0.69 

5.47 

+2.61 

5.  69 

+  1.43 

4.84 

+  1.04 

0.97 

-2.76 

6.6f 

+2.99 

3.26 

-0  85 

3.43 

-0.22 

0.94 

-1.78 

1.39 

-1.59 

0.74 

-2.50 

1.91 

-I.95I  40.05 

-  2.99 

Bowlii\g  Green 

7.78 

+2.  56 

8.41 

+  4  82 

6.4!< 

+  1.38 

5.24 

+  1.90 

1.33 

-2.86 

5.12 

+1.06 

3.62 

-0.36 

2.97 

-0.66 

1.15 

-2.24 

2.40 

-0.81 

1.34 

-2.30 

2.98 

-1.74'  48.85 

-  0.25 

Browu8ville,LockNo6-t 

6.98 

+  1.46 

9.  Of 

+  6.09 

6.38 

+  1.15 

7.05 

1.63 

-2.31 

6.73 

+2.49 

3.63 

fO.23 

1.72 

-2.53 

-2.10 

2.41 

-0.63 

1.03 

-2.83 

2.81 

-1.93   50.55 

+  0.78 

Burnside 

5.65 

+0.84 

9.26 

+  5.46 

4.72 

-0.  49 

4.73 

|-a53 

2.56 

-1.94 

3.25 

-0.94 

3.31 

-1.20 

2. 96 

-1.26 

1  I'' 

-2.  .50 

3.19 

-0.99 

1.14 

-2.32 

2.  .87 

-1.88    44.76|-  5.69 

Ciirrollton,  Lock  No.  1. 

H. '/J  +0.52 

5.59 

+2.99 

7.61 

+  3.82 

3.99 

+2.34 

0.78 

-3.05 

4.75 

1-0.77 

4.33 

1-0.98 

4.44 

+0.62 

l'.33 

-1.77 

1.93 

-0.95 

1.38 

-1.55 

1.27 

-1.84    43-67+  2.88 

roldSpriue.Damse.... 

3  73|+0.45 

4.69 

+  2.31 

7.30 

+  3.75 

7.811  +  3.65 

1.60 

-2.25 

9.17 

+5.1( 

5.43 

+  1.55 

1.74 

-1.90 

0.92 

-2.97 

1.43 

-1.10 

0.73 

-2.51 

1.22 

-1.611  45.27+  4.46 

Danville 

6.521+2.84 

8.64 

+  5.41 

5  30 

+  1.39 

5.90 

+2.07 

2.96 

-087 

7.03 

+SAv 

2.94 

-1.72 

3.78 

+0.09 

0.81 

-2.71 

2.56 

+0.61 

1.05 

-1.96 

2.44 

-1.40   49.93+  6.82 

Dix  Dam,  Bargin 

B.O.il  +  1.77 

8.14 

r5.17 

5.15 

+  1.75 

2.79 

-0.68 

5.86 

+  1.54 

5.11 

+  1.06 

3.02 

-0.64 

2.16 

-1.18 

2.13 

-0.85 

1.13 

-2.00 

1.60 

-2.10! 

Kadsville   

5.37'    .... 

9.96 

4.20 

'5I34 

2.56 

5.48 

2.71 

2.03 

1.72 

2.67 

1.21 

2.99 i  -ifi-22i 

Eulmnk  

4.\n  +0.49 

10.30 

{-6-m 

4.  5( 

-0:21 

4.56 

+6 '62 

3.36 

-i'o-j 

3.75 

-6!  50 

3.06 

-^i:22 

0.63 

-2:87 

2.20 

-6:96 

3-C>9  -1   fi7  .. 

-   ic 

+  3  96 

5.  93 

+1  55 

6  84 

+3.08 

0.91 

—  2  37    6  48 

+2.37 
+  3.18 

'5:97 
7.07 

+2:6' 

1.35 

-2.35 

034 

—2.42 

2.68 

— 0.].' 

1.15 

-i.841  1,,S7      2  v::    r.  02+  2.19 
-2.13    2  26       :    ■  ;    M.=,7-+  8.27 

Gesi,  Lock  No.  :! 

-i'45   rti".4i' 

6. 61 

+  3.57 

7.09 

+2.53 

5.68 

+  1.94 

0-!i3 

-2^37!  7 '.19 

+3^11 

6.0b 

+3^02 

0  68 

-2:46 

1.92 

-0.99 

1:11 

iilasptow . . . 

5.86  +1.54 

9.n4 

+  5  51 

5.36 

-0  43 

6.97 

+2.68 

1.65 

-1.98 

4.0.i. 

+  0.46 

7.24 

+2.71 

2.25 

—2.21 

0.88 

-2.37 

2.V0 

-0.61 

0.90 

-3.35 

2.7'-.  -2.:^'.    49  1-  -  0.84 

Grant,  Uam3 

3. 871+0. 7« 

4.47 

+2.22 

8.41 

+5.39 

7.21 

+  3.87 

1.23 

-1.86 

4.67 

+0.92 

3.74 

+0.1- 

2.09 

-1.20 

0.611-2.87 

1.34 

-1.11 

1.39-1.38 

1.51-1.09    40,54+  3.84 

Greensbnrg 

7.161  +  1.90 

7.97 

+  4.36 

6  02 

+0.95 

6.19 

+2.30 

1.91 

—2  47 

5.63 

+  I.2O 

3.44 

—0.40 

2. 62 

-1.56 

1.16-3.13 

2.10 

-1.29 

0.90|-2.65 

2.471—2.05 

47.57 

-  1.84 

High  15ridt,'e,LockNo7 

6.0^+1.40 

3.30 

+  5.22 

4.96 

+0.66 

5.71 

+2. 20 

2.27 

4.26 

+0. 22 

4.01 

-0.0" 

2.32 

-1.46 

1.23 

-1  67 

2.91 

+0,06 

1.07  -2.  U 

2.001-2.03 

45.06 

+  1.06 

Irviugton    

4.55I+O.I4 

7.45 

+-4. 31 

6.21 

+  1.74 

0-44 

+2.48 

0.56 

-3.1! 

7.16 

+3.15 

0  54 

-2  36 

2.45 

-0.58 

163 

-162 

2. .57 -1.36 

LaQrange 

5.02 

l.lh 

9.72 

'4.' 55 

6^98 

1.01 

1.26 

1,20 

1.96 



Lancaster 

R.  81V +2.  55 

10^48 

+  7^52 

6.' 64 

+  1:79 

6. 85 

+3;73 

4.51 

+6:i6iio.i8 

+4^97 

8. 22 

+3  .'83 

4.98 

+0^94 

1.91 

-i:62 

2.33-0.99 

2.22 

-1.04 

2.02 

-1.14 

66.70 

+20.80 

Leitchfleld   

•v  691  +  0.  70 

8.58 

+  5.20 

6.34 

+  1.92 

6.67 

+2.31 

2.03 

-2.14 

10  28 

+6.19 

5.9s 

+2.  32 

2.53 

-1  19 

0.53 

-2.94 

2.33 

-1.13 

L34 

-2.60 

2.67 

-2.17 

64.87 

+  6.47 

Lexington  

5.94:  +  1.7(. 

8.48 

+  4.86 

5.39 

+  1.07 

6.46 

+2.96 

2.00 

-1.81 

7.66 

+3.6 

3.30 

-0.35 

1.80 

-1.65 

1.69 

-1.48 

2.58 

-0.01 

1.15 

—2. 19 

2.36 

-1.42 

48.70 

+  5.35 

Little  Hickman,  Lock  8. 

6. 791  +  2. 3S 

9.04 

+  5.68 

5.15 

+0.79 

6.17 

+  1.11 

1.81 

-1.97 

9.86 

+5.52 

6.36 

+  1.60 

5.94 

+  1.90 

1.15 

-2.05 

2.68 

-0.14 

0.90 

-2.24 

2.11 

-1.57 

56.96 

+12.  67 

Lockport.  Lock  No.  2. 

4.87+0.80 

7.6v: 

i-i.Ti 

6.51 

+2.0- 

5.20 

+  1.4- 

1.19 

-2.27 

8.68 

+4.30 

6.95 

+3.47 

4.51 

+0.73 

0.97 

-2.11 

2.23 

-0.63 

1.03 

-1.71 

2.04 

-1.64 

51.80 

--  9.18 

LouisriLLK 

4.42+0.4L 

6.96 

+3.41 

7.11 

+2.  72 

4.96 

+  1.08 

0.96 

-2. 76 

7.00 

+  3.18 

5.91 

+2.21 

2.98 

-0.44 

1.20 

-1.58 

1.38 

-1.27 

1.16 

-2.45 

2.43 

-1.31 

46.46 

+  3.20 

Do.    Bowman  Field. 

4.84! 

8.121    .... 

7.13 
9  50 

7  42 
6.41 

5.24 
6.86 

1.18 
1.33 

6.99 

8.50 

4.41 
5.96 

2.84 
2.60 

1.03 
1.22 

1.23 
4.37 

1.17 
1.13 

1.87 
2.59 

45.35 

Mammoth  Cave 

56.49 

Monticello  .   

5  7.' 

10.29 

4.63 

5.63 

i.r 

3-iJ4 

2  84 

1.26 

1.59 

1.72 

4.11 

-MunfordviUe 

7.  -51  +2  0 

9..1'. 

+  5'9f 

6  17 

+2  .'22 

5.44 

+  i!67 

1.03 

-2!7i 

s.m 

+3!39 

6.32 

+3  .'80 

2.89 

'+6:i4 

1.75 

-6:93 

1.29 

-2:11 

0.89 

-i:77 

2  78 

-6:30 

54.  ,56 

+ii:36 

St.  John  

6.;!i  +  1   n' 

7.1V 

-4. 11 

.■5.68 

+  1.94 
+1.77 

7.2?,; +3.04 

2.66 

-1.42 

8.9f 

+4.70 

3-79 

+0.46 

1.27 

-2.66 

0.51 

-2.54 

2.31 

-0.86 

1.25 

-2  30 

2.12 

-2.40 

50.79 

+  3.55 

Salviga.  LockXo.   6.... 

G  ei  +l.y- 

8.1( 

+5   12 

5.9,' 

7.491+3.8. 

1.64 

-1.87 

7  08 

+2.66 

4  18 

+0.38 

4.11 

+0.57 

0.94 

-2.1; 

3.90 

+  1.12 

1.19 

-2.11 

2.34 

-2.06 

53.62 

+  9.16 

Shelbyville 

4.941+0.3!. 

5.69 

+  2.29 

7.  4r 

+2.71 

6.14 

+2.23 

0.86 

5.36 

+1.35 

3.28 

—0.56 

2.36 

1.16 

2.79 

-0.13 

1.45 

-1.80 

1.92 

-2.26 

43.41 

-  1.72 

Shepherdsville 

6.42!    .... 

72" 

6.67 

0.70 

6.73 

a.  08 

3.66 

0.97 

3.07 

1.06 

2.94 

49.33 

t^mith's  Grove 

7.231 

8.85 

.5  89 

6:09 

0.93 

4  9:3 

4.46 

1.23 

1.08 

2.49 

1.01 

2.76 

4695 

Stearns  .   

5.52J 

11.82 

4.73 

3.76 

1.83 

4.6- 

3.62 

2.68 

1.03 

2.15 

1.20 

4.10 

47.11 

Tavlorsville 

'5'89+l'4,- 

7'9- 

+  4's- 

6.56 
5.74 

+2'o 

+  2.  OU 

7.7,51+3.80 
7.40I+S.41 

0.6.-:) 
1.63 

'-'3.'03 

-1.87 

7,33 
4.54 

+3:66 
-0.03 

5.80 
5.14 

+1:73 
+  0.96 

2.55 
2.09 

-6.' 96 

0.95 
0.98 

-2:21 
-2.31 

3.20 
3.14 

-6:88 

+0.16 

?:?? 

-2:68 
-1.79 

2.46 
2.24 

-i:82 

-1  85 

Tyrone,  Lock  No.   5... 

'47:86 

+  '3:22 

Williamstown  

4.32  +1.4(- 

6.41 

+3.7' 

^ .  25 

+4.21 

6.71 

+3.27 

1.17 

-2.4 

8.29 

+4.6ti 

5.45 

+  1.89 

3. 76 

+  0^03 

0.63 

-2.00 

2.01 

-0.98 

1.12 

—1.80 

2.10 

60.29 

+  9.60 

Woodbnrv.Lock  No.4t. 

B.is+i.ua 

8  2-. 

+  4.7 

5.  72 

+  L08 

6.60 

+2.48 

2.58 

-1.05 

5.75 

+1.33 

3.60 

+0.13 

2.36 

-1  47 

0.68 

-2.02 

1.95 

-1.18 

1.16 

-2. 28 

2.82 

-1:40 

47.62 

t-  1.47 

EASTERN    DlVIsrOV. 

. 

10.21 

4.89 

3.81 

2.95 

4.06 

6.75 

1  99 

1.75 

1.80 

0.76 

2.98 

47.70 

Ashland  .......'.'.'.'.'..... 

s^iig-o's- 

7.71 

+  4.  6,D 

7.23 

+2.91 

7.62 

++62 

1.22 

-2.' 84 

3.66 

-OM 

4.69 

+6.'4C 

3.44 

—0.33 

2.07 

—6.37 

2.91 

+6:i6 

0.78-2.12 
1.09!-2.5fi 

1.48 

-j:i7j  46.10 

+  '3:66 

Bert»a 

6.6.3+0  80 

5.82I+1.34 

7.18 
8.46 

+  3  99 
+  5.63 

5.64 
5.28 

+0  65 
+0.69 

6.561+2.91 
5.821+2.60 

1.70 
1.79 

-2.  3_ 

5.6,1 
8.01 

+  1-03 
+3.90 

1.60 
1.70 

-2.71 
-2.40 

1.63 
1.57 

-1.31 
-1.25 

4.06 
2.64 

+0.98 
-0.41 

1.83 
2. 43 

-2.43 

-1.65    50.81 

Collp<;e  Hill.  Lock  No.12 

■6.'46 

+2.34 

-2.01 

'-+  6  63 

Cumberland  



2.33 

£.48 

4.95 

2  39 

0.50 



Cynthiana  

'4^41 

+0.22 

5.7f 

+2^70 

6.' 29 

+2. 09 

■4:67 

+  1.01 

2. 41 

-L0( 

4.73+1.3- 

4  59 

+i;i- 

3. 06 

-6:24 

0.51 

-2:87 

209 

-0.48 

0:5] 

-2!62 

'i:i5 

-2-70  '40-77  -    1  25 

Kalmouth  

4.6" 

1+0.66 

6.22 

+3.23 

8.56 

+4.47 

8.78 

+  5.10 
+  1.90 
+2.69 
+2.13 

0  7" 

-2  76 

5.  37I-H    OQ 

6  59 

4.32 
3.02 
1.54 
2.87 

+0.S4 
-1.42 

-1.'47 

1  20 

—  1  42 

1  58 

—  1  03 

I  22 

—  1  73 

1.61 
2  12 
1.62 
2.16 

-2.11    .50  7 i'    :    u  c^ 
-1.74    51-36  +  6,23 
—  1.78    52.41  +  1.57 
-1.561  51,03+  7  54 
-I.4S    40.23 

4.8'- 

+  0.65 

8.53 

+5  43 
+4  37 

5.  76 

+  1.28 

5.60 
6.58 

1.6" 
28" 
2.62 

-2.2o 

-0.8; 

6.2: 

9.16 
8.48 

+  1.91 
+  4.72 
+4.4- 

8:70+4.3-. 

0.90 
1.79 
1.13 

-i:82 

-1.66 

2.97 
2.52 
2.09 

+0.06 
—  0.79 

I'oo 

-1,99 
-191 
-2.10 

S'f^'nhi'.'  hnrij 

4  0 

-0.J9 

7  46 

6  77 

+2  4b 

B'oid,  Lock  No.' lo'.'.'!!; 

6';3!+i.8e 

8  81 

+  5.84 

4.53 

+0.37 

6.38 

5:07 

+0.2- 

-0:56 

0:76 

Gravson 

2."^   .... 

664 

4.83 

+2.15 

.5.25 

+2.23 

1.91 

-L6' 

4  13 

+0.79 

5.31 

+!.!( 

3.53 

-0.04 

1.61 

-o'cb 

2.23 

-0.77 

0.76 

-1.87 

1.25 

Gre.-nup.  Dam  30 

3.7ll+0.1« 

7.62 

+4.79 

7  25 

+  3.57 

8.60 

+5.11 

1.0' 

-2.2- 

3.19 

-0.,55 

3.69 

-0.66 

1.70 

-1.79 

2.44 

-0.04 

2.64 

+0-43 

1.25 

-1.77 

1.51 

-1.781  44.64+  5.27 

Hazard 

4. 311  +  1. G9 

>t  h~ 

+  .5.41 

3.84 

-0.36 

4.18 

+0.8; 

2.2.' 

-2.86 

6.2 

+  2.79 

4.66 

-0.38 

3.54 

-0.47 

2.91 

-0.24 

1  96 

-1.08 

0.79 

-2.26 

2. .59— 2.131  46.16+  0.40 

Hpidelberg,  Lock  No  U 

5.20+0.94 

10.30 

+7.  24 

5.55 

+0.80 

4.54 

+1.22 

1.30 

-2.68 

6.43 

+2.25 

8.08 

+  1.30 

3.17 

-0.75 

1.67 

-1.47 

2.61 

-0.51 

0.92]-1.99 

2  54  -1.12i  60.31 

+  5.2» 

Ja<-kson 

T'.-'T 

9.68 

5.47 

3.55 

1.90 

7.08 

9.O6J.... 

4.45 

2.80 

2.31 

0.76! 

3.38 1  68.81 

Jenkina 

3.00-0.4: 

6.  or 

+  3w3 

3.33 

-1   4L 

3.48 

-036 

2.22 

-2:55 

6.69 

+  2:68 

6.20+1.81 

3  53 

-6;3i 

1.80 

-i:i4 

1.36 

-i'is 

0.  6fi 

-3.06 

2  61-1  071  41.43 

'-'  '4.' 63 

Lonisa     

4.8«  +1.0h 

7.23 

+4  17 

6.19 

+  1.96 

4.94J  +  1.60 

0.79 

-3  0- 

3.39 

-1.3- 

3.971+0.42 

1.31 

-2.85 

1.46 

-1.13 

2.51 

-0.36 

0  26 

-2.44 

2.29J-1.35I  .39.22 

-  3.06 

Mayeville 

4.13 

+0.03 

6.29 

+3.19 

7-49 

+  3.25 

8.  .5." 

+  5.01 

1.09 

-2.  6L 

6.  7<1 

+2.74 

5.87+1.56 

4  45 

+  0.65 

5.09+2.20 

1.-63 

—  1.03 

1.16 

-1.F9 

154 

-2.19    54.05 

+  11.74 

Middle«born    

9.43 

+  5.41 

4.13 

-1.11 

3  81 

-067 

1.39 

-2.63 

3.78 

-0.8^ 

3.73!-].l- 

1.22 

-3  38 

0.89 

-2.09 

1.08 

-2.44 

2.48 

-2.51 

Mount  Sterling 

4^.56 

3.67 

'2:53 

4.19 

6.40 

5.50 
2.06 

+L33 

'i:.50-1.68 
1   31  

1 

Oneida.       ..  ^,....   •• 

2:02 

'2:49 

,\,,,   j 

:::::;: 

OneontM.DamNo.  35... 

3. '73 

+6.'25 

4.76 

+2.' is 

7.2h 

+3.' 45 

8.53 

+4:59 

0.6! 

-2;84 

6.62 

+2.' 32 

4.71 

+0.46 

0.72 

-3.'72 

0.93-2.36 

1.31 

-i.11 

'6:96 

-i:95 

1.17 

-2:24  '41:31 

- 1.02 

Paintsville 

4.  72 

4.35 

1.83 

5.59 



9.05 

2.43 

1.82 

1.62 

0.631... 

1.86 

....      

Pikevillc 

3.12 

-6.6fi 

7'2( 

+4!i2 

3.8'^ 

-6:43 

3.67 

+0.'b9 

2. 41 

-i.'i3 

6.15 

+2.05 

7.84 

+3:62 

2.27 

-2^05 

1.70-1.26 

1.98 

-i:68 

0.56-2.40 

2.49 

-1.03    43.34 

-^'6:64 

Pipp^p^'ss 

3.24 

6.2( 

4.25 

3. 10 

1.47 

4.73 

5.71 

2.47 

3.13 

3.221 



Quicksand  

Ravenna.  Lock  No.  12... 

5  i'8 

+  2.'67 

10.05 

+6  .'75 

6.1.5 

-0^72 

3.  90 

-6:3.3 

3.87 

-i!27 

5.09 

+L02 

9.59 

+4:16 

4  14 

—0.37 

2. 32-1. .53 

1.88-1.59 

6:91-2.96 

'2:56 

-1..55    65.38 

-+'4:84 

4.  05 

+0.47 

5.34 

+  1.27 

4.84 

+  0.88 

5.5( 

+  2.45 

1.81 

-2.  Hi  5.86 

+  1.35 

6.69 

+2.02 

3.12 

-1.52 

2.93-0.63 

2.391-0.50 

1.39  -1.33 

2.18 

-1.23    45.59 

+  1.65 

Richmond 

(1.35 

+  1  94 

9, 55 

+6.37 

5.  60 

+  1.21 

5.25 

+  1.6f 

1.39 

-2.45112.90 

+8.82 

5.6., 

+  1.61 

3.33 

-0.63 

1.551-1.40 

2.051-0.92 

1.101-2.19 

1.65 

-2.57    .56.05 

+  11.15 

VnllPV  Vew.LockNo.P 

6.1i 

+  1.53 

7.94 

+  4  57 

4.6 

-O.O-^ 

5.11 

+2.83 

0.63 

-3.. 38 

6.59 

+  1.89 

9.92 

+5.88 

3.04 

-0.96 

1.721-1.69 

1  88 

-1. 12 

1.0=. -2.411  2.43 

-148    ,52.06'+  5. .58 

V:,ncf.bure.DamNo,32. 

3.71 

-0.41 

fi.8o 

^-3.40 

6  88 

+2.24 

8.43 

+  4.69 

2.56 

6  05 

+  2  08 

4.35 

-0.3- 

2.57 

-0.91 

3.561+0.92 

2.22 

-0.78 

I.49I-I.4OI  I.53I-2.2-'  SO. 17'+  .5.92 

WilUamsbiiri:    

4  74 

^0.32 

11. s- 

+  S..36 

4.  3S 

-0.27 

2.77 

-1.48 

l.nh 

-2.53 

3.23 

-1.36 

4. It 

-0.58 

1.32 

-3.26 

1.111-2.4! 

L24 

-1.60 

0.911-2.44:  2-66-1-43    31,95-  8.67 

Willow.  Lock  No.  13.... 

H.l! 

+  2.44 

11.43 

+8.57 

.5.51 

+  1.21 

4.7fi 

+  1  99 

1.09 

-2.71 

6.57 

+2.22 

4.86 

+0.04 

2  42 

-1.34 

2.34-0.72 

2  01 

-1.01 

1.021—2.36;  2,30-1,70    ,-0..14  +  6.45 

Winchester 

5.8- 

8.74 



4-88 

5.24 

2.07 

8.77 

i^'«' 



2.53 

'■i 

2.65 

0.901 ;    l.,37 .50. ?8'    

1             11                'I 

computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  bnt  all  complete  reports  are  used  in  rteterrai 

T.  Precipitation  islessthan  0.  01   inch  rain  or  melted  snow. 
IRnmsey  Brownsville  and  Woodbury  are  Locks  on  the  Green  River:  other  Locks  are  on  the  Kentucky  River. 
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Monthly  and  Annual  Mean  Temperatures  for  the  Year  IJ 


with  Departures  from  the  Normal. 


j  February.  I     March. 


August.    September.     October.     November.  December.      Annual 


WESTERN   DIVISIOH. 

Bciiver  Dura 

Calhoua 

Karlington 

tireeaville   

Henderson 

Hopkinsville 

Lovelaceville    

Mayfield 

Murray 

Oweneboro 

Paducah  

Paducali.  near 

Princeton  

Kussellville 


DIVISION. 

Anchorage 

B  )wling  Green   

Danville 

Dix  Dam 

Eubank  

Frankfort . 

Glasgow 

(ireensburg 

Irvington . 

Leitcbfied 

Lexington  . . .  i 

I.OUISVIU.E.  .'. . 

Bowman  Field 

Mammoth  Cave 

St.  John 

Shelbyville 

Smiths  Grove ■. .. 

Stearns 

Taylorsville 

\Villiamst(«vn 

EASTERN    DIVISION. 

Annvllle 

Ashland.... 

Berea 

{'umberiand  

Farmers 

Heidelberg. 

M:iysville 

Middlesboru 

Mt.   Sterling , 

Pikeville... ...   ... 

Pipp;ipass_^ 

OuicksanQ 

Fiiclimond    . . . , 

Wlliamsbnrg  ,  

Winchester 


•10.0+  2.21  61.9 


40.6!+  :-i.2'37.4|+  1   i 

42.6i+  5.7    39. 6i-  2,0 

42.0'+  5.h    8y.4+  1.6 

3(i.2|+  2.1;  aS.Oi-  0.3i' 


43.11+  5.e 

40-4 

40.8  +  3.i 


38.21+  8.7  ,47.2 
,43.21+  4.2    52.1 


41.6+  1.3   49. 


4!.2|  + 
39.7+  . 
4l.0'+  ■ 
4'0.9,+ 
38.0!  + 
40.6'  + 
40.2... 
40.2... 
39.4|f 
»7.4i  + 
41.51... 
■141.21... 


39.7,+  2.91  43.,') 
■=44.5+  2.9  50 
41. 9.+-  5.6|  49.6 
39.8:+  3.11  49.6 
40.l!+  3.51  49 
39. 3+  3.9  47.2 
38.2+  1.0 
88.21,      ...     47.9 

40.61 1  48.6 

1  40.2+  4.8|  49.1 
37.41+  3.3,  46.4 

42.4, I  50.4 

45.2, 1  49.1 


+  2.4| 
-I-    3.2i 

+  3.6: 

+  2  8; 
+  3.0 
+  3.6i 
+  3.2: 


39.61 I  47.2 

40.8+  3.1;  47.4 

. ....!.-   ...    48.6 

4?.0!+  4.ir48!l 

43.41 1  49.4 

39.3|+  4.2    47 
!    •'50.4 


41.6;+  4.8    49.0 
'46'5r.'.'.i.'l  47  6 


-  0.4 
+  0.9 
+  0.5 


+  1.4 
0.5 
.8+  1.6 


+  1.71  78.4 

+  1.4  80  0 

-  0.2|  77.6 

78.4 

+  1.0|  78.8 

-  O.li  78.5 
+  0.4|  79.0 


6741+  2.5 


76'5|+  2.6'  77^ 


4.0;  63.01- 


+  3.1!  61.3!- 

1  53. 0|. 

+  2.7,  52.0- 
+  2.5»56.6!- 


6fi.4i  + 
67-0J  + 
65.4i  + 
67.21  + 
66.7,+  1.4 
66.6-1-  2.3 
67.9,+  1 
66. P    ... 
61.9  .... 
65.8!+  1.7 
64.81  + 
66.4!.. 
65.31.. 
66.6'+  2.6 
68.2+  4.5 

64. ol... 
66.8  + 
66.2  + 

....1... 
64.3,+ 


"65.6!+  0.; 


+  2.6  76.0 

1.1  77.9 
....  77.2 
....I  75, 

2.2  79.2 

0.11  75.3 

....  77.4 

.••  75.0 
2.0 


+  4.4 

2.6 

+  3.5 


73.  6  . . 

74. 7, r  0.6 
74.9i+  0.6 

72.41... 
76.2'f 
=  75.2|  + 


'71.9;- 
76.0;  + 
7S,6!.. 
72.2'.. 
74, 8,+  0.2 

76.4;+  0.9 
75.2!-  0. 

73,9! 


+  2.9 

1 
+  2.6 


+  3.3 

■f'so 


+  4.? 
+  2. 
+  3.8 


0.0 
+  1 
1.3 


+  2.2 

+ 
+ 


+  1.2 

+'6 


+  1.2 
+  'i!3 


All  temperature  data  are  taken  from  seK-registenng  thermometers. 
The  departures  from  norma]  temperature  are  computed  only  for  sue 
section  or  division  means. 

Reference  letters,  a,  h,  c.  appearing  in  the  table  indicate  number  of  days  mi 


KIIililNG  FROSTS,    1939. 


tations  as  have  ten  or  more  years   of   record,    but  all  complete  reports  are   used 
g:  for  example,  b  represents  two  days,  etc. 

MONTHLY  SUMMARIES,   1939. 


WESTERX    DIV 

Enrlington  

Greenville    

llopkinsvilli'  . . . 
I.ov.'latevjlle    .. 

Mayneld 

Dwensboro 

Princeton 

Rnssellvllle  .... 


CENTRAL   niVISON 

jVnohorage 

Bowling  Green 

Dnnville    

Dix  Dam 

Enbank  

Frankfort 

Greenebnrg   

Irvington 


Last  in 
Spring. 


April  IS 
do  13 
do  13 
do  13 
do  13 
do  14 
do  14 
do   13 


Williamstowi 


Ashla 


Berea 

Farmers   

Mu'sville  

Middlesboro... 
.Mount  Sterling 

Kiclimond 

Williamsburg. . 


Last  in 
Spring. 


April 
(I0 
do 


Oct.  15 

do  15 

do  15 

do  13 

do  16 

do  14 

do  15 


Temperature. 


January 


Oct.     15      .Septoml 


itoher  . 
Novembei 
December 


Precipitation.      Average  number  of  days.      J 


5.56 
8.03 
5.78 


2.09 
1.16 
2. 32 


-  0.61 

-  2.23 

-  1.64, 


+  1.72      107 


♦Compared  with  61  years' 


NOTE— Tables  and  charts  giving  climatic  data  for  Kentucky  in  detail    during  1935  have  been  published  for  each  month  at  the  Kentucky  section  center 
Weather  Uiirean  Oftlce,  Louisville,  Ky. .  an'l  can  he  obtained  from  the  Official  in  Charge  at  that  office.     Indexes  to  special  articles  published  during    past  year 
In  Kentm-.kv  clitnatoloirlcal  report.^  wi'l  be  found  in  the  .Monthly  Report  for  June,  1909, 
W  R  O  [_/.ni^vilU-,  2-24-40-1250. 


'9ifimS35>f!X&09 


